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SUNSHINE ACT MEETINGS 


WATER RESOURCES 

WRC issues notice on Water Resource Policy Study; 
comments by 8-20-77 (2 documents) (Part IV of this 
issu «) ---- 37940, 37960 

MOTOR VEHICLES 

EPA establishes requirements for format and content of 
fuel economy labels for 1978 and later model years; 
effective 7-25-77; comments by 10-25-77 . 37812 


TREASURY NOTES 

Treasury announces interest rate on Notes of Series 

S-1979 .. .. 


37896 


NEW STATIONARY SOURCES 

EPA incorporates dates on which standards of perform¬ 
ance are applicable; effective 8-24-77 (Part III of this 
Issue) ----- 37935 


MULTISTAGE VEHICLES 

DOT/NHTSA regulations requiring '‘chassis-cab’* manu¬ 
facturer to provide engineering calculations to subse¬ 
quent manufacturer in order to certify compliance and 
proposal to include "intermediate stage" manufacturers 
In certification scheme (2 documents); comments by 
9-23-77; effective 7-25-77 .. 37814, 37831 

CRUDE OIL 

FEA publishes entitlement notice for May 1977 . 37850 

ENERGY MEASURES 

FEA establishes list of energy conservation and renew¬ 
able-resource energy measures: effective 7-15-77 . 37795 

PRINCE WILLIAM SOUND VESSEL TRAFFIC 
SERVICE 

DOT/CG prescribes rules for vessel operation; effective 
7-25-77 (Part II of this issue) ________ 37927 

AIR AMBULANCE SERVICE 

DOT/FAA proposes regulations governing the transporta¬ 
tion in small aircraft operated for compensation or hire 
of persons requiring assistance in meeting their medical 
needs while in flight; comments by 10-25-77 __ 37825 

SAVINGS AND LOAN ASSOCIATION 

FHLBB proposes amendment concerning loans involv¬ 
ing mortgage insurance; comments by 8-26-77.., _ 37822 


CONTINUED INSIDE 







































AGENCY PUBLICATION ON ASSIGNED DAYS OF THE WEEK 

The six-month trial period ended August 6. The program is being continued on a voluntary basis (see OFR 
notice, 41 FR 32914. August 6, 1976). The following agencies have agreed to remain in the program: 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

NRC 

USDA/ASCS 


NRC 

USDA/ASCS 

DOT/COAST GUARD 

USDA/APHIS 


DOT/COAST GUARD 

USDA/APHIS 

DOT/NHTSA 

USDA/FNS 


DOT/NHTSA 

USDA/FNS 

DOT/FAA 

USDA/REA 


DOT/FAA 

USDA/REA 

DOT/OHMO 

CSC 


DOT/OHMO 

CSC 

DOT/OPSO 

LABOR 


DOT/OPSO 

LABOR 

• 

HEW/ADAM HA 



HEW/ADAMHA 


HEW/CDC 



HEW/CDC 


HEW/FDA 



HEW/FDA 


HEW/HRA 



HEW/HRA 


HEW/HSA 



HEW/HSA 


HEW/NtH 



HEW/NIH 


HEW/PHS 

% 


HEW/PHS 


Documents normally scheduled on a day that will be a Federal holiday will be published the next work day 
following the holiday. 

Comments on this program are still invited. Comments should be submitted to the Day-of-the Week Program 
Coordinator, Office of the Federal Register. National Archives and Records Service, General Services Adminis¬ 
tration, Washington, • D.C. 20408. 


ATTENTION: For questions, corrections, or requests for information please see the list of telephone numbers 
appearing on opposite page. 


v 



Publish**! dally. Monday through Friday (no publication on Saturday.. Sunday*, or 
holiday*), by the Office of the Federal Register. National Archives and Records Ben Ice, Oener 
iiiT Administration. Washington. DO. 20406. under the Federal Register Act (49 Btat. 600. ^^ e “ c ^,. Lr1butl an 
/ Ch 16) and the regulations of the Administrative Committee of the Federal Register (1 CFR Ch. !)• D <W VAA# 

/ u only by the Superintendent of Documents. V&. Government Printing Office. Washington. D O. 

The Fkoouu. tUcvna provide, a uniform ey.tem for making available to th. public r^ulatlona uilM 
bv Federal agencies. These Include Presidential proclamations and Executive orders and Federal g^ency 

ZSXZJSSSS* and legal .Beet. document!. required to be publlahed by Act of Congm. 
document* of public interest. DocumenU are on die for public Inspection In the Office of the Federal Register 
they are published, unless earlier filing Is requested by the Issuing agency. 

The mnut Rxoumm will be furnUhed by mall to aubacrtbers. free of pottage, for W OO per month or * 

In advance The charge for individual coplea la 78 cent, for each luue. or 78 oeou for each group of PW®* •**«waahWS ,on - 
Remit check or money order, made payable to the Superintendent of DocumenU. UR. Government Printing Office. 

D C. 20402 

There are no metric tlon. on the republlcatlon of material appearing In the Pnmai. Rxcisrra. 
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INFORMATION AND ASSISTANCE 

Questions and requests for specific information may be directed to the following numbers. General inquiries 
may be made by dialing 202-523-5240. 


FEDERAL REGISTER, Daily Issue: 

Subscription orders (GFO) _ 202-783-3238 

Subscription problems (GPO) .. 202-275-3050 

"Dial • a • Regulation" (recorded 202-523-5022 


summary of highlighted docu¬ 
ments appearing in next day's 

issue). 

Scheduling of documents for 523-5220 

publication. 

Copies of documents appearing in 523-5240 

the Federal Register. 

Corrections - 523-5286 

Public Inspection Desk.. 523-5215 

Finding Aids- 523-5227 

Public Briefings: "How To Use the 523-5282 

Federal Register." 

Code of Federal Regulations (CFR).. 523-5266 

Finding Aids_ 523-5227 


PRESIDENTIAL PAPERS: 

Executive Orders and Proclama- 523-5233 

tions. 

Weekly Compilation of Presidential 523-5235 

Documents. 

Public Papers of the Presidents..,. 523-5235 

Index_ 523-5235 

PUBLIC LAWS: 

Public Law dates and numbers. 523-5237 

Slip Laws-- 523-5237 

U.S. Statutes at Large. 523-5237 

Index —- 523-5237 

U.S. Government Manual. 523-5230 

Automation- 523-5240 

Special Projects. 523-5240 


HIGHLIGHTS—Continued 


PRIVACY ACT 

DOD/Army amends system of records _____ 37835 

DOO/DLA notice of proposed amendments to systems 

"Kart*.—...... 37837 

NCUA amends regulations; comments by 8-5-77 _.... 37804 

NATIONAL FLOOD INSURANCE 

HUD/FIA lists those communities where the sale of 

flood insurance Is authorized .... 37809 


MEETINGS— 

C8C: Advisory Committees: 

California, 8-15-77_ 

Idaho, 8-13-77_ 

Illinois, 8-22-77. 

New Hampshire. 8-16-77 
Rhode Island, 8-30-77... 

Texas, 8-23-77_ 

Vermont, 8-15-77 


Washington, 8-20^77>.“1_.“.“....“..l. .-.: 

Commerce/DIBA: Foreign Availability Subcommittee 
on the Computer Systems Technical Advisory Com¬ 
mittee, 8-9-77 ....... 

tPA: Management Advisory Group to the Municipal 

Construction Division, 8-15 and 8-16-77 .„ 

Science Advisory Board Ecology Advisory Commit¬ 
tee. 8-15 and 8-16-77 ..... 

Science Advisory Board Technology Assessment 
and Pollution Control Advisory Committee, 
^ 8-12-77 ........ 

'f.Prtvjte Land Mobile Advisory Committee. 

^11-77 . .. . 

Interior/NPS: Advisory Board on National Pariis. His¬ 
toric Sites, Buildings and Monuments, Oversight 

Committee, 8-11-77 .... 

ape Cod National Seashore Advisory Commission. 

8-19-77 .... 


37834 

37834 

37834 

37834 

37834 

37835 
37835 
37835 


37835 

37844 

37848 

37848 

37849 

37870 

37871 


Cuyahoga Valley National Recreation Area Advisory 

Commission, 8-25-77 __ 37871 

Mid-Atlantic Regional Advisory Committee, 8-23 

and 8-24-77 ..—.... 37872 

Southeast Regional Advisory Committee. 9-1-77.... 37872 
NFAH/NEH: Fellowships Panel Advisory Committee, 

8-11. 8-13, 8-15, 8-17, 8-20. 8-22, 8-23, 8-25 
and 8-26, 8-29 and 8-30-77 (12 documents).. 37877- 


37879 

NRC: ACRS Siting Evaluation Subcommittee, 8-9-77.. 37880 
ACRS Subcommittee on Regulatory Activities, 

8-10-77 .... 37880 

ACRS. 8-11 through 8-13-77 __ 37883 

State: Shipping Coordinating Committee, Subcom¬ 
mittee on Safety of Life at Sea, 8-31-77 .. 37889 

DOT/FAA: Radio Technical Commission for Aeronau¬ 
tics (RTCA), Special Committee 132—Airborne 
Audio Systems and Equipment, 8-16 thru 8-18-77.. 37892 


AMENDED MEETINGS— 

NRC: ACRS Working Group No. 2 of the Reactor Safety 

Research Subcommittee, 8-9-77 ... 37881 

ACRS Working Group No. 6 of the Subcommittee on 

Reactor Safety Research, 8-4-77 .... 37881 


RESCHEDULED MEETING— 

NRC: ACRS Working Group No, 5 of the Reactor Safety 
Research Subcommittee, 8-3-77. .....1___ 37881 


CANCELLED MEETING— 

DOD: Chemical Propulsion Advisory Committee, 8-2 
through 8-4-77 —_____ 37843 


SEPARATE PARTS OF THIS ISSUE 

Part II. DOT/CG ______ 

Part III. EPA ...... 

Part IV. WRC .... 


37927 

37935 

37939 
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AGENCY FOR INTERNATIONAL 
DEVELOPMENT 

Notices 

Authority delegations: 

Egypt, Mission Director: grant 
agreements. 37890 

AGRICULTURAL MARKETING SERVICE 

Rules 

Oranges (Valencia) grown in Arlz. 

and Calif_ 37793 

Pears, plums, and peaches (fresh) 

grown in Calif. (2 documents) — 37793. 

37794 

Proposed Rules 

Potatoes (Irish) grown in Calif, 
and Oreg--- 37820 

Potatoes (Irish) grown in Idaho 
and Oreg.. 37819 

AGRICULTURE DEPARTMENT 

See Agricultural Marketing Serv¬ 
ice; Forest Service. 

AIR FORCE DEPARTMENT 

Proposed Rules 

Privacy Act: implementation: cor¬ 
rection - 37829 

ANTITRUST DIVISION. JUSTICE 
DEPARTMENT 

Notices 

Competitive impact statements 
and proposed consent Judg¬ 
ments; UB. versus listed com¬ 


panies: 

Parker-Hannifln Corp.. 37874 

ARMY DEPARTMENT 
Notices 

Privacy Act; systems of records 

(2 documents)_ 37835. 37836 


ARTS AND HUMANITIES, NATIONAL 
FOUNDATION 

Notices 

Meetings: 

Fellowships Panel (12 docu¬ 
ments) ............... 37877—37879 

CIVIL AERONAUTICS BOARD 

Proposed Rules 

Currency exchange conditions; 

U.S. air carriers in foreign 
countries; inquiry; extension of 
time _ 37824 

Notices 

Hearings, etc. : 

Aerovlas Quisqueyana, C. Por 

A., et al . 37833 

American Airlines, Inc. et al.. 37833 
Flying Tiger Line. Inc. et al.. 37833 

Nicholson Air Services. Inc - 37834 

Norfolk-Atlanta Subpart M 

Proceeding; correction .. 37834 

Oil, Chemical k Atomic Workers 
International Union, AFL- 37834 

CIO. et al ___ 37834 

Pan American World Airways, 

Inc. et al __.. 37834 


contents 


CIVIL RIGHTS COMMISSION 


Notices 

Meetings. State advisory commit¬ 


tees: 

California - 

Idaho .— 

Illinois - 

New Hampshire. 

Rhode Island- 

Texas- 

Vermont- 

Washington - 


... 37834 
... 37834 
.... 37834 

_ 37834 

... 37834 
... 37835 
... 37835 
... 37835 


CIVIL SERVICE COMMISSION 
Rules 

Excepted service: 

Federal Deposit Insurance Cor¬ 
poration -~— 37793 


COAST GUARD 
Rules 

Anchorage regulations: 

California_ 37811 

Vessel traffic systems : 

Prince William Sound. Alaska; 
communication and naviga¬ 
tion service- 37927 

Proposed Rules 

Electrical engineering; announce¬ 
ment of availability of complete 
copies ....- 37830 

Notices 

Equipment, construction and ma¬ 
terials; approvals and termina¬ 
tions ____- 37890 


COMMERCE DEPARTMENT 

See Domestic and International 
Business Administration: Na¬ 
tional Fire Prevention and Con¬ 
trol Administration. 


DEFENSE DEPARTMENT 

See also Air Force Department; 

Army Department: Defense Lo¬ 
gistics Agency. 

Notices 

Meetings; 

Chemical Propulsion Advisory 

Committee - 37843 

Privacy Act; systems of records.. 37841 

DEFENSE LOGISTICS AGENCY 
Notices 

Privacy Act; systems of records 

(2 documents)- 37837, 37840 


DOMESTIC AND INTERNATIONAL 
BUSINESS ADMINISTRATION 

Notices 

Meetings: 

Computer Systems Technical 
Advisory Committee - 37835 

ENVIRONMENTAL PROTECTION AGENCY 
Rules 

Air pollution; standards of per¬ 
formance for new stationary 
sources : 

Applicability dates _ 37935 


Motor vehicle fuel economy: 1978 
and later model years. — 37812 

Proposed Rules 

Air quality implementation plans; 
various States, etc.: 

California - - ~ 37823 

New York . . . 37830 

Notices 

Marine sanitation device stand¬ 
ards: 

Minnesota and Wisconsin . 37844 

Meetings : 

Management Advisory Group to 
Municipal Construction Divi¬ 


sion . 37844 

Science Advisory Board (2 doc¬ 
uments) _ 37848 

Pesticide chemicals; tolerances, 
exemptions,etc.; petitions: 

Dow Chemical Co—......- 37847 

Mobay Chemical Corp.; correc¬ 
tion - 37847 

Pesticide registration: 

Applications (2 documents)- 37847 

Pesticides; specific exemptions and 
experimental use permits; 
Agriculture Department, et al.. 37843 

Elanco Products Co., et al. 37844 

Monsanto Agricultural Products 
Co., et al_ 37846 


FEDERAL AVIATION ADMINISTRATION 
Rules 

Airworthiness directives: 

Detroit Diesel Allison. 37804 

Hawker Slddeley- 37805 

Hughes - 37806 

McDonnell Douglas... 37807 

Mooney Aircraft Corp- 37808 

VOR Federal airways.. 37808 

Proposed Rules 

Air carriers certification and op¬ 
erations: 

Air ambulance service: air taxi 
and small aircraft operators.. 3^825 
Airworthiness directives: 

Avions Marcel Dassault/Bre- 

guet.. 3(824 

Notices 

Meetings; 

Aeronautics Radio Technical 
Commission - 3TO “ 


FEDERAL COMMUNICATIONS 
COMMISSION 


Rules 

Industrial radio services: 

Business radio service; frequen¬ 
cies: permission to use; cor¬ 
rection -- 

Proposed Rules 
Radio frequency devices: 

Remote control and security de¬ 
vices. provisions for; exten¬ 
sion of time-- 


Notices 

Canadian standard broadcast sta- 

tlons; notification list . J 

Meetings: . . _ 

Private Land Mobile Advison 
Committee -- 


iv 
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federal energy administration 

Rules 

Energy measures and audits _ 37795 

Notices 

Crude oil, domestic, allocation 
program; 1977; entitlement 

notices; 

May . 37850 

FEDERAL HIGHWAY ADMINISTRATION 


FOREST SERVICE 
Notices 

Environmental statements; avail¬ 
ability, etc.: 

Tongass National Forest. U.8. 

Borax Mining Access Road for 
Quartz Hill Prospect. Alaska. 37833 

GEOLOGICAL SURVEY 
Notices 


INTERSTATE COMMERCE COMMISSION 


Notices 

Hearing assignments_ 37896 

Motor carriers; 

Transfer proceedings (2 docu¬ 
ments) __. 37897 

Railroad car service rules, man¬ 
datory; exemptions. 37897 


JUSTICE DEPARTMENT 


Notices 

Bridge toUs.etc.: 

Delaware River Port Authority. 37892 
FEDERAL HOME LOAN BANK BOARD 

Proposed Rules 

Federal Savings and Loan Insur¬ 
ance Corporation: 

Mortgage insurance, private... 37822 

Notices 

Appllcations.etc.: 

Belen Savings & Loan Associa¬ 
tion. Inc_ 37857 

FEDERAL INSURANCE ADMINISTRATION 

Rules 

Piood Insurance Program, Na¬ 
tional: 

Communities eligible for sale of 

insurance_ 37809 

FEDERAL POWER COMMISSION 


Coal land classifications; 

Wyoming- 37869 

Coal mining plans: 

Colowyo Coal Co_ 37869 

Decker Coal Co_ 37869 

Energy Fuels Corp.. 37870 

Peabody Coal Co. 37870 


HEALTH. EDUCATION, AND WELFARE 
DEPARTMENT 

See Health Care Financing Ad¬ 
ministration. 

HEALTH CARE FINANCING 
ADMINISTRATION 

Notices 

Medical assistance program: 

Handbook of Public Assistance 
Administration Supplement 
D; proposed revocation_ 37849 

HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 


Notices 

Hearings. etc: 

Area rate proceedings_ 37859 

Carolina Power It Light Co . 37857 

Columbia Gas Transmission 

C Qr P. 37857 

El Paso Electric Co_ 37858 

Great Lakes Gas Transmission 

C°.-. 37859 

Illinois Power Co.(2 documents) - 37861 

Michigan Power Co _ 37861 

Montana Power Co___ 37862 

Trnneco Inc. et al__ 37864 

Transwestem Pipeline Co_ 37864 

FEDERAL RAILROAD ADMINISTRATION 

Notices 

Petitions for exemptions, etc.: 
union Railroad Co. et al. 37893 

^DFRAL RESERVE SYSTEM 

Notices 


Applications, etc.: 

petrol thank Corp_ 

Lake View Bancorp, Inc HI.. HI 

FEDERAL TRADE COMMISSION 
Proposed Rules 

absent orders: 

Standard Oil Co. (Ohio); cor- 


37865 

37866 


37829 


[° r EIGN ASSETS CONTROL OFFICE 

Notices 


esia:i sanctions; imports of 
lerrochromlum and chromi- 
^-bearing steel products 

irx>m listed countries: 

Austria. 

Sweden 


37896 

37896 


See Federal Insurance Adminis¬ 
tration. 

IMMIGRATION AND NATURALIZATION 
SERVICE 

Rules 

Immigration regulations: 

Nonimmigrant classes; alien 
workers in Guam, labor certi¬ 
fication requirements_ 37794 

INTERIOR DEPARTMENT 

See also Geological Survey; Land 
Management Bureau; National 
Park Serv ice. 

Notices 

Environmental statments; avail¬ 
ability. etc.; 

Wilson’s Creek National Battle¬ 
field. Mo_ 37873 

Fossil-fueled steam electric gen¬ 
erating stations; environ¬ 
mental reports preparation 
guidelines_ 37873 

INTERNAL REVENUE SERVICE 

Rules 

Excise taxes: 

Employee benefit plans: exemp¬ 
tions for sendees, office space, 
etc.; correction__ 37810 

Proposed Rules 

Income taxes: 

Investment credit: computing 
for property depreciation; 
withdrawn _ 37829 

INTERNATIONAL TRADE COMMISSION 

Notices 

Import investigations: 

Toy vehicles, steel_ 37873 


See Antitrust Division; Immigra¬ 
tion and Naturalization Service. 

LABOR DEPARTMENT 

See Occupational Safety and 
Health Administration. 

LAND MANAGEMENT BUREAU 
Notices 

Alaska native selections: applica¬ 
tions. etc.: 

Arctic Slope Regional Corp.... 37866 
Nunamlut Corp.. 37867 

MANAGEMENT AND BUDGET OFFICE 
Notices 

Clearance of reports; list of re¬ 
quests ._ 37886 

MATERIALS TRANSPORTATION BUREAU 
Notices 

Applications; exemptions, renew¬ 
als. etc.: 

Valweld. Inc., et al_ 37893 

NATIONAL CREDIT UNION 
ADMINISTRATION 

Rules 

Privacy Act; implementation_ 37804 

Proposed Rules 

Privacy Act; implementation.... 37823 

NATIONAL FIRE PREVENTION AND 
CONTROL ADMINISTRATION 

Rules 

Firefighting on Federal property, 
reimbursement of costs; correc¬ 
tion ..— 37814 

NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 

Rules 

Certification and vehicles manu¬ 
factured in two or more stages; 
intermediate stage manufac¬ 
turers --- 37814 

Proposed Rules 

Certification and vehicles manu¬ 
factured in two or more stages; 
intermediate stage manufac¬ 
turers _ 37831 

NATIONAL PARK SERVICE 
Rules 

Food storage requirements: 

Glacier National Park, Mont, 
and Great Smoky Mountains 
National Park. N.C. and 

Tenn. 37811 

Notices 

Concession contracts, etc.: 

Cape Hatteras National Sea¬ 
shore (2 documents)_ 37871 
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Pennsylvania Power & Light Co. 
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York; republication- 37882 
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OCCUPATIONAL SAFETY AND HEALTH 
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CUMULATIVE LIST OF CFR PARTS AFFECTED DURING JULY 


The following numerical guide is a list of parts of each title of the Code of 
Federal Regulations affected by documents published to date during July. 


1 CFR 

cu. L- 


33711 


3 CFR 

Executive Orders: 

November 8.1912 (Revoked In part 

by PLO 5621).34519 

11533 (Revoked by EO 12002)_35623 

11721 (Amended by EO 12004).... 37527 

11798 (Revoked by EO 12002). 35623 

11818 (Revoked by EO 12002)_ 35623 

11840 (Revoked by EO 12001). 33709 

11846 (Sec EO 12002). 35623 

11863 (Revoked by EO 12002)_ 35623 

11907 'Revoked by EO 12002).35623 

11912 (Amended by EO 12003)_37523 

11940 (Revoked by EO 12002)_ 35623 

12000 . 33707 
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.. 35951 
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<00. .37191 
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900 - -- 36989 

7 CFR 


2 . __ 

53. . 

68. 

230_ ~~~~~~~ 
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(The Item, in this list were edltorlelly compiled ss en .Id to Pta.sm*L Recunr* m*rs. Inclusion or *** i '* i °*J T °™ "° 

significance. Since this list is intended as a reminder. It doe* not Include effective dates that occur within 14 days of publlcatl n.) 


Rules Going Into Effect Today 


DOT/FAA—Airworthiness directives; Hawk¬ 
er Siddeley Aviation, Ltd., model DH/ 
BH-125 airplanes (3 documents). 

31767-8; 6-23-77 
Airworthiness directives; Pilatus Air¬ 
craft. Ltd., and Fairchild Hiller model 
PC-6 airplanes . 31769; 6-23-77 


ICC—Motor carriers; freight rate tariffs, 
charges, and notification of pickup and 
shipment deliveries.... 31795: 6-23-77 
Interior/FWS—Endangered or threat¬ 
ened plants; prohibitions and permit pro¬ 
cedure for exceptions . 32374; 6-24-77 
ITC—Investigations of alleged unfair prac¬ 
tices in import trade; requirements for 
filed complaints .. 31783; 6-23-77 


Justice/PC—Federal prisoners; parole, 
release, supervisions, and recommit- 
ment .. 31784; 6-23-77 


List of Public Laws 


Not*: No public bills which have become 
law were received by the Office of the Feder* 1 
Register for inclusion In today’s List cr 
Puauc Laws. 
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TbJ« section of tho FEDERAL REGISTER contains regulatory documents having general applicability and legal effect most of which are 
keyed to tod codified In the Code of Federal Regulations, which Is published under 50 titles pursuant to 44 U.S.C. 1510. 

The Code of Federal Regulations is sold by the Superintendent of Documents. Prices of new books are listed in the first FEDERAL 
REGISTER Issue of each month. 


Title 5—Administrative Penonnel 
CHAPTER I—CIVIL SERVICE COMMISSION 
PART 213—EXCEPTED SERVICE 
Federal Deposit Insurance Corporation 

AGENCY: Civil Service Commission. 
ACTION . Final rule. 

SUMMARY: The position of Secretary to 
the Counsel to the Chairman of the 
Board of Directors is excepted under 
Schedule C because it is confidential in 

nature. 

EFFECTIVE DATE: July 25. 1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

William Bohllng. (202-632-4533). 

Accordingly. 5 CFR 213.3333 (J) is added 

as set out below: 

§213.3333 Federal Deposit Insurance 

Corporation. 


0> One Secretary to the Counsel to 
the Chairman of the Board of Directors. 

(5 u s e. 3301. 3302; BO 10677. 3 CFR 1964- 

1968Comp., p. 218.) 

United States Civil Serv¬ 
ice Commission. 

James C. 8pry, 

Executive Assistant 
to the Commissioners. 
!PR Doc.77-21434 Filed 7-22-77;8:45 am) 


Title 7—Agriculture 

CHAPTER IX—AGRICULTURAL MARKET- 
. ERV,CE (MARKETING AGREE¬ 
MENTS AND ORDERS; FRUITS. VEGE- 
l^LES. NUTS), DEPARTMENT OF 

AGRICULTURE 

IVtitncl. Or.nge Regulation 664. Amend- 
ment l ) 

M JL T .^!r VALENC 'A oranges grown 
CA LIFORNIA AND DESlGNATEG PART OF 


Limitation of Handling 
fce^DA Agricultural Mar *eting 8erv- 

action Amendment to Final rule. 
SUMMARY: This amendment increases 
r* wafltity of Calif omia-Arizona Va- 
,/ k u oranges that may be shipped to 
market during the weekly regula- 
Period July 15-21. 1977. The amend- 
2* 01 reco «^ 2 €s that demand for Va- 
ln 0 ranges has improved, since the 
Ration was issued. This action will in- 
jease the supply- 0 f oranges available to 
'Qtaumers. 


DATES: Weekly regulation period July 
15-21.1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Charles R. Brader. Deputy Director, 
Fruit and Vegetable Division. Agricul¬ 
tural Marketing Service. UJ3. Depart¬ 
ment of Agriculture, Washington. D.C. 
20250. 202-447-3545. 

SUPPLEMENTARY INFORMATION: 
(a) Findings. Cl) Pursuant to the 
amended marketing agreement and 
Order No. 908. as amended (7 CFR Part 
908), regulating the handling of Valencia 
oranges grown ln Arizona and designated 
part of California, effective under the 
Agricultural Marketing Agreement Act 
of 1937, as amended (7 UJS.C. 601-674), 
and upon the basis of recommendations 
and information submitted by the Va¬ 
lencia Orange Administrative Commit¬ 
tee. established under the marketing 
agreement and order, and other avail¬ 
able information, it is found that limita¬ 
tion of handling of Valencia oranges as 
provided in this amendment will tend 
to effectuate the declared policy of the 
act. 

(2> Demand in the Valencia orange 
markets has improved since the regula¬ 
tion was issued. Amendment of the regu¬ 
lation is necessary to permit orange han¬ 
dlers to ship a larger quantity of Va¬ 
lencia oranges to market to supply the 
Increased demand. The amendment will 
increase the quantity permitted to be 
shipped by 175.000 cartons. In the in¬ 
terest of producers and consumers. 

(3) It is further found that it is im¬ 
practicable and is contrary to the public 
interest to give preliminary notice, en¬ 
gage in public rulemaking procedure, and 
postpone the effective date of this 
amendment until 30 days after publica¬ 
tion in the Federal Recister (5 UiJ.C. 
553). because the time intervening be¬ 
tween the date when information became 
available upon which this amendment is 
based and the time when this amendment 
must become effective in order to effectu¬ 
ate the declared policy of the act is in¬ 
sufficient, and thLs amendment relieves 
restrictions on the handling of Valencia 
oranges. 

(b) Order . as amended . The provisions 
in paragraph (b)(1) (I), and (ii> of 
f 908.864 Valencia Orange Regulation 
564 (42 FR 36231) are hereby amended 
to read as follows: 

§ 908.861 Valencia Orange Regulation 
564. 


• • • • 

<b> • • • 

(I) District 1: 310,000 cartons; 
(ii) District 2: 465.000 cartons. 


(Sec* 1-19, 48 8tat. 31. a* amended; 7 USC. 
601-874.) 

Dated: July 20.1977. 

Charles R. Brader. 
Deputy Director. Fruit and Veg - 
etable Division. Agricultural 
Marketing Service. 

[PR Doc.77-21278 Filed 7-22-77;8:45 am] 


PART 917—FRESH PEARS. PLUMS. AND 
PEACHES GROWN IN CALIFORNIA 

Pear Commodity Committee Expenses and 
Rate of Assessment 

AGENCY: Agricultural Marketing Serv¬ 
ice. USDA. 


ACTION: Final rule. 

SUMMARY: This regulation authorizes 
expenses of $535,624 and a rate of assess¬ 
ment of $0,125 per lug box of pears for the 
functioning of the Pear Commodity Com¬ 
mittee for the 1977-78 fiscal period. The 
committee is established under a Federal 
marketing order program regulating the 
handling of fresh pears, plums, and 
peaches grown in California. The regula¬ 
tion will enable the committee to collect 
assessments from first handlers on all 
assessable pears handled and to use the 
resulting funds for its expenses. 

DATES: Effective for the period March 
I. 1977. through February 28. 1978. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Charles R. Brader. Deputy Director, 

Fruit and Vegetable Division. Agricul¬ 
tural Marketing Service. U.S. Depart¬ 
ment of Agriculture. Washington, D.C. 

20250 (202-447-3545). 

SUPPLEMENTARY INFORMATION: 
On June 28,1977. notice of proposed rule¬ 
making was published in the Federal 
Register (42 FR 32802) regarding pro¬ 
posed expenses and rate of assessment, 
under the marketing agreement, as 
amended, and Order No. 917. as amended 
(7 CFR Part 917) regulating the han¬ 
dling of fresh pears, plums, and peaches 
grown in California. This notice allowed 
interested persons 13 days during which 
they could sxibmlt written comments per¬ 
taining to these proposals. None were 
submitted. This regulatory program is 
effective under the Agricultural Market¬ 
ing Agreement Act of 1937. as amended 
(7 U.S.C. 601-674). 

After consideration of all relevant 
matter presented. Including the proposals 
set forth ln the notice, which were sub¬ 
mitted bv the Pear Commodity Commit¬ 
tee (established under the marketing 
agreement and order), it is found and 
determined that: 
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§917.217 Pear Commodity Committee 
e* prime* and rale of «i*Mr**ment. 

(a) Expenses. Expenses that are 

reasonable and likely to be incurred by 
the Pear Commodity Committee during 
the fiscal period March 1. 1977. through 
February 28. 1978. will amount to 

$535,624. 

(b) Rate of assessment. The rate of 
assessment for the fiscal period payable 
by each handler In accordance with 
| 917.37 is established at $0,125 per No. 
29B special lug box of pears, or 
Its equivalent in other containers or in 
bulk. 

(c) Terms. Terms used In this section 
shall have the same meaning as when 
used in the amended marketing agree¬ 
ment and order, and “No. 29B special lug 
box’* shall have the same meaning as set 
forth in Section 1387.11 of the “Regula¬ 
tions of the California Department of 
Food and Agriculture 0 . 

It is further found that good cause 
exists for not postponing the effective 
date until 30 days after publication in 
the Federal Register <5 UB.C. 553) in 
that: (1) Shipments of the current crop 
of fresh pears grown in California are 
underway; <2> provisions of the market¬ 
ing agreement and this part require that 
the rate of assessment shall anply to all 
assessable fresh pears handled during 
the fiscal period; and <3) the fiscal period 
began March 1, 1977. and the rate of 
assessment will automatically apply to 
all fresh pears handled during the 
period. 

(Sec* 1-19. 48 8tat 31. a* amended (7 US.C 
601-674).) 

Dated: July 20.1977. 

Charles R Brader. 

Deputy Director, Fruit and Veg¬ 
etable Division, Agricultural 
Marketing Service. 

|TO Doc 77-21368 Plied 7-23-77,8:45 ami 


PART 917—FRESH PEARS, PLUMS. AND 
PEACHES GROWN IN CALIFORNIA 

Plum Commodity Committee Expenses and 
Rate of Assessment 

AGENCY: Agricultural Marketing Serv¬ 
ice. USDA. 

ACTION: Final rule. 

SUMMARY: This regulation authorizes 
expenses of $938,928 and a rate of assess¬ 
ment of $0,095 per lug of plums for the 
functioning of the Plum Commodity 
Committee for the 1977-78 fiscal period. 
The committee is established under a 
Federal marketing order program regu¬ 
lating the handling of fresh pears, 
plums, and peaches grown In California. 
The regulation will enable the commit¬ 
tee to collect assessments from first 
handlers on all assessable plums 
handled and to use the resulting funds 
for its expenses. 

DATES: Effective for the period March 
l. 1977. through February 28. 1978. 

FOR FURTHER INFORMATION CON¬ 
TACT: 


Charles R. Brader. Deputy Director. 
Fruit and Vegetable Division. Agri¬ 
cultural Marketing Service. U S. De¬ 
partment of Agriculture. Washington. 
D C. 20250 <202-447-3545) . 

SUPPLEMENTARY INFORMATION: 
On June 16. 1977. notice of proposed 
rule making was published In the 
Federal Register (42 FR 30626) regard¬ 
ing proposed expenses and rate of assess¬ 
ment. under the marketing agreement, 
as amended, and Order No. 917, as 
amended <7 CFR Part 917) regulating 
the handling of fresh pears, plums, and 
peaches grown In California. This notice 
allowed interested persons 19 days dur¬ 
ing which they could submit written 
comments pertaining to these proposals. 
None were submitted. This regulatory 
program is effective under the Agri¬ 
cultural Marketing Agreement Act of 
1937. as amended <7 U.S.C. 601-674). 

After consideration of all relevant 
matter presented, including the pro¬ 
posals set forth In the noUce. which were 
submitted by the Plum Commodity 
Committee (established under the mar¬ 
keting agreement and order), it Is found 
and determined that: 

§917.218 Plum Commodity Committee 
rx primes And rote of awcMmcnl. 

(a) Expenses . Expenses that are rea¬ 
sonable and likely to be incurred by the 
Plum Commodity Committee during the 
fiscal period March 1. 1977, through 
February 28. 1978. will amount to 
$938,928 

<b) Rate of Assessment. The rate of 
assessment for the fiscal period payable 
by each handler In accordance with 
5 917.37 Is established at $0,095 per No. 
22D standard lug box of plums, or its 
equivalent In other containers or in bulk. 

(c) Terms. Terms used in this section 
shall have the same meaning as when 
used in the amended marketing agree¬ 
ment and order, and “No. 22D standard 
lug box“ shall have the same meaning 
as set forth in Section 1387.11 of the 
“Regulations of the California Depart¬ 
ment of Food and Apiculture**. 

It is further found that good cause 
exists for not postponing the effective 
date until 60 days after publication in 
the Federal Register (5 UB.C. 553) in 
that: <1) Shipments of the current crop 
of fresh plums grown in California are 
underway; <2> provisions of the market¬ 
ing agreement and this part require that 
the rate of assessment shall apply to all 
assessable fresh plums handled during 
the fiscal period; and (3 > the fiscal period 
began March 1. 1977. and the rate of 
assessment will automatically apply to 
all fresh plums handled during the 
period. 

(Sec* 1-19. 48 SUt. 31. amended (7 U.S.C. 
601-674)) 

Dated: July 20. 1977. 

Charles R. Brader, 
Deputy Director. Fruit and Veg¬ 
etable Division , Agricultural 
Marketing Service. 

| PR Doc.77-21361 Filed 7-32-77;8:45 am) 


Title 8—Aliens and Nationality 

CHAPTER I—IMMIGRATION AND NATU. 
RALIZATION SERVICE, DEPARTMENT 
OF JUSTICE 

PART 214—NONIMMIGRANT CLASSES 

Labor Certification Requirements for Non¬ 
immigrant Alien Workers in the Territory 
of Guam 


AGENCY: Immigration and Naturaliza¬ 
tion Service. Justice. 

ACTION: Final rule. 


SUMMARY: This Is an amendment to 
the regulations of the Immigration and 
Naturalization Service requiring that pe¬ 
titions to Import nonimmigrant alien 
workers into the Territory of Guam must 
be accompanied by a labor certification 
issued by the U.S. Secretary of Labor or 
his designated representative, or a notice 
that such certification cannot be made 
liiis action is necessary because present 
Service regulations concerning the im¬ 
portation of nonimmigrant alien work¬ 
ers provide that labor certifications must 
be applied for to the U.S. Secretary of 
Labor when the alien workers sought are 
to be employed in the United States ex¬ 
cept that a certification made by the Em¬ 
ployment Service of the Territory of 
Guam will be accepted when the alien 
workers sought are to be employed In the 
Territory of Guam. This amendment wlU 
make the consultations and labor certi¬ 
fication process required to be followed 
in these cases uniform throughout the 
United States. 


EFFECTIVE DATE: July 25, 1977. How¬ 
ever. interested parties may submit writ¬ 
ten representations to the Commissioner 
of Immigration and Naturalization by 
September 8.1977. 

ADDRESSES: Please submit written 
representations, in duplicate, to the 
Commissioner of Immigration and Nat¬ 
uralization. Room 7100. 425 I 8trect 
NW., Washington, D.C. 20536. 

FOR FURTHER INFORMATION CON¬ 
TACT: 


James G. Hoofnagle, Jr.. Instruction* 
Officer. Immigration and Naturaliza¬ 
tion Service. 425 I Street. NW.. Wash; 
Ington. D.C. 20536. Telephone: <202* 
376-8373. 

SUPPLEMENTARY INFORMATION: 
This amendment to 8 CFR 214 . 2 < h >'3 
(1) Is being published in accordance wtui 
section 552 of Title 5 of the United States 
Code <80 Stat. 383). as amended by pud 
L. 93-502 <88 Stat. 1561 >. and the au¬ 
thority contained in section 103 of tJ* 
Immigration and Nationality Art 
U.S.C. 1103). 28 CFR 0.105(b) . and 8 Crn 


Section 101 (a) (15) (HXii) of the Im¬ 
migration and Nationality Act Pro'Wes 
for the classification as a nonimndR™^ 
of an alien who is coming to the uu 
States temporarily to perform tempora^ 
services or labor if unemployed 
capable of performing such service 
labor cannot be found in thU coimti* 
Section 101(a) (3$) of the Immigration 
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and Nationality Act (8 U.S.C. 1101(a) 
<38>) provides that for the purposes of 
administration of the Immigration laws, 
the term "United States" Includes Guam. 

Section 214(c) of the Act (8 U.S.C. 
1184(0) provides that the question of 
importing any alien as a nonimmigrant 
under section 101(a) (15) (H> of the Act 
in any specific case or specific cases shall 
be determined by the Attorney General, 
after consultation with appropriate 
agencies of the Government, upon peti¬ 
tion of the importing employer. The Im¬ 
migration and Naturalization Service ex¬ 
ercises the delegated authority of the At¬ 
torney General in determining the ap¬ 
propriate agency to be consulted In the 
question of the importation of nonimmi¬ 
grants under sections 214 and 101(a) (15) 
<H). In the exercise of that authority, 
the Service has considered the United 
States Department of Labor as the ap¬ 
propriate agency for the consultation re¬ 
quired under section 214(c) of the Act 
on account of its expertise in labor 
matters. 

This statutory consultation require¬ 
ment is further implemented in 8 CFR 
214-2< h> (3) (1) which provides that every 
nonimmigrant visa petition to accord an 
alien nonimmigrant classification as a 
temporary worker under section 101(a) 
<15'(H)(ii) of the Act shall be accom¬ 
panied bv a certification by the Secre¬ 
tary of Labor or his designated repre¬ 
sentative stating that qualified persons 
in the United States are not available 
and that the employment of the bene¬ 
ficiary will not adversely afreet the wages 
and working conditions of workers in the 
United States similarly employed, or a 
noUce that this certification cannot be 
made. 

However, this regulation.provides an 
exception for the Territory of Guam in 
that the Service will accept a labor cer¬ 
tification Issued by the Employment 
Service of the Territory of Guam In 
woport of a petition to import nonim¬ 
migrant alien temporary workers into 
that Territory, in lieu of a certification 
Issued by the U.8. Secretary of Labor or 
his designated representative. 

The Service has determined that the 
consultation and labor certification re¬ 
quirements which must be met before 
nonimmigrant alien workers may be Im¬ 
ported into the United States should be 
uniform throughout the United States. 
ino r d er to implement this decision. 8 
UPR 214.2(h) (3)(|) will be amended by 
(dieting the second sentence which pro¬ 
vides for acceptance by the Service of 
»tor certifications issued bv the Employ¬ 
ment Service of the Territory of Ouam. 

Henceforth, the Service will ask that 
Jne Employment Service of the Terrl- 
jory of Guam oniv receive the applica¬ 
tion for labor certification and transmit 
wat application to the appropriate office 
« the U S. Department of Labor for issu¬ 
ance of the required labor certification or 
ne notice that the certification cannot 
oe made. This Is the manner In which all 
tner state and local employment service 
r?* 8 thr °U8hout the United States 
applications for labor certiflca- 
in cases involving petitions to clas- 
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sify aliens as nonimmigrant temporary 
workers filed under section 101(a) (15) 
(H) cil) of the Immigration and Nation¬ 
ality Act. 

On and after the effective date of this 
regulation, the Service will no longer ac¬ 
cept petitions filed on Form I-129B to 
import nonimmigrant alien "H-2” work¬ 
ers into the Territory of Guam unless the 
petitions are accompanied by labor cer¬ 
tifications issued by the U.S. Secretary 
of Labor or his designated representa¬ 
tive. or by his notices that such certifi¬ 
cations cannot be made. 

In the light of the foregoing. 8 CFR 
214(h) (3) (I) is hereby revised to read 
as follows: 

In Part 214. 8 214.2(h) (3) (1) is revised 
by deleting the second sentence thereof. 
As revised 8 214.2(h) (3) (1) reads as fol¬ 
low’s: 

§ 214.2 Special requirement* for mlmU* 
•ion, extemton, and maintenance of 
•tatus. 

• • • • 0 

<h> Temporary employees. • • • 

(3) Petition for alien to perform tem- 
porary service or labor—1 1) Labor cer¬ 
tification. Either a certification from the 
Secretary of Labor or his designated rep¬ 
resentative stating that qualified persons 
In the United States are not available 
and that the employment of the benefi¬ 
ciary will not adversely affect the w’&gcs 
and working conditions of workers In the 
United States similarly employed, or a 
notice that such a certification cannot 
be made, shall be attached to every non¬ 
immigrant visa petition to accord an 
alien a classification under section 101 
fa)(15XHXll> of the Act. If there is 
attached to the petition a notice from the 
Secretary of Labor or his designated rep¬ 
resentative that certification cannot be 
made, the petitioner shall be permitted 
to present countervailing evidence that 
qualified persons in the United States 
are not available and that the employ¬ 
ment policies of the Department of Labor 
have been observed. Ail such evidence 
submitted w’ill be considered in the ad¬ 
judication of the petition. 

• • • • • 

(8<yca. 101 (a) (38), 103 and 214(c); 8 US.C. 

1101(a) (38). 1103 and 1184(c).) 

Compliance with the provisions of 
section 553 of Title 5 of the United States 
Code as to notice of proposed rule mak¬ 
ing and delaved effective date is unnec¬ 
essary in this Instance because the 
amendment relates to agency procedure 
relative to consultation with appropriate 
governmental agencies with respect to 
the question of the importation of non¬ 
immigrant alien temporary workers un¬ 
der section 101(a) (15) <11) of the Immi¬ 
gration and Nationality Act. as required 
bv section 214<c) of the Act. However, in 
the spirit of 5 U.S.C. 553, opportunity 
will be given interested parties to submit 
written comments, data, views and argu¬ 
ments concerning th is final rule on or 
before September 8, 1977. Any written 
comments should be submitted to the 
Commissioner of Immigration and Natu¬ 
ralization at the above address. 
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Dated: July 20.1977. 


Leonel j. Castillo, 
Commissioner of 
Immigration and Naturalisation. 
IFR Doc. 77 - 21310 Filed 7 - 22 - 77 ; 8 : 45 tjn \ 

Title 10— Energy 

CHAPTER II—FEDERAL ENERGY 
ADMINISTRATION 

PART 450—ENERGY MEASURES AND 
ENERGY AUDITS 

Energy Measures List 

AGENCY: Federal Energy Administra¬ 
tion. 

ACTION: Final rule. 

SUMMARY: The Federal Energy Ad¬ 
ministration. by final rule, establishes 
a list of energy conservation measures 
and renewable-resource energy measures 
it has developed After consultation with 
the Secretary of Housing and Urban De¬ 
velopment. This document provides a 
subpart to. and thereby combines the list 
of energy measures with, the energy 
audit rulemaking. Depletion of the Na¬ 
tion’s domestic resources of fossil fuels 
has focused attention on the need to 
identify energy conservation and renew¬ 
able-resource energy measures which 
can be implemented in existing residen¬ 
tial or commercial buildings and indus¬ 
trial plants. 

DATE: Effective date: July 15. 1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Allen Jaisle. Office of Program Devel¬ 
opment. Office of Conservation, Federal 
Energy Administration. Washington. 
D C. 20461 (202-566-7856). 

John Pullce. Office of Synfuels, Solar 
and Geothermal Energy. Office of En¬ 
ergy Resource Development. Federal 
Energy Administration. Washington, 
D.C. 20461 (202-566-6192). 

SUPPLEMENTARY INFORMATION: 
1. Introduction. 2. Section 450 3 Defini¬ 
tions 3. Section 450.31 Energy Conserva¬ 
tion Measures, and Section 450.32 Re- 
ouireraents and Limitations For Energy 
Oorservatlon Measures 4. Section 450 33 
Renewable-Resource Energy Measures, 
and 8ection 450 34 Requirements for Re¬ 
newable-Resource Energy Measures. 

1. Introduction 

On June 10. 1977. the Federal Energy 
Administration (FEA) published a no¬ 
tice of proposed rulemaking. 42 FR 29906 
et seq.. to amend Part 450. Chapter U of 
Tit le 10. Code of Federal Regulations 
(CFR), to establish a list of energy con¬ 
servation and renewable-resource energy 
measures (energy measures) developed 
by FEA, after consultation with the De¬ 
partment of Housing and Urban Devel¬ 
opment (HUD), under Section 432 <d>. 
42 US.C 6325 (0(1), of the Energy 
Conservation and Production Act (Act); 
Pub. L. 94-385. 90 Stat 1125 et seq. Sec¬ 
tion 432 amends Part C of Title HI of the 
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Energy Policy and Conservation Act 
(EPCA>. 42 U.S.C. 6321-6326. 

PEA published proposed procedures 
for energy audits on April 15. 1977, at 
42 FR 20012, and published a final rule 
for energy audits on June 29, 1977. at 
42 FR 33158. This rulemaking for energy 
measures amends the energy audit rule- 
making by adding a new Subpart D to 
combine energy audits and energy meas¬ 
ures in one consolidated part and by 
providing additional necessary defini¬ 
tions. 

PEA solicited comments for its consid¬ 
eration from interested persons on the 
proposed energy measures list if sub¬ 
mitted by June 30, 1977, and FEA held 
a public hearing In Washington, D.C. on 
June 29,1977. 

In response to the notice of proposed 
rulemaking, six persons presented oral 
testimony and 19 written comments were 
received by FEA. This final rule contains 
revisions to the proposed rule which re¬ 
flect FEAs consideration of the com¬ 
ments as well as other information avail¬ 
able to FEA, 

Some comments mistook an energy 
measure for a regulatory requirement ap¬ 
plicable to construction, alteration or 
retrofit of a building or industrial plant. 
No one is required to use or install any 
energy measures in a residential or com¬ 
mercial building or an industrial plant. 
Anyone may use an energy measure, with 
or without regard to the requirements 
prescribed in this rulemaking. 

The energy measures list does not es¬ 
tablish performance or prescriptive 
standards but instead, as explained in the 
proposed rulemaking, has only three 
Identifiable uses. 

First, the energy measures list will be 
used bv States participating in the pro¬ 
gram for supplemental State energy con¬ 
servation plans. To be eligible for finan¬ 
cial assistance, section 432 of the Act 
<42 U 8 C. 6326). provides that a supple¬ 
mental plan shall include procedures for 
carrying out a continuing public educa¬ 
tion effort to increase significantly public 
awareness of energy and 'cost savings 
which are Ukelv to result from imple¬ 
mentation of energy measures. Moreover, 
each supplemental plan must also con¬ 
tain procedures to encourage energy 
audits. An energy audit is a process which 
identifies energy and cost savings likely 
to be realized through the purchase and 
installation of energy measures such as 
those identified by the proposed list. 
Final guidelines for supplemental plans 
were published by FEA on May 24. 1977, 
at 42 FR 26413, and Congress has appro¬ 
priated $12 million dollars for this pro¬ 
gram. 

Secondly, an energy measure on the list 
is eligible, on a national or regional basis, 
for financial assistance pursuant to sec¬ 
tion 509 of the Housing and Urban De¬ 
velopment Act of 1970 or thirdly, for 
obligation guarantees under section 451 
of the Act. No funds have been appro¬ 
priated to provide financial assistance 
for implementation of either program. 
Therefore, for all practical purposes, this 
list is to be used at the present time 
only in connection with the program 
for supplemental State energy conserva- 
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tion plans. Whether Congress may at 
some future time appropriate funds for 
the other two programs or enact a new 
Federal program to provide financial as¬ 
sistance for or otherwise provide for the 
use of an energy measure included In 
this list is purely speculative and beyond 
the scope of this rulemaking. 

Some comments questioned whether 
and. if so. how FEA coordinated the 
rulemaking process for the energy meas¬ 
ures list and energy audits. Both rule- 
makings have been consolidated in Part 
450 because they are interdependent. 
Both the list of energy measures and 
the energy audit procedures identify a 
modification as an energy measure so 
that both must employ identical defini¬ 
tions. administrative findings and inter¬ 
pretations. 

The energy measures list and energy 
audits use the qualifying conditions for 
an energy measure prescribed in 9 450.4 
as the basic criteria for assessing a mod¬ 
ification and are predicated on the fuel 
price projections contained in Appendix 
A to Part 450. FEA has made certain 
that the consolidation of the list of en¬ 
ergy measures with energy audit proce¬ 
dures Is internally consistent. 

Numerous comments concerned en¬ 
ergy price projections contained in Ap¬ 
pendix A of Part 450 which FEA em¬ 
ployed to evaluate cost recovery for a 
modification. These prices were criticized 
as being too low, being average “rolled- 
in 0 prices, and being representative of 
past policies. Similar questions were 
raised regarding the proposed energy 
audit rulemaking which published these 
prices, and these comments were consid¬ 
ered by PEA prior to issuance of the final 
rule for energy audits which only slightly 
changed the proposed price projections. 
Reconsideration of these prices by FEA 
would be untimely and unnecessary since 
the final energy audit rule was only pub¬ 
lished on June 29.1977. 

At that time. FEA stated: 

FEA Intends to revise Its projections when 
Appropriate and may hold public hearings 
where significant change* are made to these 
projections. .FEA will endeavor to provide 
up-to-date projections but not with such 
frequency as to cause undue burdens, un¬ 
certainty. and confusion for energy auditors. 
42 FR 33159. 

One comment urged FEA to be less 
rigorous in its application of cost re¬ 
covery criteria in assessing energy meas¬ 
ures because of the degree of imprecision 
and because so many significant factors 
are excluded from consideration. The 
comment also pointed out that the ap¬ 
proach of the energy measures list is 
much more detailed than the lists of 
energy saving investments in the Na¬ 
tional Energy Act as proposed by the 
Administration. 

FEA has fully considered the restric¬ 
tions on precision necessary to develop 
a broadly inclusive energy measures list. 
For this reason. FEA has net Included 
modifications unless FEA obtained in¬ 
formation and data which FEA deter¬ 
mined provided a reasonable level of pre¬ 
cision and reliability. The explicitness of 
the cost recovery provisions of the Act 
leaves little room for establishing a less 


restrictive evaluation which could pro¬ 
vide a more Inclusive list with few 
requirements and limitations. FEA is 
aware of the different approach proposed 
in the National Energy Act. However, 
this rulemaking is confined to the au¬ 
thorities established by the Act and can¬ 
not at this time reflect or otherwise an¬ 
ticipate future changes in legislation 
which may be enacted by Congress 

One comment suggested a 30-dav ex¬ 
tension of the comment period. FEA 
does not believe this was necessary be¬ 
cause no similar request was received 
from any other person, and the comment 
presented a full and carefully considered 
discussion of the commentcr's concern. 
Accordingly. FEA has decided to adhere 
to the original comment period because 
an adequate discussion of the issues has 
been mode possible by this comment 
period. 

Some comments urged that FEA 
undertake an active program to educate 
consumers and businessmen about en¬ 
ergy measures, to encourage their use 
and to identify effective conditions for 
installation of an energy measure. While 
these comments do not directly address 
this rulemaking. FEA appreciates these 
comments on educational and informa¬ 
tional efforts to complement rulemaking 
in this area, FEA is undertaking such 
an effort in conjunction with the States 
under the program for supplemental 
State energy conservation plans. 

2. Section 450.3 Definitions 

One comment suggested that the 
energy measures list be broadened to 
include modifications other than “hard¬ 
ware”. Presumably this means design or 
operational adjustments should be con¬ 
sidered modifications eligible for inclu¬ 
sion In the energy measures list. Because 
of the definitions contained in the Act 
for “energy conservation measure and 
“renewable resource-energy measure.* 
an energy measure may only include a 
modification to a building or Industrial 
plant (the latter term including an in¬ 
dustrial process) which has been pur¬ 
chased and installed. For this reason. 
FEA has interpreted the Act to require 
that a “modification 0 cannot include a 
design or operational change which can¬ 
not be purchased and Installed 

One comment drew attention to the 
proper definition for the abbreviation 
of ASTM as the American Society for 
Testing and Materials. The definition 
has been so changed. 

A few comments indicated that heal¬ 
ing degree days” and “cooling degree 
days” should use a different base tem- 
permature than 65’ F. The data is pto* 
vided by the National Oceanic ana 
Atmospheric Administration. Depart¬ 
ment of Commerce. FEA has retainea 
this definition because it represents tne 
best currently available standonhzeo 
collection of climatic information whicn 
can be readily adapted to the needs o 
FEA's conservation program. 

Some comments indicated that tne 
“R-Value“ definition should include 
specification of the mean temperature a 
which the R-Value is measured because 
thermal conductivity varies with tem 
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pcrature. The definition In § 450.3 is 
modified so that the R-Value Is to be 
measured at the mean temperature of 
the insulation under design conditions. 
FEA, however, decided It would be un¬ 
necessarily complex to specify the mean 
temperatures for different types of uses. 

FEA has also provided definitions for 
••ANSI Standard” and "IEEE Standard” 
to clarify the source of referenced com¬ 
mercial standards. 

3. Section 450.31 Energy Conservation 

Measures and Section 450.32 Require¬ 
ments and Limitations for Energy 

Conservation Measures 

Proposed 9 450.31 identified and 
described energy conservation measures 
included in the energy measures list. 
Proposed 9 450.32 stated the require¬ 
ments and limitations for each energy 
conservation measure identified in pro¬ 
posed 1 450.31. Comments on both these 
sections are combined for clarity and 
presented below. Comments proposing 
the addition of an energy conservation 
measure to the proposed list are ad¬ 
dressed either in the discussion of 
closely related energy conservation 
measures or separately. 

A. CEILING INSULATION 

Some comments suggested that cell¬ 
ing insulation not be limited to installa¬ 
tion between the heated top level living 
area and the unheated attic space but 
also include installation of insulation on 
the surface of the ceiling. FEA agrees 
and has changed the definition accord¬ 
ingly. 

One comment suggested the R-Value 
level be broadened to include up to R-38 
for residential ceiling insulation in all 
climate zones when the residence is both 
heated and air conditioned. FEA does 
not believe the evidence of energy saving 
in the cooling season is sufficiently clear 
to iustifv this increase in the thickness 
of Insulation. 

■ . WALL INSULATION 

The use of Insulation on the building 
interior surface of a wall with an ex¬ 
terior fxoosure was recommended by 
801316 comments. Upon review. FEA 
agrees and has changed the provision In 
t 450.31(b) to include this installation of 
Interior insulation. FEA has also revised 
the requirement so that only a wall with 
»n exterior exposure is to receive wall 
limitation. FEA has found that insula¬ 
tion of partition walls Is generally not 
worth the cost and the regulation is not 
formulated to take into account excep¬ 
tional conditions. 


One comment suggested insulated 
aluminum siding as an energy conserva¬ 
tion measure. If this modification were 
eligible, it could be included within the 
definition of wall insulation. The insu¬ 
lating value of such siding Is typically 
quite low' in relation to its cost. FEA 
does not believe that a reasonable Judg¬ 
ment can be made that insulated alumi¬ 
num siding will have sufficient cost re¬ 
covery from energy savings so that this 
modification meets neither the primary 
purpose nor the cost recovery criteria. 

C. FLOOR INSULATION 

No comments were received and no 
changes have been made. 

D. PIPE INSULATION 

Some comments pointed out that a 
level of R-19 may be too broad where 
there are space limitations or where 
pipe sizes are very large. FEA, however, 
only specified R-9 In proposed 5 450.- 
32(d) as a maximum which may not be 
exceeded. A lower R-Value could be in¬ 
stalled. Upon further consideration how¬ 
ever, FEA concludes that pipe Insulation 
has such a high cost recovery in nearly 
all applications that no R-Value limita¬ 
tions are considered necessary for this 
energy measure. Moreover, FEA Is re¬ 
luctant to be overly restrictive concern¬ 
ing pipe insulation because cost recov¬ 
ery Is expected in any reasonable 
application. Any excessive use of pipe 
insulation application would most likely 
occur in commercial and industrial in¬ 
stallations where purchasers have both 
the knowledge and incentive to avoid 
such a mis allocation of resources. Ac¬ 
cordingly. $ 450.32(d) does not contain 
an R-Value restriction. 

Some comments suggested that FEA 
Conservation Paper No. 46. entitled 
"Economic Thickness of Industrial In¬ 
sulation." should be used to establish 
mandatory requirements for pipe and 
other insulation applications. FEA has 
not followed this suggestion because the 
degree of control Is not warranted for 
the reasons discussed but FEA recom¬ 
mends Its use as a source of information 
on sound business practice. 

E. CAULKING AND WEATHERSTRIPPING 

No comments were received and no 
changes have been made. 

F. ROOF INSULATION 

8ome comments suggested proposed 
9 450.31 Include insulation installed on 
the surface of a roof facing a building 
•interior. FEA agrees and has changed 
the definition to include this installation. 


Some comments suggested that 9 450. 
«<b> restricting installation of wall in 
wiMion to a 4 inch wall cavity was toe 
N*trictive. FEA agrees and has deletec 
Terence to a maximum thickness foi 
For the climate zone: 
•weined It is unlikely that variations 1 r 
cavity size will result in applica* 
rwft insufficient cost recovery 
* scems unlikely that too much 
insu, *tlon would be applied 
* 18 a natural inclination U 
a^ximize interior space. 


C. CLOCK THERMOSTAT 

One comment suggested that an addi¬ 
tional energy conservation measure be 
Included for a very advanced form of 
time and temperature controller. FEA be¬ 
lieves that the definition In proposed 
I 450.31(g) is sufficiently broad to Include 
this device. 

H. HOT WATER HEATER INSULATION 

8omc comments indicated that R-19 
may be too large a thickness for hot 


water heater insulation because of space 
limitations. Proposed 9 450.32(h) set 
Rr-19 as a maximum which may not be 
exceeded .Where space limitations pre¬ 
clude use of the maximum amount of 
insulation. FEA finds it unnecessary and 
redundant to provide that a lower level 
of insulation may be used. FEA has re¬ 
tained the proposed maximum require¬ 
ment, 

I. DUCT INSULATION 

Comments on space limitations similar 
to those noted above have been made 
concerning duct insulation. FEA has re¬ 
tained the proposed maximum R-Voluc 
for reasons similar to those discussed 
above. 

J. STORM WINDOWS 

After review of its cost recovery calcu¬ 
lations. FEA has discovered an error re¬ 
sulting from the exclusion of the savings 
multiplier. The corrected calculation 
justifies extension of his energy conser¬ 
vation measure to heating zone 2, and 
9 450.32(J) has been so changed. 

One comment suggested inclusion of 
thermalized and thermal break alumi¬ 
num windows. Another comment sug¬ 
gested various additional types of re¬ 
placement windows. One comment sug¬ 
gested that a modification of double 
glazed to triple glazed windows be con¬ 
sidered an energy conservation measure 
for areas which have not less limn 8900 
heating degree days. 

The suggested modifications are essen¬ 
tially Intended to achieve energy savings 
by preventing infiltration and tempera¬ 
ture transmission through penetration 
similar to those savings achieved by 
storm windows combined with caulking 
and weatherstripping. In FEA's Judg¬ 
ment. the suggested modifications have 
insufficient cost recovery for inclusion 
in the list of energy conservation meas¬ 
ures. Essentially the modifications pro¬ 
vide similar energy savings to storm win¬ 
dow's combined with weatherstripping 
but are substantially more expensive be¬ 
cause of the increased cost of purchase 
and installation of replacement windows. 
Accordingly. FEA has not changed the 
storm window definition or otherwise in¬ 
cluded the suggested modifications on the 
list. 


K. LIGHTING 

One comment suggested that proposed 
9 450.31 (k) be expanded to include a 
change from mercury vapor to high 
pressure sodium lighting systems. The 
comment further suggested that pro¬ 
posed 9 450.32ck) delete the word "in¬ 
candescent" so that a doubling of useful 
light output is required regardless of the 
lighting system used. FEA believes the 
suggested changes will usefully broaden 
this energy conservation measure while 
achieving cost recovery: therefore, the 
suggested changes have been made 

One comment suggested specifications 
regulating the amount of illumination 
allowablo for different uses. FEA has not 
adopted this recommendation because It 
Is extrinsic to the energy and cost savings 
likely to be derived from the purchase 
and installation of an energy measure. 
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Regulation of how much energy may be 
consumed for a particular use Is beyond 
the scope of this rulemaking and the pro¬ 
visions of the Act. 

i. MIXING VALVE 

No comments were received and no 
changes have been made. 

M. FLOW RESTRICTOR 

No comments were received and no 
changes have been made. 

N. RESIDENTIAL OIL BURNER 

One comment objected to the require¬ 
ment in proposed 8 450.32<n) that resi¬ 
dential oil burners be eligible only in 
heating systems which cannot be ad¬ 
justed to achieve a minimum efficiency 
level specified for each heating zone. 
PEA has retained this requirement be¬ 
cause residential users should get the 
immediate energy conservation benefits 
and cost savings of furnace adjustment, 
the cost of which is low relative to in¬ 
stallation of a replacement oil burner. 
Moreover, it is likely that cost recovery 
for a residential oil burner will not be 
attained where indicated efficiency levels 
can be achieved by furnace adjustment. 
As for its impact on businessmen, FEA 
finds retention of this requirement will 
not be burdensome or overly complex for 
oil dealers and others who install this 
equipment because these businessmen 
are presumed knowledgeable concerning 
furnace adjustment and their operations 
are generally restricted to one heating 
zone. a _ 

FEA's Judgment that 82 percent effi¬ 
ciency is a reasonable expectation from 
new burners was confirmed by com¬ 
ments. However, FEA recognizes that 
this performance Is predicated on proper 
matching of the new burner with other 
components of the heating system, 

O. INDIVIDUAL METERS 

One comment suggested that this en¬ 
ergy conservation measure be limited to 
changes from master to individual 
metering without changing energy 
sources. FEA believes this requirement 
was self evident in the proposed language 
of 8 450.32<o> and has therefore not 
made any change. 

P. BURNERS AND CONTROLS FOR COMMERCIAL 
BUILDINGS AND INDUSTRIAL PLANTS 

One comment noted that the re¬ 
quirements for this energy conservation 
measure are verv stringent. The pro¬ 
posed requirements are retained in the 
final rule because cost recovery is only 
likely where there Is a large gain in ef¬ 
ficiency. Other comments concurred with 
the requirements of this energy conser¬ 
vation measure. Again, FEA recognizes 
that expected performance is predicated 
on properly matched heating system 
components. 

Q. LIGHTING CONTROLS 

No comments were received, and no 
changes have been made. 

R. HYAC CONTROL SYSTEM 

One comment suggested that auto¬ 
mated comnuter. microprocessor and 
logic controller devices be included in 


this energy conservation measure. FEA 
agrees and has added l 450.32(r) (8) to 
Include these modifications. 

S. HIGH EFFICIENCY ELECTRIC MOTORS 

One comment noted that the specifi¬ 
cations in the proposed rule were based 
on totally enclosed fan cooled motors but 
that other categories of motors can 
achieve similar efficiencies at even lower 
costs. Upon further consideration. FEA 
concludes that the energy measure 
should be both broadened and simplified. 
Therefore. FEA has changed the require¬ 
ment so that |450.32(s) requires only 
that the efficiency improvement be as 
specified and that the service duty be 
substantially continuous, which means 
5.000 hours minimum annual use. 

Broadening of this energy conservation 
measure to include motor controls as 
well as motors to achieve high efficiency 
electric motor operation was suggested 
by another comment Motor controls cap¬ 
able of achieving the stated efficiency in¬ 
crease arc judged by FEA to be likely to 
cost less than a high efficiency motor it¬ 
self. Accordingly. 8 450.32<s> includes 
such controls. 

One comment noted a discrepancy be¬ 
tween the technical support document 
and the proposed rulemaking. The tech¬ 
nical support document stated that the 
attributed life was 10 years, and pro¬ 
posed 9 450.32*s) was calculated uoon the 
basis of an attributed life of 7 5 years. 
FEA finds the attributed life to be 10 
years as stated in the technical support 
document, and the revised subpara¬ 
graph is consistent with this conclusion. 

T. VENTILATION 

Some comments suggested that venti¬ 
lation devices other than the whole house 
ventilation fan be Included in the list 
of energy conservation measures. Test 
results submitted have been reviewed, 
and FEA remains unconvinced that other 
ventilation devices can be included at 
this time. After joint industry-govern¬ 
ment tests which have heen planned are 
conducted. FEA may obtain more reli¬ 
able Information which could serve as a 
basis to reconsider inclusion of other ven¬ 
tilation devices. 

U. ADDITIONS TO THE LIST 

Several comments suggested the addi¬ 
tion of modifications to the list which 
were not previously proposed bv FEA. 
FEA Is reluctant to add such modifica¬ 
tions to the list without first providing 
an opportunity for public review and 
comment. FEA believes that some of the 
modifications recommended appear un¬ 
likely to meet the criteria for an energy 
measure. An example Is a respiratory 
personnel protection system, which ap¬ 
pears to be primarily for occupational 
health and safetv purposes. 

FEA will modify the list when a modi¬ 
fication can be properly assessed and 
when a revision of the energy measures 
list is appropriate. 

4. Section 450.33 Renewable-Resource 

Energy Measures and Section 450.34 

Requirements for Renewable-Re¬ 
source Energy Measures 


proposed $ 450.34 has been revised 
because many comments apparently 
misunderstood the requirement for a 
verification audit FEA has determined 
that, with two exceptions, the likeli¬ 
hood of cost recovery cannot be ascer¬ 
tained. at this time, without a veri¬ 
fication audit Therefore 8 450.34(a) 
requires use of an energy audit except 
for the two applications set forth in 
9 450.34 (b> and (c) respectively, each 
of which requires the use of a simple 
formula for establishing cost recovery. 
However, a person may choose to use a 
verification audit in lieu of the formulas. 
A person may select this option, for in¬ 
stance. to obtain more precise informa¬ 
tion about energy and cost savings or 
where information required for the 
formula cannot be obtained. 

Three comments expressed concern 
that FEA was favoring electricity over 
more efficient fuel systems by mention¬ 
ing only measures which use or gen¬ 
erate electricity. FEA has selected 
energy measures which it believes most 
effectively meet the requirements of the 
Act. Some of these may require the use 
of electricity; others, such as a wood- 
fired boiler or an urban waste pyrolysis 
system, may not. The purpose of desig¬ 
nating renewable-resource energy meas¬ 
ures is to encourage the use of nonde- 
pletable resources. 

The Act requires an increase in effi¬ 
ciency for an energy conservation meas¬ 
ure but not for a renewable-resource 
energy measure. The reason for the 
distinction is that increased efficiency 
need not be demonstrated for a renew¬ 
able-resource energy measure so long as 
the use of a renewable-resource results 
in the decreased use of a depletnble 
energy source. Accordingly, although the 
list is not intended to favor the use of 
electricity, the renewable- resource 
energy measures are intended to dimin¬ 
ish the use of oil and gas which lire 
deoletable sources of energy by substi¬ 
tution of nondcpletabie sources. 
Furthermore. FEA has developed the 
list of renewable-resource energy meas¬ 
ures so that there will be a net decrease 
In the consumption of a depletable 
energy source resulting from a dutnge 
of energy systems required by the in¬ 
stallation of a modification. 


A. SOLAR WATER HEATER 

No comments were received and no 
changes have been made. 

a. MR SOURCE HEAT PUMP 
Pour comments recommended the 
exclusion of heat pumps because 
equipment does not utilize a rencwiihle- 
resource. FEA has determined that an 
air source heat pump extracts a portion 
of the heat contained In the ambient at 
which has been heated by the sun ou • 
side of a building and transfers It uw 
the building, thereby using solar w®** 
as a resource to heat the building ™ 
electric energy necessary to run the h 
pump Is not assumed to be derived ! ■ 
a renewable resource, so only * P® 
the fuel requirements of a building • 
changed to a renewable energy^ 
by Installing a heat pump. Howes er. tn 
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Act specifically defines a rcnewable- 
jfjource energy measure to Include a 
change “in whole or part” from a de- 
jiuble to a non-depletable source of 
wzrvy, and FEA has determined that a 
beat pump satisfies this requirement. 

Three comments recommended that an 
nr-source heat pump be removed from 
the list because its use tends to encourage 
purchase by the consumer of a reverse- 
cycle heat pump which also provides air 
conditioning. They argued that the 
^suiting use of air conditioning could 
ciuse an increase in the consumption of 
i depietable energy source in excess of 
the system it replaced. FEA recognized 
this in the proposed rulemaking and. 
for this reason, requires an energy audit 
for the installation of a reverse-cycle 
heat pump except when the installation 
replaces both electric resistance heat¬ 
ing and air conditioning. Where electric 
itr conditioning already Is in operation. 
PEA concluded that It Is highly likelv 
there would be a net saving In energy 
costs attributable to the heating cycle 
performance of the heat pump. 

Six comments recommended that the 
heat pump be excluded from the list 
because a heat pump uses electricity and 
Hated that electricity Is a very ineffi- 
rient energy system by comparison with 
betting systems which use oil or gas. 

FEA docs not deny that oil and gas 
heme heating systems may. In many 
cases, be more efficient in their use of 
depicts ble resources than a heat pump 
system It Is for precisely this reason 
that FEA structured the list so that the 
arocedure specified In $ 450.34(c) only 
be used when a heat pump Is to be In- 
Hailed m place of an electric resistance 
beatine svstem. Several comments in¬ 
dicated that a heat pump will signifi¬ 
cantly reduce fuel consumption when in¬ 
itialed to replace an electric resistance 
toting system, and FEA has also 
reached this conclusion. The Installation 
of a heat pumo requires an energy audit 
to ensure that there is a change to a 
nondeoietable source of energy pursuant 
to 1450.34(a) except where—(1) a heat 
Pwnp with only heating capability re¬ 
places electric resistance space heating; 
cr ^2) a reverse cvcle heat pump replaces 
electric resistance space heating and 
*lr-conditioning. 

One comment Indicated that lnsuffi- 
r~ ^formation is available to a con- 
Kimer considering the purchase of a heat 
Punp to enable him or her to carry out 
tit ft c * a * culallon Provided in proposed 
150.34(a). FEA, however, believes that 
® most instances a consumer can obtain 
information. Where this is 
^Practicable. a verification audit is 
f^culred. 

One comment reflected a concern that 
jew for electricity used to develop the 
Sr Teat* the TablC of C,lmatlc Factors 


pumps in proposed 4 450,34<c) 


^!. 8cc “ ratc, y electric heat- 

Jr nxT homeowner will actually 
The homeowner uses his or her 
SSL?"** year’s heating cost to 
25??* 1 ** for variations between 
h I? t,n « cost3 and regional electric 
Purpose of the Table is to 


determine the estimated cost savings at¬ 
tributable to the installation of a heat 
pump taking into consideration regional 
use projections. The result, however, is 
adjusted for the homeowner by the use 
of his or her actual heating costs. 

Three comments questioned FEA*s 
decision not to use a heat pump coeffi¬ 
cient of performance (COP) in its 
formulation of the Table of Climatic 
Factors. FEA used a heat pump seasonal 
performance factor (8PP>. The use of 
8PP Includes the heat pump COP and 
additional factors. 8PF takes into ac¬ 
count heat pump capacity and degree 
hours at various temperature ranges 
and includes consideration of the sup¬ 
plemental resistance heat required at low 
temperatures. SPF, but not COP. allows 
for a evaluation of the performance of 
heat pump in changing temperatures 
and FEA considers it to be a better over¬ 
all indicator of annual performance. 

FEA used data provided by manufac¬ 
turers in its analysis of a heat pump. 
One comment mentioned a heat pump 
study conducted by the National Bu¬ 
reau of Standards which reported dls- 
creoancles between the data found by 
testing and data published by one manu¬ 
facturer. FEA does not conclude that 
this study provides a reasonable basis 
for an inference that data supplied by 
a manufacturer is likely to be inaccu¬ 
rate. 

FEA believes that its calculations are 
based upon the performance of a repre¬ 
sentative heat pumo and that it has 
used accurate data. However, additional 
research is being conducted in both the 
government and the private sector, and 
FEA welcomes the submission of new 
information. FEA will review its Table 
of Climatic Factors in the light of new 
information and data as may be appro¬ 
priate. 

Two comments recommended the ex¬ 
clusion of a heat pump because it is an 
••appliance**. FEA finds that an air- 
source heat pumo Is an integral part of 
the central heating system of a struc¬ 
ture. and thus is not an appliance. For 
purposes of Part 450. the definition of 
"appliance" in $ 450.3 makes this clear. 
A modification may constitute a **con- 
sumer product** under Part B of Title V 
of the Energy Policy and Conservation 
Act. 42 U.8.C. 6201. However, this does 
not necessarily indicate that such a con¬ 
sumer product is an ‘*appllance** as that 
term is used by FEA for an energy meas¬ 
ure under the Act. Part B does not use 
or define the term # *appllance’\ 

One comment addressed the reliability 
and repair cost of heat pumps, suggest¬ 
ing that heat Dump failure rates and 
associated repair costs were excessive, 
and requested that heat pumps be elimi¬ 
nated from the list for that reason. FEA 
has determined that maintenance and 
repair costs which can reasonably be 
anticipated are likely to be more than 
reoald by the energy savings resulting 
from replacing an electric resistance 
heating system with & heat pump. Two 
comment* expressed concern over FEAs 
determination of a 15 year heat pump 
life. FEA held discussions with the Na¬ 


tional Bureau of Standards and several 
major heat pump manufacturers to col¬ 
lect information to determine a valid 
system life for residential heat pumps. 
On the basis of these discussions. FEA 
has chosen a system life of 15 years as 
the most valid assumption for and has 
thus retained the 15 year life figure in 
1450.34(c). 

One comment expressed concern that 
FEA does not provide a method for cal¬ 
culating annua] electric space heating 
costs in proposed I 450.34(c) (3) (ii). FEA 
does not believe that one method should 
be prescribed by regulation. Several 
methods can be used, each of which pro¬ 
vides satisfactory results. A method ac¬ 
ceptable to FEA for determining the an¬ 
nual space heating costs is to choose a 
month when neither heating nor air- 
conditioning was used. The electricity 
cost for this month is the appliance base 
load. Subtracting this amount from each 
month’s electric bill when heating was 
required will give the heating cost for 
each month. The previous year's total 
heating cost is the sum of the monthly 
heating costs. 

C. WATCT SOUXCZ HfAT PUMP 

One comment reflected concern that 
FEA did not establish requirements for 
the Installation of a water-source heat 
pump. This results from a misunder¬ 
standing. A verification audit is required 
for this energy measure in accordance 
with 4 450.34(a). regardless of the system 
it is replacing. The energy audit will in¬ 
dicate whether the installation of a 
water-source heat pump will result in a 
decrease or an increase In the use of de- 
pletable energy resources. 

D. ADDITIONAL COMMENTS 

One comment reflected concern over 
the Inclusion of a water-powered gener¬ 
ator proposed in 4 450.33(q). The renew¬ 
able-resource used by a water-powered 
generator is the potential and kinetic 
energy in moving water, and FEA be¬ 
lieves that the energy audit requirement 
will assure that its use will not result in 
an increased use of depletable resources. 

Another comment reflected a concern 
that the use of a skylight may not neces¬ 
sarily result in a reduction in energy con¬ 
sumption. FEA finds that the require¬ 
ment that this measure undergo an en¬ 
ergy audit ensures that any such instal¬ 
lation will meet the requirements of the 
law*, and a skylight is listed as an en¬ 
ergy measure in 4 450.33(g). 

One comment recommended a word¬ 
ing change with regard to proposed 
4$ 450.33 (k) and (n) to allow the in¬ 
clusion of the word “system** to describe 
these measures. The final rule has been 
changed by referring to a “system** with 
regard to an energy measure to make 
clear that all components necessary for 
the proper operation of an energy meas¬ 
ure are Included as part of the measure, 
and proposed 4 450.33 <b), (c). <f). <i). 
(J). <k). (n). (o). and <q> have been 
revised accordingly. 

One comment recommended the in¬ 
clusion of “hydraulic ram pumps** on the 
list. An hydraulic ram pump is a device 
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which uses the energy in moving water 
to provide pressurized running water 
for a building PEA finds that it has In¬ 
sufficient information to determine 
whether such a modification la an en¬ 
ergy measure- However. FEA welcomes 
the submission of additional informa¬ 
tion concerning this technology. 

One comment urged the addition of 
ocean thermal energy conversion to the 
list of measures. While ocean thermal 
gradients constitute a potentially re¬ 
newable source of energy. FEA has de¬ 
termined that the technology does not 
currently meet the standards for selec¬ 
tion of energy measures. 

E. SECTION 450.35 CLIMATE ZONES 

A comment suggested that Puerto Rico 
and the American Virgin Islands be In¬ 
cluded in cooling zone 1. FEA agrees and 
has changed the climate zones to include 
these Jurisdictions in cooling zone 1 and 
heating zone 0. 

The proposed regulation was reviewed 
In accordance with Executive Order 
11821 and OMB Circular A-107 issued 
November 7. 1976. by Executive Order 
11949 and has been determined not to 
be a major proposal requiring an evalu¬ 
ation of its inflationary impact. 

(Part B of Title IV of the Energy 
Conservation and Production Act. Pub. 
L. 94-285. 90 Stat. 1125 et seq.; also is¬ 
sued under Part C of Title m of the 
Energy Policy and Conservation Act, 
Pub. L. 94-163. 89 Stat. 871 et seq.. 42 
U.S.C. 6321 et seq.; Federal Energy Ad¬ 
ministration Act of 1974, Pub. L. 93-275, 
as amended. 15 U.S.C. 761 et seq.; Ex¬ 
ecutive Order 11790, 39 FR 23185). 

In consideration of the foregoing Part 
450. Subchapter D. Chapter II of Title 
10 Code of Federal Regulations is 
amended as set forth below, effective 
immediately. 

Issued in Washington. D.C.. July 15. 
i977. 

Eric J. Fyci. 

Acting General Counsel . 

Federal Energy Administration. 


1. In 10 CFR Part 450. the title of the 
part is revised to read as set forth above. 

2. Section 450.1 is revised to read as 
follows: 

§ 450.1 Purpose mid »copc. 

This part designates energy measures 
and the types of, and requirements for, 
energy audits as required by the Federal 
Energy Administration, pursuant to sec¬ 
tion 432(d) of the Energy Conservation 
and Production Act. Pub. L. 94-385, 90 
Stat. 1125 et seq.. which adds section 
365<e) (1) and (2), 42 U.S.C. 6325(0 
<l) and <2). to the Energy Policy and 
Conservation Act, 42 U.S.C. 6201 et seq. 
This part ^lso contains the projections 
of future energy prices which shall be 
used in calculating the changes in en¬ 
ergy costs which will result from in¬ 
stallation of a particular modification In 
a building or Industrial plant, and In¬ 
cludes the criteria for determining 
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whether the installation of a particular 
modification meets certain requirements 
of the Act for designation as an energy 
measure. 

3. 10 CFR 450.3 is amended to add. in 
appropriate alphabetical sequence, defi¬ 
nitions of A5TM Standard, AN8I Stand¬ 
ard. climatic zone, compressor hours, 
cooling degree days, cooling zone, Federal 
Region, heating degree days, heating 
zone. HVAC. IEEE Standard, and R- 
Value. 

§ 450.3 Definitions. 

• • • • • 

"ANSI Standard" means a standard 
prescribed by the American National 
Standards Institute. 

• • • • • 

"ASTM Standard’* means a standard 
prescribed bv the American 8ociety for 
Testing and Materials. 

• • • • • 

"Climatic zone” means a geographical 
area of the United States designated by 
FEA. 

"Compressor hours" means the average 
number of hours which an air condition¬ 
ing compressor must operate to provide 
the cooling needed for space conditioning 
for a cooling zone. 

"Cooling degree days" means the an¬ 
nual arithmetic sum of the negative dif¬ 
ferences of the average daily outside 
temperature, in degrees Fahrenheit, sub¬ 
tracted from 65 degrees Fahrenheit. 

"Cooling zone” means a climatic zone 
based on cooling degree days or compres¬ 
sor hours. 

• • • • • 

"Federal Region” means one of the 10 
standard regions as described in OMB 
Circular A-105. Standard Federal Re¬ 
gions. 

"Heating degree days” means the an¬ 
nual arithmetic sum of the positive dif¬ 
ferences of the average daily outside 
temperature, in degrees Fahrenheit, sub¬ 
tracted from 65 degrees Fahrenheit. 

"Heating zone” means a climatic zone 
based on heating degree days. 

"HVAC” means heating, ventilating 
and air conditioning. 

• • • • • 

”IEEE Standard” means a standard 
prescribed by the Institute of Electrical 
and Electronic Engineers. 

• • • • • 

"R-Value” means a measurement of 
the ability of insulation to resist the flow 
of heat, expressed in English units at the 
mean temperature of the insulation un¬ 
der design conditions. 

4. Part 450 is amended by establishing 
.Subpart D as follows: 

Subpart D—Energy Measures 

Bee. 

450-30 Purpose and scope. 

450a 1 Energy conservation measures 
450-33 Requirements and limitations for en¬ 
ergy conservation measures. 

450 33 Renewable-resource energy measures. 

450.34 Requirements for renewable-resource 

energy measures. 

450.35 Climate zones 


Authority: Part B of Title IV of tbe Eo- 
ergy Conservation and Production Act. Pub. 
L. 04-385. 00 Stat. 1125 et seq : also Usued 
under Part C, Title III, of the Energy Policy 
and Conservation Act. Pub. L. 04-183. 89 Stat 
871 et seq. (42 U8.C. 6321 et seq.); Federal 
Energy Administration Act of 1974. u 
amended. Pub L. 03-225 (15 US.C. 701 « 
seq ); BO. 11 TOO. 39 PR23185. 

g 450.30 Purpose and M*opc. 

This part establishes a list of energy 
conservation and renewable-resource 
energy measures developed by FEA after 
consultation with the Secretary of Hous¬ 
ing and Urban Development Depletion 
of the Nation's domestic resources of 
fossil fuels has created a need to Identify 
energy measures which can be carried 
out in residential and commercial build¬ 
ings and industrial plants. 

§ 450.31 Energy conservation mra*um. 

Subject to the requirements and limi¬ 
tations set forth in | 450.32, an energy 
conservation measure shall be— 

(a) Ceiling insulation in a residential 
or commercial building, which is a ma¬ 
terial which is installed on the surface 
of the ceiling facing the building interior 
or between the heated top level living 
area and the unheated attic space and 
which resists heat flow’ through the ceil¬ 
ing; 

cb) Wall Insulation In a residential or 
commercial building or industrial plant 
which is a material which is Installed on 
the surface facing the building interior, 
or In the cavity, of an exterior wall and 
which functions to resist heat flow 
through the wall: 

(c> Floor insulation in a residential 
or commercial building, which is a ma¬ 
terial which resists heat flow through 
the floor between the first level heated 
grace and the unheated space beneath 
it, including a basement or crawl space; 

<d> Insulation for hot bare pipes in a 
residential or commercial building or in¬ 
dustrial plant, which is a material which 
resists heat flow from the pipes to the 
surrounding space ; 

(e) (1) Caulks and sealants In a resi¬ 
dential or commercial building or indus¬ 
trial plant, which are nonrigld materials 
placed in Joints of buildings to prevent 
the passage of heat, air and moisture; 

(2) Weatherstripping in a residential 
or commercial building or industrial 
plant, which consists of narrow strips of 
flexible material placed over or in mov¬ 
able Joints of windows and doors to re¬ 
duce the passage of air and moisture; 

(f) Roof insulation in a commercial 
building or Industrial plant, which is in¬ 
sulation placed on the surface of the 
roof facing the building interior or be¬ 
tween a roof deck and its water repellent 
roof surface; 

<g) Clock thermostat in a residential 
building, which Is a temperature control 
device for interior spaces iiKorporatin* 
more than one temperature control pom 1 2 
and a clock for switching from one con¬ 
trol point to another; 

<h> Exterior insulation for a hot water 
heater in a residential or commercial 
building or industrial plant, which 
material placed around the tank whicn 
resists the heat flow from the hot 
heater to its surrounding space: 
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(i) Insulation for forced air ducts in 
a residential or commercial building or 
Industrial plant, which is a material 
which resist* heat flow from the duct 
to Us surrounding space; 

(j) Storm window in a residential or 
commercial building, which is an extra 
window, normally installed to the ex¬ 
terior, but which may be installed to the 
interior, of the primary or ordinary 
window, to Increase resistance to heat 
flow and to decrease air infiltration: 

(k> Efficient lighting fixture or lamp 
In a residential or commercial building 
or industrial plant, which is one 
which— 

(1) Replace® an incandescent fixture 
or lamp with a type of lighting system 
Including fluorescent, mercury vapor, 
metal halide, and high pressure sodium 
or ellipsoidal reflector lamps; or 

(2) Replaces a mercury vapor fixture 
or lamp with a high pressure sodium 
lighting system. 

(1) Mixing valve for a hot woter 
supply line In a residential or commer¬ 
cial building or industrial plant, which 
b a type of valve mounted In the hot 
water supply line, close to the water 
heater, which mixes cold water with 
hot. reducing the temperature of the 
water in the hot water distribution 
system; 


(m> Flow restrictor for hot water 
lines In a residential or commercial 
building or industrial plant, which is a 
device that limits the rate of flow of hot 
water from shower heads and faucets; 

<n) Burner for oil fired heating 
equipment in a residential building, 
which Is a device which atomizes the 
fuel oil. mixes it with air and ignites 
the fuel-air mixture, and is an integral 
part of an oil fired furnace or boiler. 
Including the combustion chamber; 

(o) Individual meters to replace a 
master meter for gas, electricity and hot 
water In a commercial building, which 
are meters that measure the consump¬ 
tion of gas. electricity or centrally dis¬ 
tributed hot water for individual users, 
instead of the total consumption which 
is measured by a master meter; 

0,1 burn * r In ft commer¬ 
cial building or industrial plant, which 
» a device that meters, atomizes. Ignites 
Jftd mixes the oil with air for the com¬ 
motion process of a boiler; or 

^ boiler controls in a commer- 
ciaj building or Industrial plant, which 
V* devices that sense the need for re- 
°JL increMl *g the firing rate and 
cnange the combustion air arid oil flow 
mte accordingly; 

iControls for lighting in a reslden- 
D ,_J? r C0 ® u U ercl fti building or industrial 
cut off Wh A d ? 8re manual or automatic 
tn pitches for lighting systems that 

of th/ii*!?.? ot a11 ,l *hting or a portion 
notrequfred 118 * ystems whcn U&Ung 1* 
r) Automatic HVAC control system in 
bu,] dlng or industrial 
Jf * device which adjusts 
heating or cooling to meet 
,5? ^dittenlng requirements; 
motor e , m f len cy electric motor or 
or controls in a commercial building 


or industrial plant, which replace an ex¬ 
isting motor or motor controls, resulting 
in not less than a specified increase in 
efficiency at a specified level of use, as 
determined by FEA; and 
(t) Whole house ventilation fan in a 
residential building, which Ls a fan which 
removes air from the inside of a resi¬ 
dential building to the outside. 

§ 430.32 Requirement* and limitations 
for energy conservation measure*. 


fa) Ceiling insulation shall be that 
amount which is required to raise the 
total celling insulation in a heating zone 
as measured by an R-Value, to levels 
not greater than— 


Heating zone: 

R-Value 

0.. 


1 .. 



__ 2<5 

s n™™™™ 


4 .. 


5 . _ 

- 36 


( b) Wall insulation shall be eligible 
in heating zones 2, 3, 4 . and 5. 

cc> Floor insulation shall be that 
amount which is required to raise the 
total floor insulation in a heating zone, 
as measured by an R-Value, to levels 
not greater than— 


Heating zone: 



R-Value 

0 

0 

13 

19 

22 

22 


fd> Insulation for hot bare pipes shall 
be eligible in all climate zones. 

<€> Caulks, sealants, and weatherstrip¬ 
ping shall be eligible in all climate zones. 

(t ) Roof insulation shall be no greater 
than that amount which is required to 
raise the total insulation to the level of 
R-Value 20 in heating zone 5. In all oth¬ 
er heating zones, this amount of roof in¬ 
sulation is eligible where the structure is 
air conditioned by an absorption chiller. 

fg) Clock thermostats shall automati¬ 
cally change a temperature setting to 
match heating and cooling demands, 
and complete not less than one cycle of 
adjustment in a 24 hour period, in ail 
climate zones. 

<h> Exterior insulation for hot water 
heaters shall be no greater than that 
amount which is required to raise the 
total exterior insulation to the level of 
R-Value 19. in all climate zones. 

(1> Insulation for forced air ducts shall 
be no greater than that amount which 
is required to raise the total insulation 
to the level of R-Value 19. in ail climate 
zones. 

(J) Storm windows shall be eligible 
in heating zones 2. 3. 4, and 5. provided 
that existing windows are single glazed. 

<k> Efficient lighting fixtures and 
lamps shall produce more than twice the 
useful light per watt of the lighting sys¬ 
tem they replace, in all climate zones. 

<1> Mixing valves for an hot water 
supply line shall be capable cf manual 
adjustment of water temperature, with¬ 
out water shut off or disconnection, in 
all climate zones. 


(m) Flow restrictors for hot water 
lines shall be eligible for all shower heads 
and faucets in all climate zones. 

(n) Residential burners for oil fired 
heating equipment shall— 

<1) Cost less than $340 Installed; 

(2) Be certified by the manufacturer 
to be capable of yielding an efficiency 
rating of 82 percent or higher in a new 
furnace as measured by a standard 
steady state efficiency test measuring 
CO* and stack temperature; and 

<3) Replace inefficient burners, which 
shall be burners that cannot be adjusted 
using the procedures and tests prescribed 
in E.PA. publication 600/2-75-069A. en¬ 
titled Guidelines for Residential Oil Bur¬ 
ner Adjustments. Oct.. 1975, to perform 
at an efficiency not less than— 


Efficiency 

Zone: after adjustment 

1... .85 

* —.-. ,89 

3 -. .73 

4 - .74 

0 .—. .75 


<o) Individual meters to replace mas¬ 
ter meters for gas. electricity and hot 
water shall be permitted in ail climate 
zones. 

<p> New commercial or industrial oil 
burners and controls shall— 

Cl) Replace oil burners that cannot 
maintain 10 percent CO, at V 4 firing rate. 
11 percent CO. at V4 firing rate and 14 
percent CO, at full firing rate, while 
producing less than number two smoke 
8pot number for No. 2 oil or fess than 
number three smoke spot number for 
No. 6 oil. using the test prescribed in 
ASTM Standard D2156-65(70); and 

C2> Be certified by the manufacturer 
to maintain 11 percent CO, at V 4 firing 
rate. 12.5 percent COr at Vi firing 
rate, and 14.5 percent CO* at full firing 
rate, while producing less than number 
two smoke spot number for No. 2 oil or 
less than number three smoke spot num¬ 
ber for No. 6 oil using the test prescribed. 

Co) Controls for lighting shall be in¬ 
stalled on a circuit having a wattage of 
more than 1.500 w r atts for automatic 
controls and 400 watts for manual 
branch circuit switches, in all climate 
zones. 

(r) HVAC controls, in all climate 
zones, shall be— 

O) Automatic, turn down, time actu¬ 
ated thermostats; 

(2) Steam controls, valves, thermo¬ 
stats, timers, or external temperature 
sensors to limit space temperatures; 

(3) Economizer controls and systems 
to utilize outside air in lieu of condi¬ 
tioned air when outside air tempera¬ 
tures will assist; 

(4) Controls to reduce air distribution 
volume to meet demand; 

<5) Controls to reduce heating or air 
conditioning s vs terns outrun to mini¬ 
mum levels during unoccupied periods; 
or 

(6) Automated computer, microproc¬ 
essor and logic controller associated with 
HVAC control. 

(s) High effleienev motors or motor 
controls shall have substantially con- 
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tinuous annual use, 5,000 hours mini¬ 
mum, and shall increase efficiency of 
operation not less than— 


Motor horsepower: 

1.5 . 

2 _ 

6 -.— 


7.5 

10 

15 

20 

25 


Efficiency increase 
percentage points * 

. 5.7 

_ 5.4 

__ 3 - 9 

.. 3.9 

_ 3.4 

_ 3.0 

_ 2.4 

.. 2.3 


* Efficiencies ahill be determined by I K Fi l 
standard U2A method B. under ANSI 
standard C.50 2- Percentage points efficiency 
Increase is the arithmetic sum of the effi¬ 
ciency otf the new motor operation less the 
efficiency of the existing motor operation. 


Ct) Whole house ventilation fans 
shall have the capacity to provide one 
complete exchange of air in less than 
two minutes, provided that the resi¬ 
dential buddings are air conditioned and 
located In cooling zones 1, 2, or 3. 


g 450.33 Renewable-resource energy 
measures. 

Subject to the requirements set forth 
in 8 450.34. a renewable-resource energy 
measure shall be a— 

(a) Solar water heater, which is a 
system which captures energy radiated 
by the sun, and uses it to heat water; 

(b) Air source heat pump, which is a 
system which is part of the central heat¬ 
ing system and which has the capability 
of extracting heat from a body of air and 
transferring this heat to a body of 
liquid or to another body of air for space 
conditioning purposes; 

(c) Water source heat pump, which 
is a system which is part of the central 
heating system and which has the 
the capability of extracting heat from 
a body of water and transferring this 
heat to another body of liquid or to a 
body of air for space conditioning pur¬ 
poses; 

(d) Solar space heating or cooling 
system, which is a system which cap¬ 
tures energy radiated by the sun. and 
uses it for space conditioning purposes; 

(e) Solar process heating system, 
which is a system which captures energy 
radiated by the sun for use in industrial 
or agricultural processes; 

(f) Solar powered pump, which is a 
system which captures energy radiated 
by the sun. and uses this energy to 
power a pump; 

(g) Skylight, which is a device which 
is Installed to replace small portions of 
a roof for the purpose of supplying a 
portion of the lighting requirements of 
a building; 

<h> Solar electric dispersed photo¬ 
voltaic system, which is a system which 
involves the use of small arrays of cells 
which convert solar radiation into elec¬ 
tric power for on-site use; 


(i) Wind powered generator, which is 
a system which captures and stores the 
energy transmitted by the wind and 
transforms this energy into electric 
power; 

(J) Wind powered water pump, which 
is a system which captures the energy 
transmitted by the wind and uses this 
energy to extract water from a 
reservoir; 

(k) Urban waste-flred boiler, which 
is a system which is partially or entire¬ 
ly fueled by refuse or a refuse derived 
fuel; 

<1> Urban waste pyrolysis system, 
which is a system which uses urban 
wastes as a fuel and processes the wastes 
into a liquid or gaseous fuel; 

<m) Agricultural waste-fired boiler, 
which is a system which is partially 
or completely fueled by agricultural 
residues; 

<n) Wood-fired stove, which is a stove 
fueled by wood and which is installed 
primarily for space conditioning pur¬ 
poses; 

(o) Wood-fired boiler, which is a sys¬ 
tem which is partially or completely 
fueled by wood or wood residues; 

(p) Geothermal space heating or 
cooling system, which is a system that 
uses heat extracted from the earth for 
either electrical generation or space 
conditioning purposes; and 

(q) Water powered generator, which 
is a system which captures and stores 
the energy contained in moving water 
and transforms this energy Into 
electricity, 

8 450.34 Requirement* for renewable* 
resource energy me**urea. 

(a) Except as provided in paragraphs 
(b) or (c) of this section, a renewable- 
resource energy measure listed in f 450.33 
must be evaluated by a verification audit 
in accordance with the procedures in 
Subpart C of this part to determine 
whether cost savings in a specific appli¬ 
cation are sufficient to recover the costs 
of purchase and Installation within the 
attributed life of the energy measure. 

ib) A solar water heater shall not be 
required to be evaluated by a verification 
audit if it is a system which— 

(l) Is Installed in a residential build¬ 
ing; and 

<2) Replaces an electric resistance wa¬ 
ter heater: and 

(3) Is purchased, installed, and main¬ 
tained at a total cost which shall not 
exceed the maximum allowable cost 
which shall be computed by— 

<i> Selecting the correct system life 
factor in the Federal Region In which 
the system will be Installed for the attrib¬ 
uted life of the solar heater specified by 
the manufacturer in the following 
table— 


To We of system life factor* 




Ymn 


• I M 1 rajvu 

10 

15 

20 

as 

I. 

280 

140 

380 

410 

2. 

270 

390 

370 

r.i 

9. 

280 

350 

360 

oo 

4... . 

300 

370 

410 

40 

S. 

M 


400 

40 


390 

410 

400 

8 


200 

300 

400 

40 

s, 

280 

ISO 

300 

40 

0. 

300 

370 

480 

445 

10. 

330 

400 

4W 

« 


<ii) Multiplying the system life factor 
by the current year's electricity rate for 
water heating in effect for the user of 
the system to be installed expressed in 
cents per kilowatt hour; and 

(ill) Multiplying the product by the 
percent of the total hot water demand 
the system will supply. 

(c> An air source heat pump shall 
not be required to be evaluated by a 
verification audit if it is a system which 
is— 

(1) Installed in a residential building; 
and 

(2) (l) A heat pump with only heat¬ 
ing capability which replaces electric re¬ 
sistance space heating; or 

til) A heat pump with both heating 
and cooling capability which replaces 
electric resistance space heating and air 
conditioning; and 

(3) Purchased, installed, and main¬ 
tained at a total co6t which shall not 
exceed the maximum allowable cost 
which shall be computed by— 

(i) Selecting the correct climate zone 
factor for the Federal Region and heat¬ 
ing zone in which the system will be in¬ 
stalled using the following table— 

Table of climatio factors 


Fedtfol region 



Ilmling DMtff 


0 

i 

2 

a 

4 



... 

40 

2.1 

— 


&0 

48 

17 

5.1 

4.8 

43 

— 

— 



42 

41 

11 

as 

5.4 

48 

47 

44 



43 

42 

48 

__ 



40 

28 


4.0 

44 

43 

41 

— 


47 

48 

43 


I 


IT 


II 


Norx.—r>Mh« in Ubh* eorwpond to point* wbwji» 
bcolinf www and a F«Ural re*Ion do not cotnrtda 

on Multiplying this factor by the 
previous year's heating cost lor the user 
of the system to be Installed. 

g 450.35 Climate atone*. 

fa) FEA shall determine whether to 
restrict an energy measure to a climate 
zone. * 

<b> FEA shall designate climate 
zones, consisting of heating zones as 
shown in Appendix B or cooling zones 
as shown in Appendix C. 


\ 

\ 
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Title 12—Banks and Banking 

CHAPTER VII—NATIONAL CREDIT UNION 
ADMINISTRATION 


PART 720—DESCRIPTION OF OfFICE, 
DISCLOSURE OF OFFICIAL RECORDS. 
AVAILABILITY OF INFORMATION. PRO¬ 
MULGATION OF REGULATIONS 


Updating and Clarification of Regulations 

AGENCY: National Credit Union Ad¬ 
ministration. 


ACTION: Final rule. 

SUMMARY: Certain updates and clari¬ 
fications are hereby added to the Na¬ 
tional Credit Union Administration* 
regulations on description of offices, dis¬ 
closure of official records, availability of 
information, and promulgation of reg¬ 
ulations. An Introductory paragraph is 
added to clarify that the Regulations set 
forth in this Part apply to the National 
Credit Union Administration only and 
do not apply to Federal credit unions. 
The Section on central and regional 
organization is amended to reflect cer¬ 
tain restructuring and redefinitions of 
duties. And the Section on fees for docu¬ 
ment search Is amended to specify that 
fees for document search mav be waived 
if the request originates from a member 
of Congress or from any Federal, State, 
or local government entity. 

DATES: These regulations 8re to be ef¬ 
fective July 25. 1977. 

ADDRESS: National Credit Union Ad¬ 
ministration. 2025 M 8treet NW., 
Washington. D.C. 20456. 

FOR FURTHER INFORMATION CON¬ 
TACT: 


Robert M. Fenner, Office of the Gen¬ 
eral Counsel. National Credit Union 
Administration. 2025 M Street NW„ 
Washington. D.C. 20456. telephone 
202-254-9810. 


SUPPLEMENTARY INFORM ATION: 
5 U.8.C. 553 excludes “rules of agency 
organization, procedure, or practice 4 * 
from the general requirements of allow¬ 
ing comment periods for and delaying the 
effective dates of proposed rules. Since 
this rule deals with mere organizational 
technicalities, it falls within this excep¬ 
tion and no comment period Is necessary. 
The changes presented are already in 
effect and this publication is to serve 
simply as a notice of a fin al rule. 

Accordingly. 12 CFR Part 720 is 
amended as set forth below: 

The following introductory paragraph 
is hereby added as a paragraph (a) to 
* 720.1, and the existing paragraph is 
designated as <b). 

g 720.1 Scope and application. 

<a> Scope . Subparts A and B of Part 
720 implement the Federal Freedom of 
Information and Privacy Acts, respec¬ 
tively. Those Acts regulate the Informa¬ 
tion practices of Federal agencies only, 
and thus. Part 720 pertains to the activi¬ 
ties of the National Credit Union Admin¬ 
istration onlv and does not apply to Fed¬ 
eral credit unions. 


a • • • • 


Section 720.2(b) is revised as follows: 

L Subparagraph (3) is revised and re¬ 
designated as subparagraph <4>. 

2. Subparagraph (4> Is redesignated 
as paragraph <5> and is revised by in¬ 
serting after the words “divisions of Fed¬ 
eral credit unions'* the words “examiner 
training, and consumer inquiries.* 4 It is 
also revised by adding after the words 
“Directors of Chartering and Insurance, 
and Examination" the words “and Con¬ 
sumer Affairs* 4 and by deleting the word 
“and 4 * before the word “Examination." 

3. Subparagraph (5) is redesignated as 
paragraph <3>. 

4. Subparagraph (7) is redesignated as 
subparagraph (9). 

5. A new subparagraph is added, desig¬ 
nated as subparagraph (7). 

6. A new subparagraph is added, and 
designated as subparagraph (8). 

7. Paragraphs (b)(4), (b)(7) and (b) 
(8> now read as follows: 

g 720.2 Central and regional organiza¬ 
tion. 


(b) • • • 

(4) Assistant Administrator , Office of 
Administration. The Assistant Adminis¬ 
trator for Administration is the official 
custodian of records for the Administra¬ 
tion and performs duties relating to 
management analysis, personnel man¬ 
agement, career development, training 
(exclusive of examiner and credit union 
related training), equal employment op¬ 
portunity. direction of general services, 
internal security, coordination of publi¬ 
cation services, and is responsible for ap¬ 
pellate determinations on requests for 
information. He is aided by a Deputy 
Assistant Administrator. Planning Of¬ 
ficer. and Directors of Management 
Analysis, Personnel. Office Services, and 
Training and Career Development. 

• * • • • 

(7) Assistant Administrator , Office of 
Fiscal Affairs. The Assistant Adminis¬ 
trator for Fiscal Affairs performs duties 
relating to the financial management 
activities of the Administration in the 
areas of preparation and control of fi¬ 
nancial plans, fiscal accounting and 
budget, management of the Operating 
and Share Insurance Funds, invest¬ 
ments, assets acquired from liquidating 
credit unions, and operations of loan 
management and share payout functions. 
He also coordinates certain disbursing 
activities with respect to liquidations 
with the Assistant Administrator for 
Examination and Insurance. The Assist¬ 
ant Administrator for Fiscal Affairs is 
assisted by a Deputy Assistant Adminis¬ 
trator. Budget Officer, and Directors of 
Financial Management, Acquired Assets, 
and Information 8ystems. 


<8> Assistant Administrator . Office of 
Research and Analysis. The Assistant 
Administrator for Research and Analysis 
conducts research and analytical studies 
in the field of cooperative thrift and 
credit and other matters of concern to 
the Administration. Provides advice to 
the Administrator and operating officials 


concerning the use of qualitative and re¬ 
search techniques by the National Credit 
Union Administration for operations, 
programs, and policies. Serves as the re¬ 
pository for financial and statistical data 
for all federally insured credit unions, 
designs and conducts regular data col¬ 
lection programs and prepares various 
reports for use by the Administration. He 
is assisted by Directors of Research, and 
Statistical Analysis. 


S 720.5 [Amended] 

8. Section 720.5(e) is amended by <i) 
inserting after the word “if" and before 
the words "the responsible officer*' the 
following: “the request originates from 
a Member of Congress or from any Fed¬ 
eral. 8tate. or local governmental entity, 
or if 4 *; and <il) inserting the word “other¬ 
wise 4 * after the words “Information 
Center** and before the word “deter¬ 
mines.** 

(Sec. 120, 73 8tat. 635 (12 US.C. 1750) and 
Sec. 200, 84 Stat. 1104 (12 U.&C. 1789).) 

Lorena C. Matthews. 

Acting Administrator. 


July 7.1977. 

|KR Doc.77-21283 Piled 7-22-77:8:45 ami 


Title 14—Aeronautics and Space 

CHAPTER I—FEDERAL AVIATION ADMIN¬ 
ISTRATION, DEPARTMENT OF TRANS¬ 
PORTATION 

(Docket No. 77-OL-17, Arndt. 39-2977) 

PART 39—AIRWORTHINESS DIRECTIVES 

Detroit Diesel Allison Model 250B and 
250C Series Engines 

AGENCY: Federal Aviation Administra¬ 
tion (FAA), DOT. 

ACTION: Final rule. 

SUMMARY: This amendment adopts a 
new Airworthiness Directive <AD> which 
requires that the power turbine outer 
coupling nut Part Number CP/N) 
6846278 installed in Detroit Diesel Allison 
250-B15/17 and 250-C18/20 scries en¬ 
gines be inspected, and replaced as nec¬ 
essary. Certain identifiable coupling nuU 
are subject to severe corrosion which 
could result in failure of the nut. This 
AD will identify those coupling nuts sub¬ 
ject to corrosion thereby significantly 
reducing the probability of failure. Two 
failures of this type have resulted in 
disengagement of the power turbine re¬ 
sulting in N, overspeed and turbine (Use 
failure. 

DATE: Effective date—July 27. 1977 
Compliance schedule—As prescribed w 
the body of the AD. 

ADDRESSES: Copies of Detroit Diesel 
Allison Commercial Service Letters ref¬ 
erenced herein may be obtained by con¬ 
tacting: Detroit Diesel Allison, Division 
of General Motors Corporation. P.O. 

894. Indianapolis, Indiana 46206. 

Copies of the service informatlrn incor 
porated in this AD are contained in u>« 
Rules Docket, Office of the Regional 
Counsel. 2300 East Devon Avenue V* 
Plaines. Illinois 60018 and Room 910. sou 
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Independence Avenue SW.. Washington, 

D C. 20591. 

FOR FURTHER INFORMATION CON- 

TACT: 

W. Ashworth, Engineering and Manu¬ 
facturing Branch, Flight Standards 
Divlslpn. AGD-214. Federal Aviation 
Administration, 2300 E. Devon Avenue, 
Dcs Plaines 60018. telephone: 312-694- 
4500. extension 308. 


SUPPLEMENTARY INFORMATION: 
There recently have been two instances 
of power turbine outer coupling nut fail¬ 
ures due to corrosion. Both failures re¬ 
sulted in catastrophic engine failure due 
to resultant disengagement of the 
power turbine. 

Investigations revealed that in each 
instance, the most probable cause of 
these failures was excessive corrosion re¬ 
sulting from operation in extremely hu¬ 
mid areas which have abnormal amounts 
of sulphur in the atmosphere. New P/N 
6846278 coupling nuts are corrosion 
proofed with a coating that allows them 
to be Identified visually. 

Since this condition is likely to exist 
or develoo in other engines of this type 
design with certain identifiable power 
turbine outer coupling nuts installed, an 
airworthiness directive is being issued to 
Inspect and replace these nuts as neces¬ 
sary. 

Since a situation exists that requires 
Immediate adoption of this regulation, it 
h found that notice and public proce¬ 
dure hereon are impracticable and good 
cause exists for making this amendment 
effective in less than 30 days. 

In accordance with Departmental 
Regulatory Reform, dated March 23. 
1976. an evaluation of the anticipated 
impacts has been made and it is expected 
that within a normal range of pertinent 
considerations this final rule will be 
neither costly nor controversial. 

Drafting Information 

The principal authors of this document 
•re W Ashworth. Flight Standards Divi¬ 
sion. Great Lakes Region, and J. Mc- 
LAURhlin Office of the Regional Counsel. 
Gnat Lakes Region. 


Adoption of the Amendment 

In consideration of the foregoing, and 
Pursuant to the authority delegated to 
py the Administrator. I 39.13 of Part 
^eral Aviation Regulations 
13) is amended bv adding 
the following Airworthiness Directive: 

Dl71 f T rr Diwn Ailison. Applies to 250- 
010/17 and 250-C18/20 series engines 
•quipped with power turbine outer coup¬ 
ling nuts P/N 6046278 as installed in air¬ 
craft certificated In all categories. 

•chedule—Compliance re- 
pli'hed foUows unlM ® previously accom- 

, For engines with turbine sections hav- 
than 400 hour * or one calendar year 
crm7t * !!T v . lc * alnc * installation In an alr- 
. nl ^ 1 compliance must be acoom- 
WUhln th * nexl 100 hours tlme ln 

? n 6 |neis wlt h turbine sections 
c . ]# * eM 400 hours and less than one 
tlon in\ rt%T . Umt ln since 1 natal la- 

n tn •Ircraft. initial compliance must 


be accomplished within 500 hours or one year 
time ln service since Installation ln an air¬ 
craft. whichever occurs first. 

(c) For each turbine section Incorporating 
an uncoated coupling nut which exhibits no 
evidence of corrosion, repetitive compliance 
Is required at Intervals not to exceed 500 
hours or one calendar year time since last 
inspection, whichever occurs first. 

To preclude possible engine failure result¬ 
ing from power turbine outer coupling nut 
failure: Inspect the power turbine outer 
coupling nut P/N 6846278 in accordance with 
Detroit Diesel Allison Commercial Service 
Letter Number 88 for the 018 series, 1060 for 
the C20 series, 25 for the B15 series, and 1030 
for the B17 serlee engines. All Service Letters 
are revision 3 or later FAA Approved revi¬ 
sions. If any evidence of corrosion la found 
the nut shall be replaced with a corrosion 
proofed nut. Identified In the above refer¬ 
enced Allison Service Letters, before further 
flight, except that the aircraft may be flown 
in accordance with FAR 21.197 to a base 
where the repair can be performed. All P/N 
6846278 coupling nuts not incorporating the 
corrosion proofing shall be removed from 
service at next turbine disassembly regardless 
of condition. 

The Detroit Diesel Allison specifications 
and procedures identified ln this directive 
are Incorporated herein and made a part 
hereof pursuant to 5 UB.C. 552(a)(1). The 
Detroit Diesel Allison Service Letters incorpo¬ 
rated herein may be obtained upon request to 
Detroit Diesel Allison, Division of General 
Motors Corp., P.O. Box 894. Indianapolis, 
Indiana 46206. These documents may also be 
examined at the FAA Oreat Lakes Region. 
2300 East Devon Avenue. Des Plaines. Illinois 
60018 and at FAA Headquarters. 800 Inde¬ 
pendence Avenue SW., Washington. DC. 
20591. A historical file on this AD which In¬ 
cludes the Incorporated material In full is 
maintained by the FAA at Its headquarters 
In Washington. D.C„ and the Great Lakes 
Region. 

This amendment becomes effective 
July 27.1977. 

(Secs. 313(a), 601. 603. Federal Aviation Act 
of 1958, as amended (49 tLS.C. 1354(a), 1421, 
1423); sec. 6(c), Department of Transporta¬ 
tion Act (49 UJS.C. 1655(C)): 14 CFR 11.89.) 

Note. —The Federal Aviation Administra¬ 
tion has determined that this document does 
n^t contain a major prooosal requiring prep¬ 
aration of an Economic Impact Statement 
under Executive Order 11821. as amended by 
Executive Order 11949, and OMB Circular 
A-107. 

Issued in Des Plaines, Ill., on July 13. 
1977. 

Leon C. Daugherty. 

Acting Director , 
Great Lakes Region . 

Not*.—T he Incorporation by reference ln 
the preceding document was approved by the 
Director of the Federal Register on June 19, 
1967. 

|FR Doc.77-21039 Filed 7-22-77.8:45 am) 


| Docket No. 15549; Arndt. 39-2983) 

PART 3$— AIRWORTHINESS DIRECTIVES 

Hawker Siddeley Aviation. Ltd.. Model 
DH-114 Airplanes 

AGENCY: Federal Aviation Administra¬ 
tion <FAA), DOT. 

ACTION: Final rule. 

SUMMARY: This amendment adopts a 
new airworthiness directive (AD) which 


requires a modification and ^Identifica¬ 
tion of the main landing gear damper 
ram on Hawker Siddeley Model DH- 
114 airplanes to prevent the possible seiz¬ 
ure of the damper ram and subsequent 
damage to the airplane during landing. 

DATES. Effective August 24, 1977. Com¬ 
pliance required within the next 300 
hours time in service after the effective 
date of this AD. unless already accom¬ 
plished. 

ADDRESSES: The applicable technical 
news sheet may be obtained from Hawk¬ 
er Siddeley Aviation. Ltd.. Hatfield Hert¬ 
fordshire, England. AL109TL. Attn: 
Technical Manuals Distribution Center. 

The applicable service bulletin may be 
obtained from Dunlop Limited Aviation 
Division. Holbrook Lone. Foleshlll, Cov¬ 
entry. Warwickshire CV6-4AA. England. 

A copy of both the technical news 
sheet and service bulletin is contained in 
the Rules Docket. Rm. 916. 800 Inde¬ 
pendence Avenue SW., Washington, D.C, 
20591. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Donald C. Jacobsen. Chief. Aircraft 
Certification Staff, AEU-100. Europe. 
Africa, and Middle East Region. Fed¬ 
eral Aviation Administration, c/o 
American Embassy. Brussels. Belgium. 
Tel. 513.38.30. 

SUPPLEMENTARY INFORMATION: A 
proposal to amend Part 39 of the Federal 
Aviation Regulations to include an air¬ 
worthiness directive which requires a 
modification and ^identification of the 
main landing gear damper ram on 
Hawker Siddelev Model DH-114 air¬ 
planes was published in the Federal 
Register at 41 FR 14898, Arril 8. 1976 
The proposal was prompted by a report 
of damage occurring in the damper ram 
that could cause possible seizure of the 
damper ram and subsequent extensive 
damage to the aircraft during landing. 

Interested persons have been afforded 
an opportunity to participate in the 
making of the amendment. Although no 
objections were received, the FAA has 
reevaluated the need for the proposed 
amendment and determined that it 
should be adoDted. Accordingly, the pro¬ 
posal is adonted without change. 

The principal authors of this docu¬ 
ment are F. J. Kamowski. Europe, Af¬ 
rica. and Middle East Region, J. F. Zahr- 
inger, Flight Standards Service, and S. 
Hauselt. Office of the Chief Counsel. 

Adoption op the Amendment 
Accordingly, pursuant to the author¬ 
ity delegated to me by the Administra¬ 
tor. 5 39.13 of the Federal Aviation Reg¬ 
ulations (14 CFR 39.13) is amended by 
adding the following new Airworthiness 
Directive: 

Hawk ex Siddzxxy Aviation. Ltd. Applies to 
Model DH114 airplane* certificated in 
all categories. 

Compliance la required within the next 
300 hours time In service after the effective 
date of this AD, unless already accom¬ 
plished. 
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To prevent the possible seizure of the 
ms In landing gear damper ram. and conse¬ 
quent damage to the aircraft upon landing, 
accomplish the following: 

(a) Modify the damper ram. P/N AC1I164. 
In accordance with Part A of the section 
entitled **Accomplishment Instructions’* of 
Dunlop Aviation Division Service Bulletin 
32-624, dated April 6. 1973, or an FAA- 
approved equivalent. 

(b) Upon completion of the modification 
specified in paragraph (a) of this AD. re- 
ldentlfy the modified damper ram as P/N 
AC65528. Mod 1. (Hawker Slddeley Avia¬ 
tion. Ltd, Series: Heron (114). TNS. U. 15. 
issue 2. dated April 30. 1073. refers to this 
name subject) 

This amendment becomes effective 
August 24. 1977. 

(Sees. 313(a), 601. and 603. Federal Aviation 
Act of 1858. as amended <49 UB.C. 1364(a). 
1421. and 1423): Sec. 6(C), Department of 
Transportation Act (49 UB.C. 1655(c)); 14 
CKR 11.69.) 

Not*. —The Federal Aviation Administra¬ 
tion has determined that this document 
does not contain a major proposal requiring 
preparation of an Economic impact State¬ 
ment under Executive Order 11621, as 
amended by Executive Order 11949, and 
OMB Circular A-107. 

Issued in Washington. D.C., on July 
15. 1977. 

R. P. Skully, 

Director . 

Flight Standards Service. 

|FR Doc 77-21255 Filed 7-22-77:8:45 am] 


(Docket No. 77-WE-13AD: Arndt 39-2978] 

PART 39—AIRWORTHINESS DIRECTIVES 
Hughes Helicopters Model 369D Helicopter 

AGENCY: Federal Aviation Administra¬ 
tion <FAA). DOT. 

ACTION: Filial rule. 

SUMMARY: An emergency airworthi¬ 
ness directive (AD) was issued by the 
Federal Aviation Administration on 
June 22. 1977, as a result of reports of 
failed laminations in the main rotor re¬ 
tention straps at exceptionally low serv¬ 
ice times. This AD requires an initial in¬ 
spection and repetitive visual inspections 
for cracks or breaks in the strap lami¬ 
nates to prevent possible loss of a main 
rotor blade. 

DATES: Effective^-July 28. 1977 for all 
persons except those to whom it was 
made effective by air mail letter dated 
Juno 23. 1977. Initial compliance— 

Within the next 10 hours time in service 
after the effective date of this AD. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Wallace M. FreJ. Executive Secretary, 
Airworthiness Directive Review Board. 
Federal Aviation Administration. 
Western Region, P.O. Box 92007. 
Worldway Postal Center, Los Angeles. 
California 90009. Telephone 213-536- 
6351. 

SUPPLEMENTARY INFORMATION: 
There have been occurrences of Model 
369D helicopters with one or more 
laminates broken In the main rotor strap 
pack. These defects have been found in 


straps having only 9 to 190 hours time 
in service. The first required inspection 
of the strap pack by type design is at 
600 hours time in service. Three 
laminates in either the lead leg or the 
lag leg of any one of the five strap packs 
are allowed to break before the main 
rotor hub must be replaced. Since the 
causes of the broken straps arc un¬ 
known at this time and it appears that 
enough laminates could break prior to 
the 600 hour Inspection to create an un¬ 
safe condition the FAA concluded that 
mandatory safety action was necessary. 
This AD which requires visual inspec¬ 
tion of the strap pack within 10 hours 
time in service and at intervals not to 
exceed 25 hours time in service there¬ 
after is considered to provide the neces¬ 
sary safety action. These inspections are 
in addition to and do not supersede the 
600 hour inspection for the strap pack 
per Hughes Handbook of Maintenance 
Instruction and this clarification has 
been added to the AD in the form of a 
note 

Subsequent to the issuance of the 
emergency AD, the manufacturer sub¬ 
mitted several proposed substantive 
changes to the proposed Federal Reg¬ 
ister publication of the AD. Briefly 
stated, these changes Included recom¬ 
mendations for extended compliance 
times within which to accomplish the 
required inspections, authorization for 
pilot crewmembers to perform the 
inspections in addition to certificated 
mechanics or other authorized persons, 
and authorization for issuance of special 
flight permits for hub replacements, al¬ 
though the presence of three or more 
cracked laminates was already known. 

The FAA disagrees. Service data is in- 
sufficent at this time to permit extension 
of the compliance times in the AD. Also, 
the FAA believes that the inspection 
should te performed by certificated 
mechanics or other FAA authorized 
persons to ensure that level of airworthi¬ 
ness of the aircraft intended by the AD. 
Finally, data is insufficient to authorize 
issuance of special flight permits under 
FAR’s 21.197 and 21.199 when three or 
more laminates are known to be cracked. 
The AD. as published herein, therefore 
adheres to the orginal substantive pro¬ 
visions of the emergency AD as to these 
matters. 

This AD includes editorial changes, 
minor changes for clarification, and the 
addition of a reporting request to the 
text of the emergency air mail letter 
dated June 23. 1977. 

Since it was found that immediate 
corrective action was required, notice 
and public procedure thereon was Im¬ 
practicable and contrary to the public 
interest and good cause existed for mak¬ 
ing the airworthiness directive effective 
Immediately as to all known U S. owners 
and operators of model 369D helicopters 
upon receipt of individual airmail letters 
dated June 23, 1977. These conditions 
still exist and the airworthiness direc¬ 
tive is hereby published In the Federal 
Register as an amendment to $ 39.13 of 
Part 39 of the Federal Aviation Regula¬ 


tions (14 CFR 39.13) to make it effective 
as to all persons. 

Drafting Information 

The principal authors of this docu¬ 
ment are James R. Haynes, Aircraft 
Engineering Division, and Richard O. 
Wittry, Office of the Regional Counsel. 

Adoption or the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 

$ 39.13 of the Federal Aviation Regula¬ 
tions (14 CFR 39.13) is amended, by add¬ 
ing the following new airworthiness 
directive: 

Hughes Hrucomots. Applies to Hughe* 
Model 309D helicopters, certificated In 
all categories. 

Compliance required as Indicated. 

To prevent failure of the main rotor reten¬ 
tion straps which can result in loss of a 
mala rotor blade accomplish the following: 

(a) Within 10 hours time In service after 
the effective date of this AD. and at Inter¬ 
vals not to exceed 25 hours time In service 
thereafter, visually Inspect with a light and 
mirror for cracks or breaks In the main rotor 
retention strap pack lamination, P/N 3C9D- 
21210. In the area of. and within the pitch 
housing where the straps are accessible to 
view. 

(b) If 3 or more laminates in either the 
lead leg or the lag leg of any one of the five 
■trap packs are cracked or broken, replace the 
main rotor hub P/N 369D21200 with a serv¬ 
iceable hub prior to further flight and con¬ 
tinue the Inspection In (a) above at inter¬ 
vals not to exceed 25 hours time In service. 

(c) Special flight permits may be twued In 
accordance with FAR's 21.107 and 21 190 to 
operate aircraft to a bave for the accomplish¬ 
ment of the inspection required by para¬ 
graph <a) of this AD. 

id) If cracked or broken laminate* are 
found as a result of the Inspections per¬ 
formed in compliance with this AD. It J» 
requested that the aircraft serial number, 
rotor hub serial number, time In service and 
description of failures be reported to Chief. 
Aircraft Engineering Division. FAA Western 
Region. P.O. Box 92007. Worldway Postal 
Center. Los Angeles. California 90009 Re¬ 
porting approved by the Office of Manas*- 
ment and Budget under OMB No. 04-R-on*L 

Nora—There Inspections are In addition 
to and do not supersede the 600 hour Inspec¬ 
tion for the retention straps prescribed by 
the type certificate data sheet and Hughs* 
Handbook of Maintenance Instruction 

This amendment becomes effective 
July 28. 1977, for ail persons except those 
to whom It was made effective bv airmail 
letter dated June 23. 1977 which con¬ 
tained this amendment. 

(Sees. 313(a). 601, 603, Federal Avtation Act 
of 1956. as amended (49 U8.C 1354(a). H®. 
1423); sec. 6(c). Department of Tran*p-°ru- 
tion Act (49 OSC. 1655(c)); 14 CFR 1189.) 

Not*.— The Federal Aviation AdmlnUtra- 
tlon has determined that this document does 
not contain a major proposal requiring 
preparation of an Economic Impact State¬ 
ment under Executive Order U821.*» 
amended by Executive Order 11949 and OMB 
Circular A-107. 

Issued in Los Angeles. Calif, on July 13, 
1977. 

Robert H. Stanton 
Director . FAA Western Region . 
(FR Doc.77-21027 Filed 7-22-77:8:45 am] 
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(Docket No. 77-WE-ll-AD; Arndt. 32-2979) 

PART 39—AIRWORTHINESS DIRECTIVES 

McDonnell Douglas Model DC-8-62, -62F, 
-63 and -63F Airplanes 

AGENCY: Federal Aviation Administra¬ 
tion (FAA), DOT. 

ACTION: Final rule. 

SUMMARY: Tills amendment adopts a 
new airworthiness directive (AD) which 
requires inspections and repair of the 
wing structural compancnts on all Mc¬ 
Donnell Douglas Model DC-8-62, -62F. 
-63. and -63F airplanes to preclude the 
possibility of hazardous fatigue cracking 
of the wing structure. 

DATES: Effective date—July 28, 1977. 
Compliance schedule— As prescribed in 
U* body of the AD. 

ADDRESSES: Copies of Douglas DC-8 
Service Bulletins 54-58 and 57-83 may 
be obtained by writing to McDonnell 
Douglas Corporation. 3855 I^akewood 
Boulevard, Long Beach. California 
90W6 Attention: L. A. Eisenberg, CI- 
750 . 54 - 80 . 

Copies of the service bulletins are con¬ 
tained in the Rules Docket in Room 916, 
BOO Independence Avenue SW., Wash* 

tagton. DC. 20591. 

FOR FURTHER INFORMATION CON¬ 
TACT: 


Wallace M. Prei. Executive Secre¬ 
tory. Airworthiness Directives Re¬ 
view Board. Federal Aviation Ad¬ 
ministration. Western Region. P.O. 
Box 92007. World way Postal Center, 
Los Angeles. California 90009. Tele¬ 
phone 213-536-6351. 


SUPPLEMENTARY INFORMATION: 
0a May 4, 1977. the FAA proposed to 
amend Part 39 of the Federal Aviation 
Regulation (14 CFR Part 39) by adding 
a new AD applicable to McDonnell 
wsla? Model DC -8-62. 62P. -63, and 
wPairplanes <42 FR 24751). The AD re- 
Quires inspection for cracks of the wing 
wr skin, tee doubler, and lower front 
»r cap at the pylon attach points and 
JWr if necessary. McDonnell Douglas 
DC-8 Service Bulletins 54-58 and 57-83 
pertam to Hits same subject 
Interested persons have been afforded 
w opportunity to participate in the 
of thl* amendment, and due 
[“jwderaUon has been given to all com- 
111 response to the notice 
Proposed rulemaking. Except for cdl- 
cha nges, and except as specifically 
iSmSH. 011 * amen <hnent and the rea- 

uL fA are the same ** those con- 

In the notice. 

th^ f ^ mtncnter sokaested changes to 
*■**« of the AD. In the 
6tRte * that the AD as 
ZI!’? Jacking of the wing for 
has com PJeted ln- 
B?*** ne€t wlth out using the 
the AD " Proposed 

n, ft L he m, ° the 

Wfwturnr J? r ! he j r 8ttttes that the 

tatoaai Th» waa "* 0181 Jack,n * WM 
tag ^7°* PAA agrees that the jack- 
P'PceOure should be optional. 


The manufacturer has revised Service 
Sketch 2575 to so indicate. 

In another comment, he suggested 
that the proposed Paragraph (f) was 
confusing, in that it called for repair of 
the tec doubler in accordance with DC-8 
Service Bulletin 54-58. whereas Serv¬ 
ice Bulletin 54-58 only contains tee 
doubler crack limitations. The FAA 
agrees and Paragraph <f) has been re¬ 
vised to clarify that tee doublers must 
be replaced if cracked beyond the limits 
of Service Bulletin 54-58. 

In his final comment, he suggested 
that the proposed Paragraph (h> is con¬ 
fusing. in that it apparently intended 
to allow ferry flight for repair, but 
actually speaks only to inspections. The 
FAA disagrees. It was not the FAA’s in¬ 
tention to permit ferry with known 
cracked skin and/or spars. The FAA 
does not have data showing that such 
ferry flights could be accomplished 
without fear of structural failure if skin 
or spar cracking exists. However, a sit¬ 
uation could occur, such as with a small 
operator operating under contract in 
areas outside the United States, where 
inspection facilities would not be avail¬ 
able before the AD compliance time was 
exceeded. A ferry permit could allow 
that operator to fly to a base where such 
facilities could be found. 

A second commenter stated that it 
was his understanding that the manu¬ 
facturer had performed fatigue testing 
which showed that a tee doubler cracked 
within the limits of DC-8 Service Bul¬ 
letin 54-58 would not have any det¬ 
rimental effect on fatigue life of the 
wing skin. In light of these findings 
the commenter felt that the PAA should 
review the test results and evaluate the 
experience of the operators in determin¬ 
ing initial inspection thresholds and 
repetitive inspection intervals. 

In establishing the inspection times 
of Service Bulletin 57-83. the manu¬ 
facturer and the FAA did take into con¬ 
sideration the test data and service ex¬ 
perience which was available. It was felt 
that the established hours were the 
maximum permissible commensurate 
with continued airworthiness of the air¬ 
plane. The PAA docs not know of any 
later data which would change those 
conclusions. The FAA agrees that tee 
doublers cracked within the limits of 
Service Bulletin 54—58 have been shown 
by test to be safe for continued flight 
and Paragraph (f) was intended to al¬ 
low this. Because of possible confusion. 
Paragraph (f) has been revised as dis¬ 
cussed above to clarify the meaning. 

Drafting Information 

The principal authors of this docu¬ 
ment are Everett W. Pittman. Aircraft 
Engineering Division, and Richard G. 
Wit try. Office of the Regional Counsel. 

Adoption or the Amendment 
In consideration of the comments re¬ 
ceived and pursuant to the authority 
delegated to me by the Administrator. 
(14 CFR 11.89) $ 39.13 of Part 39 of the 
Federal Aviation Regulations (14 CFR 


39.13) Is amended by adding the follow¬ 
ing new airworthiness directive: 

McDoimia Dovqlam Applies to Modtf 
DC-8-62, -62F. -63, and -63F airplanes 
certificated In all categories. 

Compliance required as Indicated. 

To detect cracks and prevent failure of 
tho wing lower forward spar cap. lee doubler, 
and wing skin, comply with the following: 

(a) For airplanes with 35.000 or more hours 
time in service on the effective date of this 
AD. within the next 600 hours time in serv¬ 
ice. unless already accomplished within the 
last 2400 hours, and thereafter at Intervals 
not to exceed 3200 hours time In service, ac¬ 
complish Paragraph (e). 

(b) For airplanes with 30,000 to 34.999 
hours time In service on the effective date of 
this AD, within the next 1200 hours time 
In rcrvlce, unless already accomplished with¬ 
in the last 2000 hours, and thereafter at 
Intervals not to exceed 3200 hours time in 
rcrvlce, accomplish Paragraph <•). 

(c) For airplanes with 25,000 to 29.999 
hours time In service on the effective date 
of this AD. within the next 1600 hours time 
In service, unless already accomplished with¬ 
in the last 1600 hours, and thereafter at 
intervals not to exceed 3200 houra time in 
service, accomplish Paragraph (e). 

(d) For airplanes with less than 25.000 
hours time in service on the effective date 
of this AD. within the next 3200 hours time 
in service, unless already accomplished per 
McDonnell Douglas DC 9 Service Bulletin 
67-83. and thereafter at intervals not to ex¬ 
ceed 3200 hours time service, accomplish 
Paragraph (e). 

(e) Perform an X-ray Inspection of lower 
wing structure at all four pylon areas for 
cracks as outlined In Service Sketch 2576 of 

McDonnell Douglas DC-8 8ervlce Bulletin 
57-83. dated April 15. 1977. or later FAA 
approved revision. 

(f) If cracks are found in the wing spar 
cap and/or wing akin u a result of the 
inspections of Paragraph (e). repair before 
further flight In accordance with the provi¬ 
sions of McDonnell Douglas DC-8 Service 
Bulletin 57-83. dated April 15. 1977 or later 
PAA approved revision. Cracked pylon tee 
doublers shall be replaced before further 
flight if the cracks exceed the limits In Mc¬ 
Donnell Douglas DC 8 Service Bulletin 64- 
68, dated May 15. 1970. or later FAA ap¬ 
proved revision. 

<g) Equivalent Inspections and repairs 
may be used when approved by the Chief. 
Aircraft Engineering Division, FAA Western 
Region 

<h) Special flight permits may be Issued 
In accordance with FAR 21 197 and 21.199 
to operate airplanes to a base for the ac¬ 
complishment of Inspections required by 
this AD. 

This amendment becomes effective 
July 28, 1977. 

(See*. 313(a), 601. 603, Federal Aviation Act 
of 1958, as amended <49 C.8C. 1354(a), 1421, 
1423); sec. 6(c). Department of Transporta¬ 
tion Act <49 UJ3.C. 1656(c)); 14 CFR II 89 ) 

Note. — The Federal Aviation Administra¬ 
tion has determined that this document does 
not contain a majer proposal requiring prep¬ 
aration of an Economic Impact Statement 
under Executive Order 11821. as amended by 
Executive Order 11949, and OMB Circular 
A- 107. • 

Issued in Los Angeles, Calif., on July 14, 
1977. 

Ro8ekt H. Stanton. 

Director . FAA Western Region . 

(FR Doc 77-21026 Filed 7-22-77:8:46 am) 
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l Airworthiness Docket No. 77-SW-15; 
Arndt. 39-29621 

p AR T 39—AIRWORTHINESS DIRECTIVES 

Mooney Aircraft Corp. Models M20E. F. and 
J Airplanes 

AGENCY: Federal Aviation Administra¬ 
tion <FAA), DOT. 

ACTION: Final rule. 

8UMMARY: This amendment is being 
issued to amend Airworthiness Directive 
(AD) 77-08-06 to revise the Ust of af¬ 
fected oil coolers and airplanes and to 
require removal of suspect oil coolers 
before further flight. 

DATES: Effective date July 25. 1977. and 
was effective upon receipt for all re¬ 
cipients of the airmail letter dated July 
8. 1977. Compliance required prior to 
further flight after the effective date of 
this AD except that the airplane may be 
flown in accordance with FAR 21.197 to 
a base where the removal can be per¬ 
formed. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

James O. Price, Office of the Regional 
Counsel, or Martin J. Saunders. Pro¬ 
pulsion Section (A8W-214>. Engineer¬ 
ing and Manufacturing Branch. Flight 
Standards Division. Southwest Re¬ 
gion, Federal Aviation Administration. 
P.O. Box 1689. Fort Worth. Texas 
76101; telephone: 817-624-4911. ex¬ 
tension 524. 

SUPPLEMENTARY INFORMATION: 
The FAA has received reports of failure 
in service of the Stewart-Wamer Model 
8423H oil coolers identified in Amend¬ 
ment 39-2877. 42 FR 21102 ( AD 77-08- 
06), as amended bv Amendment 39-2903, 
42 FR 25723. Therefore, the compliance 
section of this AD is being revised. 

The principal authors of this document 
are Martin J. Saunders, Flight Standards 
Division, and James O. Price, Office of 
the Regional Counsel. 

Accordingly, and pursuant to the au¬ 
thority delegated to me by the Adminis¬ 
trator (14 CFR 11 89>. 4 39.13 of Part 39 
of the Federal Aviation Regulations (14 
CFR 39.13) Amendment 39-2877. 42 FR 
21102, Airworthiness Directive 77-08-06 
as amended by Amendment 39-2903 42 
FR 25723 ts amended as follows: 

1. By amending the list of applicable 
airplanes to read as follows: 

Moontt. Applies to Models M20E (Serial 
Numbers 101 through 466. 470 through 
1217. 1219. 1221. 1223 through 1308. 672001 
through 670062. 690001 through 890073. 
700001 through 700039. 700041 through 
700043. 700045 through 700052. 700055, 
700056 . 700060. 700061. 21-0001 through 
21-1180); M20P (Serial Numbers 670001 
through 670363. 670365 through 670385. 
670387 through 670482. 670484 through 
670539, 680001 through 680206. 690001 
through 690090, 690092. 700001 through 
700061. 700063. 700066. through 700070. 
700072. 22-0001 through 22-1437): M20J 
(Serial Number* 24-0001 through 24-0237) 
airplanes. 

2. By amending paragraph (a) of the 
compliance section to read as follows: 


(a) Before the next flight of the affected 
airplanes, remote the engine cowl and 
tUu&lly check the engine oil cooler to deter¬ 
mine whether It Is a Stewart-Warner Model 
8432H <8 N 001 and Up) 8432P (8/N 1610 
through 1717). 

(1) If the oU cooler Is not of the model and 
aerial numbers listed above, make an entry 
in the aircraft maintenance records Indicat¬ 
ing that this Airworthiness Directive (AD) 
has been accomplished and the airplane may 
be returned to service. 

Not*. —II your airplane was manufactured 
prior to March 1. 1975. and your oil cooler 
has not been replaced since that date, then 
your airplane docs not have a suspect oil 
cooler. 

<2) If the oil cooler is of a model and 
serial number listed above, before further 
flight after the effective date of this AD. the 
oU cooler must be removed and replaced 
with a serviceable Stewart-Wamer Model 
6432F-1 oil cooler, except that the airplane 
may be flown In accordance with FAR 21.197 
to a base where the removal and replacement 
can be performed. 

A pilot may perform the visual checks 
outlined In Item (a)(1) above pursuant to 
the provisions of FAR 43.3(h). 

Nor*.-—Few the requirements regarding 
the listing of compliance and method of 
compliance with paragraphs (a)(1) and (a) 
(2) of this AD In the aircraft permanent 
maintenance record, see FAR 91.173. 

3. By deleting paragraph (b>. 

Not*. —Mooney Service Bulletin M20-203. 
dated July 7. 1977, pertains to this same 
subject. 

(Secs. 313(a), 601. 603. Federal Aviation 
Act of 1958. as amended (49 U-S.C. 1354(a), 
1421, 1423): sec. 6(c). Department of Trans¬ 
portation Act (49 U.S.C. 1655).) 

Nor*.—The Federal Aviation Administra¬ 
tion has determined that this document does 
not contain a major proposal requiring 
preparation of an Economic Impact State¬ 
ment under Executive Order 11821, aa 
amended by Executive Order 11949, and OMB 
Circular A-107. 

Amendment 39-2877 became effective 
on April 21. 1977, and was effective upon 
receipt for all recipients of the airmail 
letter dated April 15. 1977. 

Amendment 39-2903 became effective 
May 19. 1977. and **as effective upon 
receipt for all recipients of the airmail 
letter dated May 16.1977. 

This Amendment 39-2962 becomes 
effective July 25, 1977, and was effective 
upon receipt for all recipients of the air¬ 
mail letter dated July 8. 1977. 

Issued in Fort Worth, Texas, on July 
8. 1977. 

Henry L. Newman, 
Director . Southwest Region. 

|FR Doc.77-21040 Filed 7-22-77:8:45 am) 


(Almpace Docket No. 77-WB-10I 

PART 71—DESIGNATION OF FEDERAL 
AIRWAYS, AREA LOW ROUTES, CON- 
TROLLED AIRSPACE, AND REPORTING 
POINTS 

Alteration of a VOR Airway 

AGENCY: Federal Aviation Adminis¬ 
tration (FAA). DOT. 

ACTION: Final rule. 


SUMMARY: This amendment will low. 
er the floor of VOR Airway (V-257) be¬ 
tween Grand Canyon. Arlz.. and Bryce 
Canyon. Utah. This action will allow air 
traffic control to provide increased serv¬ 
ice to aircraft transiting into and out of 
Bryce Canyon Airport on V-257. 

EFFECTIVE DATE: October 6. 1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. David F. Solomon. Airspace Reg¬ 
ulations Branch (AAT-230). Airspace 
and Air Traffic Rules Division. Air 
Traffic Service. Federal Aviation Ad¬ 
ministration. 800 Independence Ave¬ 
nue. SW., Washington, D.C. 20591, 
telephone 202-426-8530. 

SUPPLEMENTARY INFORMATION: 
The purpose of t his amendment to Sub¬ 
part C of Part 71 of the Federal Avia¬ 
tion Regulations (14 CFR Part 71) is to 
lower the floor of VOR Airway < V-257) 
between Grand Canyon. Arts., and 
Bryce Canyon, Utah. Subpart C of Part 
71 of the Federal Aviation Regulations 
was republished in the Federal Ricrsrn 
on January 3. 1977 (42 FR 307). 

A recent flight inspection of a seg¬ 
ment of V-257 revealed that lower flight 
altitudes could be used from Bryce 
Canyon. Utah, to the INT of the Bryce 
Canyon 161 ‘M and the Page Artt, 
261 *M radlaLs. The establishment of i 
noncompulsory reporting point is pro¬ 
posed for this INT to assist in reporting 
the safe position for on altitude change 
For IFR flights to take advantage of the 
lower altitudes, the floor of the airway 
along this segment of V-257 is lowered 
Under the circumstances presented 
the FAA concludes that this action is of 
benefit to the flying public and a minor 
matter on which the public would have 
no particular desire to comment There¬ 
fore. notice and public procedure there¬ 
on are unnecessary. 


Drafting Information 

The principal authors of this doetj- 
nent are Mr. David F. Solomon. Air 
rraffic Service, and Jack P Zimmer- 
nan. Office of the Chief Counsel. 


Adoption of the Amendment 

Accordingly, pursuant to the HUthcrt- 
ty delegated to me by the AdministriWj 
Subpart C of Part 71 of ^*7™ 
Aviation Regulations (14 CFR Part™ 
as republished (42 FR 307) is a 
effective 0901 GMT. October 6. 1977. 
follows: , _ 

In g 71.123: V-257 “Grand Canjttj 
38 miles 12 AGL. 40 miles 125 MSL/ 
miles 12 AGL. Bryce Canyon. Utah. J 
deleted and “Grand Canyon. 38 
12 AGL. 24 miles 125 MSL. 16 mW*” 
MSL. 26 miles 12 AGL, Bryce Can.oa 
Utah;” Is substituted therefor. 

(Secs 307(a) and 313(a). 

Act of 1958 (49 U.8 C. 1348(a) *ndj3WN ^ 
See 6(c). Department of > 

(49 US.C. 1655(C)); and 14 CFR U w 

Not*.—T he FAA ha* determined 
document does not contain a majo* P _ 
requiring preparation of an Ecniv 
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p*ct statement under Executive Order 
U$21, ft* amended by Executive Order 
11 >49, ftnd OMB Circular A-107. 

Issued In Washington. D.C- on 

July 19. 1977. 

William E. Broadwater. 

Chief , Airspace and Air 
Traffic Rules Division . 
|FR Doc 77-21250 Piled 7-22-77;8:45 am) 


Title 17—Commodity and Securities 
Exchanges 

CHAPTER II—SECURITIES AND 
EXCHANGE COMMISSION 

[felt** Noft 3-3-6843; 34-13758: 35-20112: 
39-478; IC-9857; IA-596J 

PART 203—RULES RELATING TO 
INVESTIGATIONS 

Oe’egation of Authority To Furnish Copies 
of Formal Orders 

AGENCY: Securities and Exchange 

Commission. 


ACTION: Pinal rule. 

SUMMARY: In the Interests of in¬ 
creased administrative efficiency, the 
Commission has delegated to Regional 
Administrators, Division Directors. As¬ 
sociate Directors and Assistant Direc¬ 
tors authority to decide whether to fur¬ 
nish to witnesses copies of formal orders 
of investigation. Formerly this author¬ 
ity was limited to Division Directors. 
The amendment will relieve the Division 
Directors of a needless expenditure of 
time, and yet insure that the decision 
to grant these requests will be exercised 
by experienced senior personnel of the 
Commission. 

P0R FURTHER INFORMATION CON¬ 
TACT: 


Thomas D. Hamill, Chief Counsel, Di¬ 
vision of Enforcement, Securities and 
Exchange Commission. 500 North 
Capitol Street, Washington, D.C. 
20549 < 202-376-8131). 


WW^EM ENTARY INFORMATION: 
iMer Rule 7 of the CommlMion’s Rules 
T*™* to Investigations, a witness 
request, be shown a copy of 
7* °*7 ler of investigation. Prior to this 
~n«iament. the Rule further provided 
witnesses shall not be provided 
* < ? plcs for thelr Mention except 
2®™* C £ prw5S a PP”>vaJ of the Dlree- 
im D *' rtelon o*“ Divisions conduct- 
As amended, the 
J? .t^ t) l 0rlzes Re 8 l0nal AdminLstra- 
and Associate and Assistant Direc¬ 


tors of concerned Divisions, as well as 
Directors, to make this decision. 

In view of the fact that this amend¬ 
ment relates solely to agency organiza¬ 
tion, procedure or practice, the Com¬ 
mission finds that notices and proce¬ 
dures under 5 U.8.C. 533 are unneces¬ 
sary. Accordingly, 17 CFR Part 203 is 
amended by revising paragraph (a) of 
I 203.7 to read as follows: 

§ 203.7 Rights of wilnrueft. 

(a) Any person who is compelled or 
requested to furnish documentary evi¬ 
dence or testimony at a formal investi¬ 
gative proceeding shall upon request be 
shown the Commission’s order of inves¬ 
tigation. Copies of formal orders of in¬ 
vestigations shall not be furnished, for 
their retention, to such persons request¬ 
ing the same except with the express 
approval of a Regional Administrator, 
or a Director. Associate Director or As¬ 
sistant Director of the Division or Di¬ 
visions conducting or supervising the 
Investigation. Such approval shall not 
be given unless the person granting 
such approval. In his discretion, is satis¬ 
fied that there exist reasons consistent 
both with the protection of privacy of 
persons involved in the investigation 
and with the unimpeded conduct of the 
investigation. 

• • • • • 

ID T0w, 7Pt * 77 w * 8 * 80a-37, 80b- 

By the Commission. 


GEORGE A. nTZSlMMONS, 

Secretary. 

July 15. 1977. 

|PR Doc.77-21311 Filed 7-22-77.8:45 am] 

Title 24—Housing and Urban Development 

CHAPTER X—FEDERAL INSURANCE AD¬ 
MINISTRATION. DEPARTMENT OF 
HOUSING AND URBAN DEVELOPMENT 

SUBCHAPTER B—NATIONAL FLOOD INSURANCE 
PROGRAM 


| Docket No FI 32081 

PART 1914—COMMUNITIES ELIGIBLE 
FOR THE SALE OF INSURANCE 

Status of Participating Communities 

AGENCY: Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 


SUMMARY: The purpose of this rule is 
to list those communities where the sale 
of flood insurance is authorized under 
the National Flood Insurance Program. 


Flood insurance policies for property 
located in the communities listed can be 
obtained from any licensed property in¬ 
surance agent or broker serving the 
eligible community, or from the National 
Flood Insurers Association servicing 
company for the state. 

DATES: The date that appears in the 
fourth column of the table is the effec¬ 
tive date of authorization for the sale of 
flood insurance. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Ad¬ 
ministrator. Office of Flood Insurance, 

202-755-5581 or Toll Free Line, 800- 

424-8872. Room 5270, 451 Seventh 

Street SW., Washington, D C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Flood Disaster Protection Act of 
1973 (Pub. L. 93-234) requires the pur¬ 
chase of flood Insurance as a condition 
of receiving any form of Federal or 
Federally related financial assistance for 
acquisition or construction purposes in 
a flood plain area having special hazards 
within any community identified for at 
least one year by the Secretary of Hous¬ 
ing and Urban Development. The 
requirement applies to all identified 
special flood hazard areas within the 
United States, and no such financial as¬ 
sistance can legally be provided for 
acquisition or construction except as au¬ 
thorized by section 202(b) of the Act. 
as amended, unless the community has 
entered the program. Accordingly, for 
communities listed under this Part no 
such restriction exists, although insur¬ 
ance. if required, must be purchased. 

The addresses of the National Flood 
Insurers Association Servicing compa¬ 
nies where flood insurance policies can 
be obtained, are published at $ 1912.7 
(24 CFR Part 1912). 

The Federal Insurance Administrator 
finds that delayed effective dates would 
be contrary to the public interest. The 
Administrator also finds that notice and 
public procedure under 5 U.S.C. 553(b) 
are impracticable and unnecessary. 

Section 1914.6 of Part 1914 of Sub¬ 
chapter B of Chapter X of Title 24 of 
the Code of Federal Regulations is 
amended by adding in alphabetical se¬ 
quence new entries to the table. In each 
entry, a complete chronolgy of effective 
dates appears for each listed community. 
The entry reads as follows: 


FEDERAL REGISTER, VOL 42, NO. 142—MONDAY, JULY 25, 1977 







37810 

S 1914.6 List of (HgiMr communities. 


RULES AND REGULATIONS 


fiuio 


County 


Location 


Effective date of aulhorlxaUon of Ml* of flood Hnxard area Comnuau 
Insurance foe area Identified N 0 


Alabama_Mobfla. 

Do._Lauderdale.... 


CttroaaU#. city of--— 

Florence, city of— . . 


Kentucky—. 

South Carolina_Laurens... 

IlUnods___Clinton. 


Maine....Piece tan uis... 

Do__ Cumberland. 


_July 23,1073, emertmry; June 17.1077. reynlar. 

_May 34, 1VT3, em^rvency; May 10, 1877, regu¬ 
lar; May 13, 1977, suspended; June 10, 1977, 
reinstated. 

.... Mar. 27,1973, enerfeory; June 17, 1977, Regu¬ 
lar. 

_Apr. 4,1974. emerfency; Jane 17,1977, Regular. 


Lear lab urf, city of..... 

Clinton, toarn of.. 

, Unincorporated areas.. . .. Juno 10. 1977. emergency 

Medford, town of..--June 22 , 1977 , 

. Bcbago, town of--- 


8u»i. 


New Jersey., 


Maine.. 

New York..Cayuga.. 


Green, township of___—_do.-......—.— 

Hudson, town of_.............._June 24, 1977, emergency. 

Conquest, town of....---—.do..... 


Oklahoma...Pittsburg_ 

Do...... Cofriancne_ 

Washington.. Wahkiakum.. 


A Id Arson, town of_____June 23. 1977, emergency---- 

Indiannoma, town of.----June 24. 1977, emergency--- 

Cathlamet, town of....—..—.........do................ 


Jan. 21,1973 
May 17,1974 
Mar. 23.1973 

May 17.1974 
Feb. 20.1973 
June 7,1974 
June 13,1973 
Dec. 20.1974 
Apr. 13.1977 
Feb. 1C 1973 
Jan. 17,1973 
Mar. 11.1977 
Nov. 1,1974 
May 1C 1973 
Jan, 1C 1977 
Aug. 1A1974 
Kept. 12.1973 
Apr. 9,1973 
Noe. 6,1973 
Apr. 2.1973 


OlflJTTA 

OUQIQA 


Tinm-g 

430U28 

1700444 

2XHI0 

WOOS-A 


X»WU 

ma 

nom 

iMT7 


(National Flood Insurance Act of 1968 (title XHI of the Housing and Urban Development Act of 1968); effective Jan. 28. 1969 (33 PB 
17804. Nov. 28. 1968). as amended. 42 UAO. 4001-4128; and Secretary's delegation of authority to Federal Insurance Administrator 
(34 FR 2680, Feb. 27, 1969) *s amended. 39 FR 2787. Jan. 24. 1974.) 


Issued: June 29.1977. 


(FR Doc 77-21131 Filed 7-22-77:8:45 am| 


Patricia Roberts Harris. 

Secretary. 


TRIe 26— Internal Revenue 

CHAPTER I—INTERNAL REVENUE SERV¬ 
ICE, DEPARTMENT OF THE TREASURY 

SUBCHAPTER D—MISCELLANEOUS EXCISE 
TAXES 

|TJ>. 74911 

PART 54—PENSION. ETC., EXCISE TAXES 

Exemptions for the Provision of Services or 
Office Space to Employee Benefit Rena, 
the Investment of Plan Assets In Bank 
Deposits, the Provision of Bank Ancillary 
Services to Plans, and the Transitional 
Rule for the Provision of Services to 
Plans 

Correction 

Tn FR Doc. 77-17894 appearing at page 
32383 In the Issue for Friday, June 24, 
1977, In | 54.4975-6(a>(6> Example (2). 
aopearlng in the middle column of page 
32386, the 9th line should be deleted, 
and in Its place the following should be 
Inserted: •'• • • to not a disqualified 
person with respect to • • 


Title 29—Labor 

CHAPTER XVII—OCCUPATIONAL SAFETY 
AND HEALTH ADMINISTRATION. DE¬ 
PARTMENT OF LABOR 

PART 1952—APPROVEO STATE PLANS 
FOR ENFORCEMENT OF STATE STAND¬ 
ARDS 

Iowa—Change In Level of Federal Enforce¬ 
ment and Notice of Intended Modifica¬ 
tion of Operational Agreement 

AGENCY: Occupational Safety and 
Health Administration, Labor. 

ACTION: Change in Level of Federal 
Enforcement. 

SUMMARY: This document provides no¬ 
tice that Federal concurrent enforce¬ 
ment authority with respect to occupa¬ 
tional health issues under section 18(e) 
of the Occupational Safety and Health 
Act of 1970 (hereinafter c&Ued the Act) 


(29 U.8.C. 667(e)) will be exercised in 
the State of Iowa effective July 25, 1977. 

EFFECTIVE: July 25.1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mabel Stanton, Project Officer. Office 
of State Programs, Occupational 
Safety and Health Administration. 
U-S. Department of Labor. 200 Consti¬ 
tution Avenue. NW., Room N-3608, 
Washington, D C. 20210. 202-523-8041. 

SUPPLEMENTARY INFORMATION: 

Background 

Part 1954 of Title 29. Code of Federal 
Regulations, sets out procedures under 
section 18 of the Occupational Safety 
and Health Act of 1970 (29 U.S.C. 667) 
(hereinafter referred to as the Act) for 
the evaluation and monitoring of State 
plans which have been apDroved under 
section 18(c) of the Act and 29 CFR Part 
1902. Section 1954.3 of this chapter pro¬ 
vides guidelines and procedures for the 
exercise of discretionary Federal en¬ 
forcement authority under section 18(e) 
of the Act with regard to Federal stand¬ 
ards in issues covered under an approved 
6tate plan. In accordance with f 1954.3 
(b) of this chapter. Federal enforcement 
authority will not be exercised as to oc¬ 
cupational safety and health issues cov¬ 
ered under a State plan where a State 
to operational. A 8tate to determined to 
be operational under 8 1954.3 fb) of this 
chapter when it has provided for the fol¬ 
lowing requirements: enacted enabling 
legislation, approved State standards, a 
sufficient number of qualified enforce¬ 
ment personnel, and provisions for the 
review of enforcement actions. In deter¬ 
mining whether and to what extent a 
State plan meets the operational guide¬ 
lines. the results of evaluations con¬ 
ducted under 29 CFR Part 1954 are 
taken into consideration. Once this de¬ 


termination has been made, under 
8 1954.3(f) of this chapter, a notice of 
the determination of the operations! 
status of a State plan as described in ad 
agreement setting forth Federal -State 
responsibility to to be published in the 
Federal Register. 

On July 20. 1973. notice of approval 
of the Iowa 18(b) plan was published 
(38 FR 19368) and on October 31. 1975, 
notice was published in the Fn>m i 
Register (40 FR 50717) that It had been 
determined that Iowa had met the con¬ 
ditions for operational status and of the 
signing of an agreement effective 
June 18. 1975. between Jerry Addy, Com¬ 
missioner of the Iowa Bureau of Labor 
and J. A. Reidingcr. Assistant Region*! 
Director for Occupational Safety and 
Health. UB. Department of Labor. The 
operational agreement sets forth the 
scope of the exercise of concurrent Fed¬ 
eral authority, specific areas of State re¬ 
sponsibility and delineates continuing 
Federal responsibilities In the State 
Under the terms and conditions of thli 
agreement the 8tate to obligated among 
other things, to retain a sufficient num¬ 
ber of qualified safety and health person¬ 
nel employed under an approved merit 
system. Condition 3 of the Agreement 
specifies retention of a minimum of three 
(3) Industrial hygienists (in addition » 
various safety inspectors and safety en¬ 
gineers) to satisfy this obligation. AjJ 
result of evaluation reports recafto 
under the monitoring system <29 CW 
1954 3(c)(1)) it was determined by w 
Assistant Secretary that problems pri¬ 
marily In the recruiting and training « 
qualified industrial hygienists resulted® 
the Iowa State program no longer 
Ing the criteria for operational status® 
the occupational health area. In vie* 
this determination, under 29 CFR 195 
<c> (3) provision to made for reinstate¬ 
ment of the appropriate level of coo- 
current Federal enforcement activity * 
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assure occupational safety and health 
protection to employees. By telegram 
dated July 20, 1977. the Assistant Sec¬ 
retary confirmed notification by the Re¬ 
gional Administrator on July 18, 1977* 
advising the State that effective July 25, 
1977, Federal concurrent enforcement 
authority will be exercised in the State 
with respect to occupational health 
issues os Jong as necessary to assure 
occupational health protection to em¬ 
ployees. This resumption of Federal con¬ 
current enforcement is intended to sup¬ 
plement the State’s enforcement activ¬ 
ities to assure maximum worker health 
protec tion, to allow the State reasonable 
time to concentrate efforts for the re¬ 
cruitment and training of its industrial 
hygiene staff and. finally, provide Fed¬ 
eral occupational health consultation as¬ 
sistance to State industrial hygiene 
personnel. 

The operational agreement will be 
formally modified to reflect the exercise 
of Federal concurrent enforcement au¬ 
thority with respect to occupational 

health issues. 

Location or the Plan and the Opera¬ 
tional Status Agreement for Inspec¬ 
tion and Copying 

A copy of the operational status agree¬ 
ment, along with the approved plan, may 
be inspected and copied during the nor¬ 
mal business hours at the following loca¬ 
tions: Office of the Directorate. Room 
N-3605. 200 Constitution Ave. NW.. 
Washington, DC. 20210; OSHA Tech¬ 
nical Data Center (TDC). Room N-3620 
200 Constitution Avenue NW.. Washing¬ 
ton. DC. 20210: Office of the Regional 
Administrator. Occupational Safety and 
Health Administration. 911 Walnut 
Street. Room 3000, Kansas City, Mis- 
wurl 64106: Iowa Bureau of Labor, State 
House East 7th and Court Avenue, Des 
Moines. Iowa 50319. 

Signed at Washington. DC. this 21st 

day of July. 1977. 


Eula Bingham. 

Assistant 

Secretary of Labor. 
(FR Doc .77-21450 Filed 7-22-77;8:45 am| 


Title 33—Navigation and Navigable Waters 


CHAPTER I—COAST guard. 

department of transportation 


[COD 76-105) 

PA * T 11G—ANCHORAGE REGULATIONS 
Special Anchorage Areas, Trinidad Bay, 
California 

AGENCY: Coast Guard, DOT. 

ACTION: Final Rule. 


SUMMARY: This amendment estab- 
n a specAai anchorage area in Trinl- 
n # Bay » California. The establishment 
E * special anchorage area in Trinidad 
neede<1 because the number of 
regularly using and mooring in 
harbor has substantially increased In 
* Past few years. In special anchorage 


areas, vessels under 65 feet in length, 
when at anchor, are not required to carry 
or exhibit anchor lights. 

EFFECTIVE DATE: This amendment is 
effective August 20.1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Captain Oeorge K. Greiner. Marine 
Safety Council (G-CMC/81). Room 
8117. Department of Transportation. 
Nasslf Building. 400 Seventh Street 
SW.. Washington, D.C, 20590 <202- 
426-1477). 

SUPPLEMENTARY INFORMATION: 
On December 23. 1976 the Coast Guard 
published a proposed rule <41 FR 55897), 
concerning this amendment. Interested 
persons were given until February 4, 
1977 to submit comments. No comments 
were received. 

DRAFTING INFORMATION: The prin¬ 
cipal persons involved in drafting this 
rule are: LCDR H. E. Snow. Project Man¬ 
ager, Office of Marine Environment and 
systems, and Mr. 8. D. Jackson. Project 
Attorney, Office of the Chief Counsel. 

In consideration of the foregoing. Part 
110 of Title 33. Code of Federal Regula¬ 
tions is amended by adding $ 110.127c to 
read as follows: 

§ 110.127c Trinidad Bay, California. 

The waters of Trinidad Bay beginning 
at the southern most point of Trinidad 
Head at latitude 41*03*04** N.. longitude 
124°08'56** W,; thence east to Prisoner 
Rock at latitude 41*03*09" N., longitude 
124*08*37** W.; thence east to latitude 
41*03 09" N.; longitude 124*03*19** W.; 
thence north to latitude 41*03*26" N.. 
longitude 124*08*21" W.; thence follow¬ 
ing the shoreline to Trinidad Bay in a 
westerly and southerly direction to the 
point of beginning. 

Non.—The area will be principally for use 
by iport and commercial fishing vessels. Tem¬ 
porary floats and buoys for anchoring will 
be allowed in the area Fixed moorings, piles 
or stakes are prohibited. All moorings shall 
be placed so that no vessel when anchored 
or moored shall at any time extend beyond 
the limits of the area. The anchoring of all 
vessels end placing of all moorings will be 
under the supervision of the City of Trinidad 
or such other authority as may be designated 
by the City Council of the City of Trinidad, 
California. 

(Sec. 1. 30 Stat. 98. as amended (33 U.8.C. 
180); sec. 6(g)(1) (B). 80 Stat. 937; <49 US.C. 
1665(g)(1)(B)), 49 CFR 1.46(c)(2).) 

Non.—The Coast Guard hss determined 
that this document does not contain a major 
proposal requiring preparation of an Eco¬ 
nomic Impact Statement under Executive 
Order 11821 as amended and OMB Circular 
A-107. 

Dated: July 18,1977. 

O. W. Siler. 

Admiral, U.S. Coast Guard, 
Commandant. 

|FR Doc.77-21323 Filed 7-22-77:8:45 am) 


Title 36—Parks. Forests, and Public 
Property 

CHAPTER I—NATIONAL PARK SERVICE, 
DEPARTMENT OF THE INTERIOR 

PART 7—SPECIAL REGULATIONS. AREAS 
OF THE NATIONAL PARK SYSTEM 

Glacier National Park. Mont, and Great 
Smoky Mountains National Park, N.C.- 
Tenn.; Food Storage Requirements 

AGENCY: National Park Service, In¬ 
terior. 

ACTION: Final rule. 

SUMMARY: This regulation restricts 
people from leaving food open under 
conditions where it would attract and be 
available to wildlife. This action is nec¬ 
essary to minimize property damage and 
personal injury Incidents which result 
from foraging activities of bears and 
other wildlife. 

EFFECTIVE DATE: July 25. 1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Phillip R. Iversen. Superintendent, 
Olacier National Park. West Glacier, 
Montana 59936. telephone 406-888- 
5441; or Boyd Evison. Superintendent. 
Great Smoky Mountains National 
Park. Gatlinburg. Tennessee 37738, 
telephone 615-436-5615. 

SUPPLEMENTARY INFORMATION: 
The purpose of these regulations is to 
enhance the safety of park visitors while 
at the same time ensuring the protection 
and continued existence of free-ranging 
wild animal populations by establishing 
controls on food and food containers in 
campsites. The experience of the Na¬ 
tional Park Service has shown that wild 
animals, particularly bears, can be at¬ 
tracted to readily available human foods, 
with the result that property can be 
damaged or personal injury and even 
death can occur. In a number of porks, 
the reduction of the availability of human 
food to wildlife through proper food 
storage and handling by campers has 
demonstrated that the possibility of 
wildllfe/human confrontations with 
tragic results is lessened. Thus wildlife 
will not become addicted to human foods, 
become nuisances or present threats to 
the safety of park visitors, nor will in¬ 
dividual animals need to be removed 
from the animal populations of the 
parks. 

Regulations similar to this one have 
been promulgated by a number of parks 
which have experienced difficulties with 
bears or other wildlife attracted to 
campgrounds by food. These regulations 
when proposed, did not result in a 
significant degree of public comment and 
have been generally well received by park 
visitors who are affected by the restric¬ 
tions. In view of this situation and the 
fact that the summer travel season has 
already begun, it is deemed unnecessary 
and impracticable to provide a notice of 
proposed rulemaking on this action or to 
delay its effective date for 30 days after 
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this publication. However, interested 
persons who wish to make comments or 
suggestions on those regulations may do 
by writing to cither of the respective 
park superintendents. All comments 
received will be reviewed to determine if 
revision of these regulations is neces¬ 
sary. 

(Section 3 of the Act of August 25. 1016. 
39 F.tat. 535 (16 US.C. 8); Section 4 of the 
Act of August 22. 1914. 38 Slot. 700 (16 
If.8.0. 170); 8ectlon 3 of the Act of April 29. 
1942. 56 Stat. 259 (10 U8.C. 403h-3); end 
245 DM-1 (42 FR 12931).) 

Drafting Information 

These regulations were drafted by the 
respective park superintendents, as 
Identified above. 

Note. —The National Pork Service has 
determined that this document does not 
contain a major proposal requiring prepara¬ 
tion of an Economic Impact Statement 
under Executive Order 11821 and OMB 
Circular A-107. 

Dated: July 20, 1977. 

William J. Whalen, 
Director . 

National Park Service. 

In consideration of the foregoing. 
|| 7.3 and 7.14 of Title 38, Code of Fed¬ 
eral Regulations. Is hereby amended as 
set forth below: 

1. A paragraph <h> is added to I 7.3 to 
read as follows: 

§ 7.3 Clarirr National Park. 

• • # • • 

<h> Camping. All food or similar 
organic material, as well as ice chests, 
cooking utensils, and food containers, 
must be kept in a closed vehicle that is 
constructed of solid, nonpliable material, 
or must be suspended at least 10 feet 
above the ground nnd 4 feet from any 
post, tree trunk, or limb. This restriction 
does not apply to food that is being 
transported, eaten, or prepared for eat¬ 
ing. 

2. A paragraph tc) is added to f 7.14 
to read as follows: 

§ 7.11 Great Smokv Mountain* National 
Park. 


(c> Camping. All food or similar 
organic material, as well as ice chests, 
cooking utensils, and food containers, 
must be kept in a closed vehicle that is 
constructed of solid, nonpliable material 
or in a trial shelter having bear exclosure 
fencing, or must be suspended at least 
10 feet above the ground and 4 feet from 
any post, tree trunk, or limb. This re¬ 
striction does not apply to food that is 
being transported, eaten, or prepared for 
eating- 

(FR Doc 77-21340 Filed 7-22-77:8:46 am) 


Title 40—Protection of Environment 

CHAPTER »—ENVIRONMENTAL 
PROTECTION AGENCY 

|FRLr-749-l) 

PART GOO—FUEL ECONOMY OF MOTOR 
VEHICLES 

Fuel Economy Labeling Procedures and Re¬ 
quirements for 1978 and Later Model 


Year Automobiles; Deletion of Fuel 
Economy Labeling Procedures for 1976 
Model Year Automobiles 

AGENCY: Environmental Protection 
Agency. 

ACTION: Interim rule. 

SUMMARY: The Environmental Protec¬ 
tion Agency <EPA> is establishing a new 
set of requirements for the format and 
content of the fuel economy labels for 
the 1978 and later model years. For the 
1978 model year, these requirements may 
be used in place of the present require¬ 
ments at the manufacturer's option. This 
action is intended to improve the impact 
of the labels by highlighting the perti¬ 
nent information on the label and direct¬ 
ing the consumer to the EPA/F'EA Gas 
Mileage Guide for details. EPA will re¬ 
quire a single label format to be used 
by all manufacturers for 1979 and subse¬ 
quent model year automobiles. This ac¬ 
tion also deletes the obsolete 1976 label¬ 
ing regulations. 

DATE8: Effective date: July 25, 1977. 
Date for submission of comments: Octo¬ 
ber 25.1977. 

ADDRESS: Administrator. Environ¬ 
mental Protection Agency. Attention: 
Office of Mobile Source Air Pollution 
Control (AW-455). 401 M St. 8W.. Wash¬ 
ington. D.C. 20460. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Gary E. Timm, Technical Advisor, 
Regulatory Management Staff, Office 
of Mobile Source Air Pollution Con¬ 
trol, U.S. Environmental Protection 
Agency. Washington. D.C. 20160. 

SUPPLEMENTARY INFORMATION: 
The requirements for the presently-used 
fuel economy labels and sample labels 
were issued on November 10. 1976 (41 FR 
49752; 40 CFR Part 600. Sifbpart D> 
under section 506 of the Motor Vehicle 
Information and Cost Savings Act, 15 
U.S C. 2006. It appears that these labels 
do not have the impact on the consumer 
which was originally Intended. The label 
is too wordy and repeats Information 
which appears on the price sticker and in 
the Guide. 

The new format contains less re¬ 
quired text than the 1977 labels and 
heightens the visual impact of the label 
by rearranging the presentation of Infor¬ 
mation. The new format is not required 
for the 1978 model year because of lend 
time constraints on manufacturers, but 
is being offered as an optional format for 
use by manufacturers. A single format 
will be made mandatory for later model 
year automobiles. In the meantime, man¬ 
ufacturers* cooperation Ls solicited in 
adopting the new format provided for in 
this document as soon as practicable. 

The following changes in the labeling 
format are being made. The label shall 
be titled M EPA Fuel Economy Estimates** 
to identify the source of the information 
and to emphasize that the value® are esti¬ 
mates. The fuel economy data for the 
vehicle will then be displayed in a hori¬ 
zontal row with a box around the com¬ 
bined mpg and the annual fuel cost esti¬ 


mate. This information will be followed 
by the vehicle description, then by the 
mpg range for comparable vehicles. At 
the bottom of each label will be a gen¬ 
eral reminder notice: "These numbers 
are estimates. Your actual mileage and 
cost will probably be different because 
of how, when, and where you drive Com¬ 
pare these estimates with others listed 
in the Gas Mileage Guide. Your dealer 
has Free copies/’ 

The currently required statements that 
the tests are conducted or approved b 7 
EPA and that the fuel economy and an¬ 
nual fuel cost estimates are based on 
tests of vehicles with frequently pur¬ 
chased options have been eliminated. 

EPA finds that notice and public pro¬ 
cedure before promulgating these interim 
regulations would be impracticable and 
contrary to the public interest because 
the lead time for manufacturers to make 
changes to their labeling plans for 1978 
is critically short; this action extends 
to manufacturers the opportunity of im¬ 
plementing a format which will result 
in a simpler, clearer, more understand¬ 
able label: and this action imposes no 
additional regulatory burden or cost 
upon the industry. For the same reasons, 
the Agency finds that there is good cause 
for making these interim regulations ef¬ 
fective on the date of publication in the 
Federal Register. 

EPA invites interested parties to sub¬ 
mit comments on these Interim regula¬ 
tions. These h.terim regulations will be 
replaced with final regulations after con¬ 
sideration of comments. Any chances in 
the final regulations will apply beginning 
no earlier than the 1979 model year since 
labeling for the 1978 model year will al¬ 
ready be taking place by the time the 
final regulations are Issued. 

Regulations for the labeling of 19<6 
model year vehicles were published u 
Subpart H of Part 600 of Title 40 on 
March 19. 1976 (41 FR 11506i under 
section 506 of the Motor Vehicle Infor¬ 
mation and Cost 8avings Act. Since these 
regulations were applicable only to the 
1976 model year which has passed, they 
are obsolete and are being deleted. Be¬ 
cause these regulations have no further 
effect, EPA finds good cause for deleuni 
them without prior notice and 
procedure and effective on July -5, m 

Not*— The Environmental F^****! 
Agency haa determined that this dorl 
does not contain a major wUon W*** 
preparation of an Economic Imp» ct 
under Executive Orders 1182i and 1194® * 
OMB Circular A-107. 

(Sec. SOI. Pub L. 04-163. 89 8UI »l« < W 
US.C. 3006).) 

Dated: July 18.1977. 

Barbara Blok- 
Acting Administrator. 

40 CFR Part 600 Is amended as f°** 
lows: 

Subpart D—Fuel Economy Regulations 

1977 end later Model Year Automo¬ 
biles—Labeling 

1. By adding a new I 600.306-78 Wen- 
tlcat to I 600 306-77 except that . P«» 
graphs <aHl> and (a)(2) read a* 
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| 600.306-78 Labeling requirement*. 
<§>•*• 

(1) Each manufacturer shall affix or 
cause to be affixed a general label as de¬ 
scribed In 5 600.308-77, or <at the option 
of the manufacturer) 5 600.308-78, or 
<2> At the option of the manufacturer, 
the requirements of this paragraph may 
be satL<»fied by labeling an automobile 
with a specific label, as described in 
1 600300-77 or (at the option of the 
manufacturer) 6 600.308-78 In place of 
the general label. 

• • • • • 
l By adding a new f 600.307-78 with 
paragraph (a) identical to paragraph 
(a) of 5 600.307-77, and otherwise read- 
tog as follows: 

§ 600.307-78 Format of label*. 

The fuel economy label must: 


rb> Contain the following Information 
which is illustrated on the sample label: 

U) The title: EPA Fuel Economy Es¬ 
timates. 

( 2 ) The combined fuel economy, an¬ 
nual fuel cost, city fuel economy, and 
highway fuel economy for the labeled 
vehicle as calculated in 5 600.206 or 
1600.207 as applicable, and as approved 
by the Administrator, 



(3) The word ‘'Model’' or the phrase 
"For This Car" as appropriate for gen¬ 
eral and specific fuel economy labels, 
respectively, followed by the model year, 
car line name and description of the 
labeled vehicle as described In the man¬ 
ner and degree of detail specified in 
i 600.308 or 5 600.309, as applicable. 

(A) A statement as to the availability 
of the fuel economy and cost ranges con¬ 
taining the date of availability and the 
vehicle class identification followed by 
the range of fuel economy estimates, and 
annual fuel costs. The ranges are deter¬ 
mined according to 5 600.311 and sup¬ 
plied to the manufacturer by the Admin¬ 
istrator. 

<c> Include the following: "Remind¬ 
er—These Numbers Arc Estimates. Your 
actual mileage and fuel coat will probably 
be different because of how. when, and 
where you drive. Compare these esti¬ 
mates with others listed in the Gas Mlle- 


§ 600.308-78 General label content*. 

The general fuel economy label must 
contain the following: 

(a> The information and statements 
described in § 600.307 (a) through (c). 

* * • 

4 By adding a new 6 600.309-78 iden¬ 
tical to 5 600.309-77 except that para¬ 
graph (b) is omitted and reserved, para¬ 
graphs (d) and (e) are omitted, and 
paragraph <a> reads as follows: 

§ 600.309—78 Specific label content*. 

The specific fuel economy label must 
contain the following: 

fa) The information and statements 
as described in 5 600.307 (a) through 
<c>; 

• • • • » 

5. By deleting Subpart H. 


age Guide. Your dealer has Free copies." 

A sample fuel economy label format 
for the 1978 model year is included in 
Appendix V. 

3. By adding a new 5 600.308-78 iden¬ 
tical to 5 600.308-77 except that para¬ 
graphs (c) and (d) are omitted and 


ouupon n—lueieicaj 

6. By adding a new Appendix V to read 
as follows: 

Appikdix V—Optional Fuel Economy Label 
Fobmat roi the 1978 Model Yea* 

The following sample label Illustrates the 
optional label format permitted for the 1978 


EPA 

FUEL ECONOMY ESTIMATES 


* 






Combined 

Annual Fuel 

City 

Highway 

AdmlmikiHwi 

MPG 

Cost 

MPG 

MPG 


12 

$ 812 

10 

16 



M0DEL 1978 Ajax with 300 cubic inch engine. 8 cylinders. 

automatic transmission, catalyst, 2 barrel car¬ 
buretor 


As of Septeaber 16, 

1977 the range of 5 

all LARGE cars 

was: 


9 to 15 Combined MPG 
1083 to $ 650 Annual Fuel Cost 


REMINDER 


THESE NUMBERS ARE ESTIMATES. Your actual mileage 
and fuel cost will probably be different because 
of how, when and where you drive. Compare these 
estimates with others listed in the Gas Mileage 
Cuide . Your dealer has FREE copies . 


|FR Doc.77-21032 Filed 7-22-77;8.« a:n| 
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Title 45—Public Welfare 

CHAPTER XX—NATIONAL HRE PREVEN¬ 
TION AND CONTROL ADMINISTRATION, 
DEPARTMENT OF COMMERCE 
PART 2010—REIMBURSEMENT FOR 

COSTS OF FIREFIGHTING ON FEDERAL 
PROPERTY 

Establishment of Chapter 


Correction 

In FR Doc. 77-19988 appearing in the 
issue for Monday, July 18. 1977 the fol¬ 
lowing corrections should be made: 

1. On page 36954, the paragraph en¬ 
titled. "FOR FURTHER INFORMA¬ 
TION". the telephone number should 
read. “202-632-9685". 

2. On page 36955. the 1st column. 2nd 
full paragraph. 3rd line should read. 
“4 2010.03 < 1) is revised so as to make 
it • • • w . 

<a> In the 2nd column. 2nd paragraph. 
2nd sentence should read, "Only if tech¬ 
nical legal title is in the United States 
can there be reimbursement.", 

ib) In the 4th paragraph. 5th sen¬ 
tence. the word "expressly" should be 
corrected. 

3. On page 36956, in 4 2010.02 Scope., 
the 1st word should read. “Fire • • *"• 

4. On page 36957, in 4 2010.11(j). in 
the 3rd column, should read: 


<J> Itemized list of direct expenses 
(e.g„ hours of equipment operation, fuel 
costs, consumables, overtime pay and 
wages tor any specially hired personnel) 
and direct losses (eg.. damaged or de¬ 
stroyed equipment, to include purchase 
cost, estimate of the cost of repairs, 
statement of depreciated value immedi¬ 
ately preceding end subsequent to the 
damage or destruction and the extent 
of insurance coverage > actually incurred 
in fighting the fire. A statement should 
be included explaining why each such 
expense or loss is considered by the 
claimant not to be a normal operating 
cost, or to be in excess of normal operat¬ 
ing costs: 

♦ • • • • 

5. On page 36958. in 4 2010.13<a>. the 
2nd sentence should read as follows: 
“• • • The Administrator will upon no¬ 
tice of protest and receipt of additional 
evidence reconsider his determination of 
the amount of Federal payments under 
4 2010.12(a) <2) but not his determina¬ 
tion of the amount of costs under $ 2010.- 
12(aHl>.“. 

Title 47—Telecommunication 

CHAPTER 1—FEDERAL 
COMMUNICATIONS COMMISSION 
| Docket Nos. 1M78 and RM-18421 
PART 91—INDUSTRIAL RADIO SERVICES 

Expanding the Permissible Uses of 450- 
470 MHz Off-Set Frequencies In the 
Business Radio Service; Correction 

PREAMBLE 

AGENCY: Federal Communications 
Commission. 

ACTION: Correction. 


SUMMARY: This document corrects 
the document appearing at 42 FR 24274. 
May 13. 1977. (FR Doc. 77-13785). 

EFFECTIVE DATE: June 13. 1977: Re¬ 
leased: May 31, 1977. 

ADDRESSES: Federal Communications 
Commission, Washington. D.C. 20554. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. James E. McNally, Jr., Industrial 
and Public Safety Rules Division. 
Safety and Special Radio Services 
Bureau (202-632-6497). 

SUPPLEMENTARY INFORMATION: 
In the matter of Amendment of Part 91 
of the Commission's Rules and Regula¬ 
tions to expand the permissible uses of 
45C-470 MHz off-set frequencies in the 
Business Radio 8crvice. 

The Appendix of the Commission's 
Memorandum Opinion and Order. FCC 
77-299. released May 7, 1977. and pub¬ 
lished as 42 FR 24274 is corrected by 
amending 4 91-8<a) (1) (ix) to read as 
follows: 

(lx) Any application involving a fre¬ 
quency in the 216-220 MHz band. 

Federal Communications 
Commission. 

Vincent J. Mullins, 

Secretary. 

(PR Doc.77-21240 Piled 7-22-77;8:45 *m| 


Title 49—Transportation 

CHAPTER V—NATIONAL HIGHWAY 
TRAFFIC SAFETY ADMINISTRATION 

(Docket No. 75-28; Notice 3) 

PART 567—CERTIFICATION 

PART 568—VEHICLES MANUFACTURED 
IN TWO OR MORE STAGES 

Certification of Multistage Vehicles 

AOENCY: . National Highway Traffic 
Safety Administration (NHT8A). 

ACTION: Final rule. 

SUMMARY: This notice amends the 
regulations that specify how a truck 
manufacturer meets its statutory respon¬ 
sibility to certify compliance of its prod¬ 
ucts with F>ederal motor vehicle safety 
standards. Most trucks are constructed 
in at least two separate stages and these 
regulations have required the basic 
“chassis-cab" manufacturer to provide 
necessary engineering calculations to the 
subsequent manufacturer that permits 
him to finish the vehicle and certify 
compliance. The decision in Rex Chain- 
belt v. Srinagar, 511 F. 2d 1215 (7th Cir. 
1975) directed the NHT8A to amend this 
regulation so that both manufacturers 
certify compliance to the degree their 
work affects the vehicle. 

DATE: Effective date July 25. 1977. 

ADDRESS: Petitions for reconsideration 
should refer to the docket number and 
be submitted to: Docket Section, Room 
5108, National Highway Traffic Safety 
Administration. 400 Seventh Street SW.. 
Washington. D.C. 20590. 

FOR FURTHER INFORMATION CON¬ 
TACT: 


David Fay. Motor Vehicle Programs, 
National Highway Traffic Safety Ad¬ 
ministration. Washington, D.C. 20590 
202-426-2817. 


SUPPLEMENTARY INFORMATION: 
This notice amends 49 CFR Part 547 , 
Certification, by adding a labeling ns 
quirement for chassis-cab manufacturers 
and modifying the labeling requirements 
for final stage manufacturers, in ac* 
cordance with the decision in Rex Chain- 
belt. Inc. v. Brinegar. 511 F. 2d 1215 1 7th 
Cir. 1975). Conf orming amendments are 
made to 49 CFR Part 568, Vehicles Man¬ 
ufactured in Two or More Stages Cer¬ 
tification labeling requirements for in¬ 
termediate manufacturers are proposed 
in a companion notice Issued today 'No¬ 
tice 4. 42 FR 37831). 


The notice is based on a proposal that 
was published as Notice 1 on October 3. 
1975 <40 FR 45847 >. Seventeen comments 
were received in response to the proposal 
The amendments are adopted essentially 
as proposed. The major change is 
that the list of permissible locations for 
the required certification labels has been 
extended to include the inward-facing 
surface of the driver's door, in order to 
accommodate the larger sizes of labels 
that can now be expected. Any submitted 
suggestions for changes that are not 
specifically mentioned herein are de¬ 
clined for cation or proposal at this time, 
on the b&s«s of all the information pres¬ 
ently available to the agency. 

The existing scheme for the certifica¬ 
tion of multistage vehicles is found to 
Parts 567 and 568 of Title 49. Code of 
Federal Regulations. Briefly, it requires a 
final-stage manufacturer to certify that 
his completed vehicle complies with ail 
applicable Federal motor vehicle safety 
standards, on the basts of <i> the work 
he has performed, and (ID the informa¬ 
tion concerning the incomplete vehicle’* 
conformity status with respect to each 
standard, found in a document (the 
“Part 568 document") supplied by those 
who have previously performed work on 
the Incomplete vehicle. This scheme b 
more fully described In the notice of pro¬ 
posed rulemaking at 40 FR 45847. 

Petitioners in the Rex Chainbelt case 
attacked the validity of the scheme as it 
applied to a company mounting remen 
mixers on chassis-cabs. The U& C<mn 
of Appeals for the Seventh Circuit to 
first opinion in this case, invahdatodti* 
scheme to the extent that it 
final-stage manufacturer who builds 
a chassis-cab to make the "sole certdfc*; 
tion of compliance of the entire vehicle 
Rex Chainbelt. Inc. v. Volpe. 486 F -a 
757, 761-762 (7th Cir. 1973). its 
opinion, the Court restated its ^Ming 
meaning that "in Instances where w 
customer purchases a 
its manufacturer and thereafter 

mixer from the mixer monufactun r. w 

•entire vehicle' must be certified 
certifications, with the chassis-cabma^ 
ufacturer certifying its chM^cab.^J 
with the mixer manufacturer certi. 
its mixer and the effect of the mounW 

if any, to thus obtain effecUve ccnuca 

tion of the entire vehicle. Rox t no 
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bit, Inc v Brincoar. 511 F.2d 1215, 1216 

TthCir. 1975)« 

Parts 567 and 566 arc amended today 
to conform to this decision. The basic 
charge In Part 567 Is to require the 
manufacturer of a chassis-cab to affix 
a certification label to his Incomplete 
vehicle, certifying its conformity status 
with respect to each standard that will 
be applicable to the vehicle as completed. 
He will divide the standards into three 
categories, according to the degrees to 
which conformity with them is ap¬ 
proached In his product, and certify es- 
«entiAlly the same facts about them as 
hare merely, up to now. been required to 
be indicated in the Part 568 document 
The final stage manufacturer who uses 
•he chassis-cab will then make a three- 
part certification statement (to the ex¬ 
tent that the three parts arc applicable) f 
corresponding to the three statements 
made by the chassis-cab manufacturer. 

More specifically, in the first category 
on Its label, the chassis-cab manufac¬ 
turer will state, 'This chassis-cab con¬ 
forms to Federal Motor Vehicle Safety 
Standard Nos. M listing the num¬ 

bers of the standards for which the 
statement is correct In the correspond- 
tr*f first category on its label, the flnal- 
manufacturer will state. "Con¬ 
formity of the chassis-cab to Federal 
Motor Vehicle Safety Standard Nos. 
-has not been affected by final¬ 
ise manufacture." This couplet con¬ 
forms precisely to the mandate of the 
Court that the chassis-cab manufacturer 
certify Us chassis-cab, and the final- 
‘tagp manufacturer certify as to the 
effect’' of its work. It is not necessary 
for all the standards that were placed 

* nrst category by the chassis-cab 
manufacturer to be similarly Included by 
the final-stage manufacturer in his first 
category. The latter manufacturer Is free 
•o “affect*' the manner in which the 
rotnpleted vehicle conforms to any such 
?«?**. *’ *•*•• b y removing and replac¬ 
ing mirrors or lights, as long as he ulti¬ 
mately certifies in his third (final) state- 
‘Tm ^° nform ^y to those affected stand- 
fistis. In the extreme case, if the flnal- 
nffw manuf »cturer wishes to exclude all 
^ vne standards from the first, category, 

* may omit this statement altogether. 

category of standards. 
are necessarily strongly af- 
both the chassis-cab and 
rz***** manufacturers do, is the 
tarRCt .°f the regulatory scheme. 
».w*? ond stat ement the chassis-cab 

5 ?i! 3 Urer wU1 ccrttf y- “This vehicle 
conform to Standard Nos.._ 

In accordance with 
Z*^ c , tlons contained In the Incom¬ 
ing docu n»nt furnished pursu- 
Sl£f.? ( C I£ P * 11568 " T* 1 ® flnal-staite 
corresponding statement 
**• Wuh respect to Standard Nos. 
vehicle has been completed 
afA.f p ‘? nre with the chassis-cab man- 
dm instructions." This statement 

10 the Court's opinion, 
esimni treat ment of this category 
SJ5® ■* simple. The final-stage 
iS u :^ c W r * r « in considering a standard 
scri m„V? e ® ne . “J 1 a,r brakes that Its 
mwlally ''afTect." wUl thus 
choice. He may confrom his com- 
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pletlon work to the instructions of the 
chassis-cab manufacturer, in which case 
he need only make a statement to that 
effect, thereby throwing the burden of 
conformity onto the chassis-cab manu¬ 
facturer. Or, he may deviate from those 
instructions, in which case the second 
statement becomes inapplicable as far as 
thtit standard is concerned, and instead 
include the standard In the residual 
third statement. Thus, the final-stage 
manufacturer will describe the "effect 
of <his> mounting, if any" either by say¬ 
ing he had remained within the Part 
568 document's limits, thereby actuating 
the chassis-cab manufacturer's certifica¬ 
tion, or by making an original certifica¬ 
tion of conformity. Again, if the final- 
stage manufacturer chooses to omit all 
standards from this second category, the 
second statement may be omitted. 

The third statement by the chassis- 
cab manufacturer will be. "Conformity 
to the other safety standards applicable 
to this vehicle when completed is not 
substantially affected by the design of 
the chassis-cab." The expression "sub¬ 
stantially affected" replaces "substan¬ 
tially determined", which appeared in 
the notice of proposed rulemaking, in 
order to clarify the meaning of this 
third statement. This subject is dis¬ 
cussed further below. The third state¬ 
ment by the final-stage manufacturer 
will be. ‘This vehicle conforms to all 
other applicable Federal Motor Vehicle 
Safety Standards in effect in (month, 
year)." Obviously, conformity to stand¬ 
ards concerning which the chassis-cab 
manufacturer makes no representation 
whatever, or to those where the final- 
stage manufacturer chooses not to fol¬ 
low the chassis-cab manufacturer's in¬ 
structions, must be assumed by the final- 
stage manufacturer. The regulation 
provides that where the first two state¬ 
ments are omitted, the word "other" be 
omitted from the third statement. In 
this form it covers both the cases where 
the final-stage manufacturer chooses 
not to follow the chassis-cab manufac¬ 
turer's instructions concerning any 
standards, and the cases involving in¬ 
complete vehicles other than chassis- 
cabs. to which the dual-certification 
scheme is inapplicable. Finally, it covers 
the cases where the final-stage manu¬ 
facturer considers the simple conformity 
statement to adequately represent his 
rights and duties. 

The Motor Vehicle Manufacturers As¬ 
sociation <MVMA) and several chassis 
manufacturers objected to the chassis- 
cab manufacturer’s type ( 1 ) certifica¬ 
tion. "It!his chassis-cab conforms to 
Federal Motor Vehicle Safety Standard 

Nos.on several grounds. The 

essence of these objections was that 
such a certification would be both mis¬ 
leading and beyond the statutory au¬ 
thority of the NT ITS A to require, be¬ 
cause there are no standards applicable 
to chassU-cab 6 . These commenters have 
referred to Section 114 of the National 
Traffic and Motor Vehicle Safety Act of 
1966, as amended (15 U.S.C. 1391 et 
seq.) (the Act), which requires certifi¬ 
cation that each "(motor) vehicle or 
Item of motor vehicle equipment con- 
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forms to all applicable Federal motor 
vehicle safety standards." They have 
correctly pointed out that a chassis-cab. 
because it is an Incomplete vehicle, is 
not a "motor vehicle" as that term is 
defined in section 102(3) of the Act. A 
chassis-cab is on item of "motor vehicle 
equipment", as that term is defined in 
section 102(4). While Federal motor 
vehicle safety standards have been 
issued for certain types of motor vehicle 
equipment, e.g.. tires and motorcycle 
helmets, no such standards have been 
Issued for chassis-cabs or other incom¬ 
plete vehicles. The NHTSA agrees that 
the chassis-cab manufacturer's type ( 1 ) 
certification specified in the rule adopted 
today is therefore not the certification 
that is explicitly required by section 114 
of the Act. Even so. the NHTSA con¬ 
siders the former certification to be 
meaningful and appropriate as part of 
a scheme for ensuring the full certifica¬ 
tion of completed motor vehicles by the 
proper manufacturing parties. Con¬ 
formity of a physical object (in this 
case, a chassis-cab) to a safety stand¬ 
ard is a concept distinct from that 
standard’s legal applicability to the ob¬ 
ject. For example, a chassis-cab Is not 
statutorily required to conform to Stand¬ 
ard No. 101. Control Location. Identifica¬ 
tion. and Illumination, because chassis- 
cabs are not listed in S3. Application of 
that standard. Nevertheless, a chassis- 
cab that docs in fact meet the substan¬ 
tive requirements of the standard is 
accurately described as "conforming" 
to it. 

The NHTSA does not consider the type 
( 1 > certification to be misleading pro¬ 
vided that It Is factually accurate. Any 
intimation to the reader of such a state¬ 
ment that the safety standards enumer¬ 
ated in it are applicable to the chassis- 
cab is outweighed by the need for full 
certification of completed motor vehi¬ 
cles. An untrue type (1) statement, of 
course, would be considered a noncom- 
pliance with 49 CFR Part 567. 

Ford Motor Company has suggested 
that, through the new certification 
scheme, the NHTSA seeks to impose 
safety standards on chassis-cabs indi¬ 
rectly—without a statutorily required 
consideration of whether they are "rea¬ 
sonable. practicable, or appropriate for 
the particular type of motor vehicle or 
item of motor vehicle equipment for 
which (they are) prescribed." This char¬ 
acterization of the new scheme is Incor¬ 
rect. With the three part certification 
statement, the chassis-cab manufacturer 
is merely certifying his product's status 
of conformity with respect to each of the 
safety standards that apply to the com¬ 
pleted vehicle. The only standards to 
which a chassis-cab must actually con¬ 
form are those that he has placed in the 
first category, and he is free to leave that 
category emnty by Including all the 
standards in the succeeding two. 

Indeed, the NHTSA has specifically 
relected the concept, urged by Ford and 
others, of Federal motor vehicle safety 
standards that apply to chassis-cabs. It 
is the completed motor vehicle with 
which the NHTSA is most concerned, 
because that is w r hat is driven on the 
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public highways. The performance capa¬ 
bilities of a chassis-cab affect motor ve¬ 
hicle safety only through their effect on 
the performance of the vehicle into 
which the chassis-cab is completed. The 
consequent inappropriateness of stand¬ 
ards applicable to chassis-cabs was dis¬ 
cussed fully in the notice of proposed 
rulemaking. 

The MVMA and several chassis manu¬ 
facturers also objected to the second 
type of chassis-cab certification—that 
the chassis-cab will conform to enumer¬ 
ated standards if it is completed in ac¬ 
cordance with the instructions found in 
the incomplete vehicle document. These 
commenters argued that such a certifica¬ 
tion statement would require the chassls- 
cab manufacturer to anticipate conduct 
over which he has no control. Because 
conditions on subsequent manufacturing 
are contained within a chassis-cab man¬ 
ufacturer’s type <2) certification state¬ 
ment, however, the statement’s truth or 
falsehood is established at the time of 
chassis-cab manufacture. The work that 
is actually performed on a chassis-cab 
following such a certification lias no 
bearing on that truth or falsehood. These 
objections are thus without foundation. 
The chassis-cab manufacturer is pro¬ 
tected against the wide variety of pos¬ 
sible methods of completion over which 
the NHTSA readily agrees he has no 
control. 

In a similar vein, the MVMA suggested 
that the chassis-cab certification state¬ 
ments would be susceptible to amend¬ 
ments made to the standards between 
the time of manufacture of the chassis- 
cab and the completion of the vehicle, 
and would thus be unacceptably open- 
ended. The MVMA is mistaken. The 
NHTSA interprets all the statements on 
the chassis-cab manufacturer’s label as 
made with respect to the Federal motor 
vehicle safety standards in effect at the 
time of manufacture of the chassis-cab. 
as that time is indicated on the label. 

As noted in the notice of proposed 
rulemaking, there is a factual limita¬ 
tion on the chassis-cab manufacturer's 
use of the third type of certification. 
Where the chassis design is an impor¬ 
tant determinant of a vehicle's ability 
to conform to a given standard, it Is 
incorrect to state (whether on a certi¬ 
fication label or in a Part 568 document) 
that conformity to that standard is "not 
substantially determined by the design 
of the chassis-cab." Ford and General 
Motors objected to this position, arguing 
that where the work of the Anal-stage 
manufacturer substantially determines 
conformity, the design of the chassis- 
cab must of necessity not substantial¬ 
ly determine conformity. The NHTSA 
rejects these objections. It is possible 
for a completed vehicle's conformity to 
a standard to be substantially deter¬ 
mined by both the design of the chassis- 
cab and the manner of completion by 
the Anal-stage manufacturer. Indeed, 
this is often the case with the braking 
standards and the fuel system Integrity 
standard, among others. To more pre¬ 
cisely characterize the agency's inten¬ 


tion and to eliminate further confusion 
on this subject, the expression "sub¬ 
stantially determined" in the chassis- 
cab manufacturers’ type <3) certiAcation 
is replaced by "substantially affected". 
In addition, an interpretive amendment 
is made to the description in Part 568 of 
the incomplete vehicle document, to 
effect the same substitution. 

Rexnord, Inc. (formerly Rex Chain- 
belt > argued that the proposed certi¬ 
Acation scheme would not comply with 
the Rex Chairibelt holding because it 
would require "that the Final Mfr. cer¬ 
tify the Chassis Mfr.’s materials, work¬ 
manship and design in some situations." 
The situations referred to are those in 
which a Anal-stage manufacturer 
affects the manner of conformity to a 
standard to which the chassis-cab has 
been certified in category (1) or departs 
from the completion Instructions for a 
standard respecting which the chassls- 
cab has been certified in category (2). 
Rexnord objects to the requirement 
that, in these situations, the final-stage 
manufacturer "unconditionally" certify 
the completed vehicle in category (3), 
on the ground that he should be able 
to "preserve so much of the prior cer¬ 
tiAcation as he has a right to rely on" 
despite his departure from the antici¬ 
pated manner of completion. 

The inAnite number of modifications 
that can be made by a Anal-stage manu¬ 
facturer in departing from the incom¬ 
plete-vehicle manufacturer's disposi¬ 
tion make "preservaUon" of the rem¬ 
nants of a prior certiAcation extreme¬ 
ly difficult under the general alloca¬ 
tion provisions of Part 567. For this rea¬ 
son. the Anal-stage manufacturer must 
rely on the requirement that the chas¬ 
sis-cab manufacturer’s certiAcation is 
permanently affixed to the vehicle and 
thereby "preserves" that portion of the 
prior certiAcation that can continue to 
be relied upon. 

Rexnord also argued that the comple¬ 
tion instructions supplied by chassis-cab 
manufacturers are often unreasonably 
restrictive. It urged that a new regula¬ 
tion be established to require those 
manufacturers to “test and certify 
various "approved modiAcations" of 
their chassis-cabs. The NHTSA con¬ 
siders such an approach to be as un¬ 
wise as the establishment of chassis- 
cab standards. While there may be many 
instances in which the chassis manu¬ 
facturer is in a better position than the 
Anal-stage manufacturer to take re¬ 
sponsibility for the safety of a modi¬ 
fication to the chassis, the variety 
of manufacturing situations militates 
against government interference with 
the freedom of manufacturers to allo¬ 
cate responsibility among themselves as 
they And it most appropriate. 

In response to Rexnord’s suggestion, 
the rule specifies that the name of the 
chassis-cab manufacturer be preceded 
on the label affixed by him by the words 
"CHASSIS-CAB MANUFACTURED BY" 
or "CHASSIS-CAB MFD BY". Omission 
of these words from the proposed rule 
was an oversight. The additional sug¬ 
gestion that the Anal-stage manufac¬ 


turer's name be preceded on his label by 
"FINAL STAGE MANUFACTURE BY* 
(or an abbreviation) rather than "MAN¬ 
UFACTURED BY’’ (or an abbreviation*. 
however, is not adopted. Even though the 
latter designation may oversimplify the 
Anal-stage manufacturer’s status, such 
a characterization is necessitated by the 
Act. In any event, the intimation that he 
is responsible for the entire vehicle is 
negated by the accompanying identifica¬ 
tion of t he ch assis-cab manufacturer. 

The NHTSA declines the suggestion of 
Mack Trucks that Gro6S Vehicle and 
Gross Axle Weight Ratings be required, 
or at least permitted as an option, to 
appear on the chassis-cab label There 
is great potential for user confusion if 
chassis-cab and Anal-stage manufactur¬ 
ers’ labels indicate different weight rat¬ 
ings. The need to avoid this confusion 
outweighs an interest in placarding 
weight ratings other than those of the 
completed vehicle. Therefore, Rexnord’s 
request—that the Anal stage manufac¬ 
turer who does not depart from a chassis- 
cab manufacturer’s weight ratings be 


permitted to refrain from "restating" 
those ratings—cannot be granted 

The Recreation Vehicle Industry As¬ 
sociation (RVIAi suggested a change in 
the deAnition of "chassLs-cab" to include 
certain incomplete vehicles that are 
completed as motor homes. These 
"chopped vans" and "Type C" motor 
home chassis, however, appear to lack 
the prerequisite completed occu pant 
compartments of the proposed definition. 
Because completeness of the occupant 
compartment is what sets chassis-cabs 
apart from other incomplete vehicles, the 
RVIA suggestion is declined. Accordingly, 
the deAnition Is adopted as proposed. 
For convenience, it is located in $ 5673 
rather than the deAnitions section or 
Part 571 of this title. Manufacturers arc 
reminded that Part 568 continues to re¬ 
quire the provision of a document with 
every incomplete vehicle, regardless of 
whether the incomplete vehicle, by virtue 
of being a chassis-cab, is also required 
by the rule issued today to be certified. 

The new chassis-cab certiAcation re- 
ouirements will take effect in one year. 
This is longer than all the lead t.mes 
requested by commenters. It prorides 
ample time for chassis-cab manufactur¬ 
ers to prepare for compliance. It also en¬ 
ables the NHTSA to evaluate the com¬ 
ments and take Anal action on ac¬ 
companying proposal to add certification 
requirements for intermediate manufac¬ 
turers with sufficient lead time remain¬ 
ing for those manufacturers. 

In consideration of the foregoing, tne 
following amendments are made w 
Chapter V of Title 49, Code of Federal 
Regulations. . . m 

A. Part 568. Vehicles Manufactured m 
Two or More Stages, is amended w 


§568.1 [Amended] 

1. In 1568.4(a)(7), the reference to 
"subparagraph <7> H is changed to 
parasraph <«>" and the word "deMT* 
mined" in the third statement is re¬ 
placed by the word "affected". 
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2. i 568.6(b) is amended to read: 

§ 568.6 Requirements for final-stage 
manufacturers. 


<a> * ’ * 

<b) Each Anal-stage manufacturer 
shall affix a label to the completed ve¬ 
hicle in accordance with 5 567.5 of this 

chapter. 

§ 568.7 1 Amended ] 

3. In 5 568.7(a). the expression 
"K 567.5(b) of this part*’ Is changed to 
m \ 567.5(e) of this chapter’*. 

4. In 5 568.7(b), the expression 
"|567.5<c> of this part” Is changed to 
-J 567.5(f) of this chapter**. 

§567.3 | Amended] 

B Part 567, Certification, is amended 

as follows: 

1. A definition is added at the end 

of 5 567 3 to read: 

“Chassis-cab’* means an incomplete 
vehicle, with a completed occupant com¬ 
partment. that requires only the addi¬ 
tion of cargo-carrying. work-performing, 
or load-bearing components to perform 
its intended functions. 

2 Section 567.4(c) Is amended to read: 

$567.4 Requirement* for manufactur¬ 
er* of motor vehicle*. 

• • • • a 

(c) Except for trailers and motor¬ 
cycles. the label shall be affixed to either 
the hinge pillar, door-latch post, or the 
door edge that meets the door-latch post, 
next to the driver's seating position, or 
if none of these locations is practicable, 
to the left side of the instrument panel. 
If that location is also not practicable, 
the label shall be affixed to the inward- 
facing surface of the door next to the 
driver s seating position. If none of the 
preceding locations is practicable, notlfl- 
mtion of that fact, together with draw¬ 
ings or photographs showing a suggested 
alternate location In the same general 
area, shall be submitted for approval to 
the Administrator. National Highway 
Traffic Safety Administration. Washing¬ 
ton. D C 20590. The location of the label 
be such that it is easily readable 
without moving any part of the vehicle 
except an outer door. 


• • • • # 

3. Section 567.5 is amended to read: 

§ 367.5 Requirements for mauufae- 
ttirrr* of vrhirln manufactured In 
«»r more stage*. 


{••Except as provided in paragraph 
V of section, each manufacturer 
Ji a chassis -cab shall affix a label to 
n uussls-cab manufactured on or 
July 25 * 1978 * ln location and 
weifled in § 567.4, that contains 
^ foh owing statements, to the extent 
^tthcyareapphcmble. 

chassis-cab conforms to 
^eral Motor Vehicle Safety Standard 
Thc statement shall be 
by ULSerUn 8 the numbers of 
i?Jtr£ ty Slan dards (e.g.. 101. 207) to 
,5f chas8l *-cab conforms. 

T*!! 5 vehicle will conform to 
ard N( *-if it is completed 


in accordance with the instructions con¬ 
tained in the incomplete vehicle docu¬ 
ment furnished pursuant to 49 CFR 
Part 568.’* The statement shall be com¬ 
pleted by Inserting the numbers of the 
safety standards conformity to which 
is substantially affected by both the de¬ 
sign of the chassis-cab and the manner 
in which the vehicle is completed <i.e., 
the standards listed under category (il) 
ln paragraph 568.4(a)(7) of this 
chapter). 

(3) ’’Conformity to the other safety 
standards applicable to this vehicle when 
completed is not substantially affected 
by thc design of the chassis-cab.” 

(4) Name of chassis-cab manufacturer 
preceded by the words ”CHASSIS-CAB 
MANUFACTURED BY” or “CHASSIS- 
CAB MFD BY”. 

(5) Month and year of manufacture 
of chassis-cab. This may be spelled out, 
as in “JUNE 1970”. or expressed in nu¬ 
merals. as in ”6/70”. No preface is 
required. 

<b> [Reserved]. 

(c) Except as provided in paragraphs 
(e) and <f) of this section, each final- 
stage manufacturer, as defined in f 568.3 
of Title 49 of the Code of Federal Regu¬ 
lations, of a vehicle manufactured in two 
or more stages shall affix to each vehicle 
a label, of the type and in the manner 
and form described in 5 567.4 of th is 
part, containing the following state¬ 
ments: 

(1) Name of final-stage manufacturer, 
preceded by the words “MANUFAC¬ 
TURED BY” or “MFD BY”. 

(2) Month and year in which final- 
stage manufacture is completed. This 
may be spelled out. as in ’’JUNE 1970”, 
or expressed in numerals, as In ”6/70”. 
No preface is required. 

(3) Name of original manufacturer 
of the incomplete vehicle, preceded by 
the words “INCOMPLETE VEHICLE 
MANUFACTURED BY” or ”INC VEH 
MFD BY”. This item and item (4) may 
be omitted in cases where the incomplete 
vehicle was a chassis-cab. 

(4) Month and year in which the 
original manufacturer of the incomplete 
vehicle performed his last manufactur¬ 
ing operation on the Incomplete vehicle, 
in the same form as (2 > above. 

(5) “GROSS VEHICLE WEIGHT 
RATING” or ”GVWR”. followed by the 
appropriate value in pounds, which shall 
not be less than the sum of the unloaded 
vehicle weight, rated cargo load, and 
150 rounds times the vehicle’s desig¬ 
nated seating capacity. However, for 
school buses the minimum occupant 
weight allowance shall be 120 pounds. 

(6) “GROSS AXLE WETOHT RAT¬ 
ING” or “OAWR”, followed by the ap¬ 
propriate value In pounds for each axle, 
identified in order from front to rear 
(eg., front, first intermediate, second 
intermediate, rear). The ratings for any 
consecutive axles having identical gross 
axle weight ratings when equipped with 
tires having the same tire size designa¬ 
tion may be stated as a single value, 
with the label indicating to which axles 
the ratings apply. 


Exampuc* or Combined Ratings 

OAWR: (a) All axle*—4080 with 7.00 x 15 
LT(D) tires; <b) Front—12,000 with 10.00 x 
20(0) tires. First intermediate to rear— 
15,000 with 13.00 x 20(H) tires. 

(7) The following statements, as ap¬ 
propriate. Statements <i) and <ii) shall 
be made only for vehicles that were 
originally delivered by an Incomplete ve¬ 
hicle manufacturer as a chassis-cab. 

<t) “Conformity of the chassis-cab to 
Federal Motor Vehicle Safety Standard 

Nos. . has not been affected by 

final-stage manufacture.” The statement 
shall be completed by inserting the num¬ 
bers of all or less than all of the stand¬ 
ards, and only those standards, to which 
the chassis-cab manufacturer has certi¬ 
fied thc vehicle under paragraph (a)(1) 
of this section. This statement may be 
omitted at the discretion of the final- 
stage manufacturer. 

(ii> “With respect to Standard Nos. 

-.the vehicle has been completed in 

accordance with the chassis-cab manu¬ 
facturer’s instructions.” The statement 
shall be completed by inserting the num¬ 
bers of all or less than all of the stand¬ 
ards. and only those standards, to which 
the chassis-cab manufacturer has made 
the conditional statement under para¬ 
graph (a)(2) of this section. This state¬ 
ment may be omitted at the discretion of 
the final-stage manufacturer. 

<iii> “This vehicle conforms to all 
other applicable Federal Motor Vehicle 
Safety Standards in effect in (month, 
vear>.” The date shown shall be no ear¬ 
lier than the manufacturing date of the 
incomplete vehicle, and no later than the 
date of completion of final-stage manu¬ 
facture. This statement may be omitted 
only if all standards applicable to the 
completed vehicle hAve been listed in the 
preceding two statements. If the first two 
statements are both omitted, the word 
•’other” shall be omitted from this state¬ 
ment. 

(8> Vehicle identification number. 

(9) The type classification of the ve¬ 
hicle as defined in $ 571.3 of Title 49 of 
the Code of Federal Regulations (e.g., 
truck. MPV. bus. trailer). 

(d> More than one set of figures for 
GVWR and GAWR, and one or more tire 
sizes, may be listed in satisfaction of the 
reculrements of paragraphs (c) (5> and 

(6) of this section, as provided in 
5 587.4(h). 

<e> If an Incomplete vehicle manufac¬ 
turer assumes legal responsibility for all 
duties and liabilities imposed by the Act, 
with resnect to the vehicle as finally 
manufactured, the incomplete vehicle 
manufacturer shall ensure that a label 
is affixed to the final vehicle in conform¬ 
ity with paragraph (c) of this section, 
except that the name of the in¬ 
complete vehicle manufacturer shall ap¬ 
pear instead of the name of thc final- 
stage manufacturer after the words 
“MANUFACTURED BY” or “MFD BY” 
required by subparagraph (c)(1) of this 
section, the additional manufacturer’s 
name required by subparagraph (c)(3) 
of this section shall be omitted, and the 
date required by subparagraph (c)<4) 
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of this section shall be preceded by the 
words "INCOMPLETE VEHICLE MANU¬ 
FACTURED” or "INC VEH MFD.” 

(f) If an Intermediate manufacturer 
of a vehicle assumes legal responsibility 
for all duties and liabilities Imposed on 
manufacturers by the Act, with respect 
to the vehicle as finally manufactured, 
the intermediate manufacturer shall en¬ 
sure that a label is affixed to the final 
vehicle In conformity with paragraph 
tc) of this section, except that the name 
of the intermediate manufacturer shall 
appear instead of the name of the final- 
stage manufacturer after the words 
"MANUFACTURED BY” or "MFD BY” 
required by subparagraph (c) (1) of this 
section. 

Effective dates: Part 587: All changes 
to the text of the Code of Federal Regula¬ 
tions should be made Immediately, to 
minimize confusion resulting from 


changes in the designation of para¬ 
graphs. The chassis-cab labeling require¬ 
ments are effective as indicated in 
5 567.5(a). Findings: Because 5 567.5(c) 
allows an alternative means of com¬ 
pliance with requirements previously set 
out in 5 567.5(a) and creates no addi¬ 
tional burden, the National Highway 
Traffic Safety Administration finds that 
an immediate effective date is in the 
public interest. Paragraphs <d) through 
(f) of I 567.5 are simply the prior para¬ 
graphs (b) through (d) transposed, with 
corrected cross-references. Because the 
amendment to 6 567.4(c) also allows an 
alternative means of compliance and 
creates no additional burden, the NHT8A 
finds that an immediate effective date 
for this amendment Is also in the public 
Interest. Similarly, the addition of a defi¬ 
nition to 5 5673 creates no additional 
burden. 


Part 568: These amendments are ef¬ 
fective immediately. The amendment to 
5 568.4(a)(7) is interprectlve in nature. 
Because the amendments to 55 568.6 and 
568.7 relieve restrictions and create no 
additional burdens, the NHTSA finds 
that an immediate effective date for 
them is also in the public Interest. 

The principal program official and 
lawyer responsible for preparation of 
this rulemaking document are David Pay 
and Mark Schwimmer, respectively. 

(Secs. 103. 106. 112, 114. 112. Pub. L. 

80 SUt. 718 (16 U.8.C. 1392. 1397. 1401. 1403. 
1407); delegation of authority at 49 CPR 
1.50.) 

Issued on July 8, 1977. 

Joan Claybrook, 
Administrator , 
|FR Doc.77-21119 Filed 7-22-77:8:45 am] 
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theta noticea Is to give interested persona an opportunity to participate In the rule making prior to the adoption of the final rules. 


DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 
[ 7 CFR Part 945 ] 

IRISH POTATOES GROWN IN CERTAIN 
DESIGNATED COUNTIES IN IDAHO AND 
MALHEUR COUNTY, OREGON 

Vegetables: Import Regulations; Notice of 
Proposed Amendment No. 1 to Handling 

Regulation 

AGENCY: Agricultural Marketing Serv¬ 
ice, USDA. 

ACTION: Proposed rule. 

SUMMARY: This proposed amendment 
to the handling regulation would require 
fresh market shipments of potatoes 
grown in certain counties In Idaho and 
Malheur County, Oregon, to be inspected 
and meet minimum grade, size, cleanli¬ 
ness. maturity and pack requirements 
during the period August 16. 1977, 
through July 31. 1978. The amendment 
would promote orderly marketing of such 
potatoes by keeping less desirable sizes 
and qualities from being shipped to con¬ 
sumers. 


DATE; Comments due August 9. 1977. 

ADDRESSES: Comments should be sent 
to: Hearing Clerk, Room 1077 8outh 
Building, US. Department of Agricul¬ 
ture, Washington, D.C. 20250. Two copies 
of all written comments shall be sub¬ 
mitted, and they will be made available 
for public inspection at the office of the 
Hearing Clerk during regular business 
hours. 

FOR FURTHER INFORMATION CON¬ 
TACT: 


Charles R. Brader, Deputy Director. 
Fruit and Vegetable Division. AMS. 
US. Department of Agriculture, Wash¬ 
ington, D.C. 20250. telephone 202- 

447-3545. 


SUPPLEMENTARY INFORMATION : 
Marketing Agreement No. 98 and Order 
No 945. both as amended <7 CFR 945), 
regulate the handling of potatoes grown 
jn designated counties in Idaho and Mal- 
neur County. Oregon. It is effective 
tmder the Agricultural Marketing Agree- 
Act of 1937. as amended (7 U.S.C. 
J01-674). The Idaho-Eastern Oregon 
Potato Committee, established under the 
order u responsible for Its local 

administration. 


notice is based upon rccommen- 
n^nde by the committee at its 
WNic meeting in Twin Falls, Idaho, on 
•June 15. 1977. 

WWWd amendment would ex- 
, current regulation, which is 
; ‘ ir 10 those issued during post 


The grade, size, cleanliness, maturity, 
pack and inspection requirements rec¬ 
ommended herein are necessary to pre¬ 
vent potatoes of low quality or unde¬ 
sirable sizes from being distributed to 
fresh market outlets. The specific pro¬ 
posed requirements would benefit con¬ 
sumers and producers by standardizing 
and improving the quality of the pota¬ 
toes shipped from the production area, 
thereby promoting orderly marketing 
and would tend to effectuate the de¬ 
clared policy of the act. 

Exceptions would be provided to cer¬ 
tain of these requirements to recognize 
special situations in which such require¬ 
ments would be inappropriate or 
unreasonable. 

A specified quantity of potatoes would 
be exempt from maturity requirements 
In order to (X) permit growers to make 
test diggings without loss of the potatoes 
so harvested or <2> allow a lot to be 
shipped which afer regrading, meets the 
grade and size requirements but then 
fails to meet the maturity requirements, 
possibly due to further “skinning” as 
a result of running the potatoes over the 
grader again. 

Shipments would be permitted to cer¬ 
tain special purpose outlets without re¬ 
gard to minimum grade, size, cleanliness, 
maturity and pack requirements, pro¬ 
vided that safeguards were met to pre¬ 
vent such potatoes from reaching un¬ 
authorized outlets. Since no purpose 
would be served by regulating potatoes 
used for charity purposes, such ship¬ 
ments would also be exempt. Certified 
seed and seed pieces cut from stock eli¬ 
gible for certification would also be so 
exempted, because requirements for this 
outlet differ grealty from those for fresh 
market. 

Potatoes used for experimentation 
have special requirements and do not 
normally enter commercial channels of 
trade. Potatoes for most processing uses 
are exempt under the legislative au¬ 
thority for this part. 

Requirements for export shipments 
differ from those for domestic markets. 
While the standard quality requirements 
are desired in foreign markets, smaller 
sizes are more acceptable. In commercial 
prepeeling, operators can use potatoes 
with surface defects which would be un¬ 
desirable for the tablestock market, and 
smaller sizes are acceptable. Therefore, 
different requirements are proposed for 
export and prepeeling shipments. 

The proposed amended handling regu¬ 
lation is as follows: 

§ 915.336 Handling regulation*. 

During the period August 16. 1977. 
through July 31. 1978. no person shall 
handle any lot of potatoes unless such 


potatoes meet the requirements of para¬ 
graphs (a). <b>, <c) and (d) of this sec¬ 
tion. or unless such potatoes arc handled 
in accordance with paragraphs (e>. (f). 
or (g) of this section. 

(a) Minimum quality requirements — 

(1) Grade . All varieties. —UJ3. No. 2 or 
better grade. 

(2) Sue —(i) Round red varieties .— 
17k inches minimum diameter. 

(11) All other varieties. 2 Inches min¬ 
imum diameter, or 4 ounces minimum 
weight. 

(ill) All varieties. Size B if XJB. No. 
1 or better grade. 

(3) Cleanliness. All varieties. “Fairly 
clean.” 

(b) Minimum maturity requirements .— 

(1) White Rose and red skin varieties 
Beginning the effective date hereof 
through December 31. 1977. “moderately 
skinned”; thereafter no maturity re¬ 
quirements. 

(2) Norgold variety. “Slightly 
skinned.” 

(3) All other varieties . “Slightly 
skinned/* 

(4) Exceptions. (!) Subject to compli¬ 
ance with subdivision (111) of this sub- 
paragraph. any lot of potatoes not ex¬ 
ceeding a total of 50 hundredweight of 
each variety may be handled for any pro¬ 
ducer without regard to the foregoing 
maturity requirements. 

(11) If an officially Inspected lot of po¬ 
tatoes meets the foregoing maturity re¬ 
quirements. but fails to meet the grade 
and size requirements, the lot may be 
regraded. If, after regrading, such lot 
then meets the grade and size require¬ 
ments but fails to meet the maturity re¬ 
quirements. as Indicated by the applica¬ 
ble Federal-State inspection certificate, 
such lot if not exceeding 100 hundred¬ 
weight shall be exempt from the fore¬ 
going maturity requirements if the han¬ 
dler complies with subdivision (ill) of 
thLs subparagraph. 

(iii) Prior to each shipment of pota¬ 
toes exempt from the foregoing maturity 
requirements, the handler thereof shall 
report to the committee the name and 
address of the producer of such potatoes, 
and each such shipment shall be han¬ 
dled as an identifiable entity. 

(c) Pack. (1) When 50-pound con¬ 
tainers (except master containers) of 
long varieties of potatoes are marked 
with & count, size or similar designation 
they must meet the count, average count 
and weight ranges for the count designa¬ 
tion listed below. 
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Ran** 

Count Arm** rottnl Weight 


l^rtrr than SO 10 pet orw or under 5 prt orer or under IS at or l«i**r 

fifl. .45 fo 56....4* to 53. 1/to 19. 

SL-..34 loW-37 to€3.~. 10 to lto. 

TtL,.«3 »o 77..«7 to 74.* to IS. 

...7?to«.~.Tfttoftl.Mo IS. 

00..W to W ...»to Oft. 7 to 12. 

100.... W to 110..* to 106..♦ to 10, 

no...»to 121. 106 to lift.6 to ft. 

120... Iff* to 132-.114 to 12ft.4 to ft. 

130..„. 117 to 14*.._.124 to 1*7.4 lot 

140 ...irft to 154..133 to 147.4 to A 

Sinmfler than 140.10 pet orn or urulrr.ft pet over or under.-4 to A 


t Applicable to lots. 

The following tolerances by weight, are 
provided for potatoes in any lot which 
fail to meet the weight range (or the 
designated count : 

(1) Not to exceed 5 percent for under¬ 
size: and 

<ii) Not to exceed 10 percent for over¬ 
size. 

(2) Potatoes packed in 50-pound car¬ 
tons shall be U.S. No. 1 or better grade. 

(d) Inspection. (1) No handler shall 
handle potatoes unless such potatoes are 
Inspected by either the Idaho Federal- 
State Inspection Service or Oregon Fed¬ 
eral-State Inspection Service and are 
covered by a valid Inspection certificate 
except when relieved of such requirement 
pursuant to paragraph <e). <f>. or <g> of 
this section. 

r2) Each lot moving by truck shall be 
accompanied by a copy of a valid in¬ 
spection certificate, 

<e> Special purpose shipments. (1) 
The minimum grade, size, cleanliness, 
maturity and pack requirements set forth 
In paragraphs <a>. (b) and (c> of this 
section shall not be applicable to ship¬ 
ments of potatoes for any of the follow¬ 
ing purposes: 
ci) Charity: 
til) Certified seed: 

(ill) Seed pieces cut from stock 
eligible for certification as certified 
seed: 

(iv) Experimentation: and 
<v) Canning, freezing and ‘'other 
processing" as hereinafter defined: Ex¬ 
cept shipments of potatoes for the pur¬ 
pose specified in this subdivision (v) 
shall be exempt from inspection require¬ 
ments specified In ft 945.65 and para¬ 
graph (d) of this section and from as¬ 
sessment requirements specified in 
ft 945.42. 

(2) The minimum grade, size, clean¬ 
liness, maturity and pack requirements 
set forth in paragraphs (a), (b) and (c) 
of this section shall be applicable to 
shipments of potatoes for each of the 
following purposes: 

(i) Export. Except potatoes of a size 
not smaller than 1% inches In diameter 
may be shipped if the potatoes grade 
not less than U.3. No. 2: and 

(11) Prepeeling. Except potatoes of a 
size not smaller than 1% inches in 
diameter may be shipped if the potatoes 
grade not less than Idaho Utility or 
Oregon Utility grade. 

(f> Safeguards. (1) Each handier 


making shipments of potatoes for chari¬ 
ty, seed pieces cut from stock eligible 
for certification, experimentation, ex¬ 
port, or for prepeeling pursuant to para¬ 
graph (e) of this section shall: 

(!) First, apply to the committee for 
and obtain a Certificate of Privilege to 
make shipments for each purpose; 

<ii) Upon request by the committee, 
furnish reports of each shipment pur¬ 
suant to the applicable Certificate of 
Privilege; 

(ill) At the time of applying to the 
committee for a Certificate of Privilege, 
or promptly thereafter furnish the com¬ 
mittee with a receiver’s or buyer’s cer¬ 
tification that the potatoes so handled 
are to be used only for the purpose stated 
in the application and that such receiver 
will complete and return to the com¬ 
mittee such periodic receiver’s reports 
that the committee may require. 

(iv> Mail to the office of the commit¬ 
tee a copy of the bill of lading 
for each Certificate of Privilege ship¬ 
ment promptly after the date of 
shipment: 

(v) Bill each shipment directly to the 
applicable receiver. 

(2) Each handler making shipments 
of potatoes for canning, freezing, or 
"other processing" pursuant to para¬ 
graph (e) of this section shall: 

(i) First apply to the committee for 
and obtain a Certificate of Privilege to 
make shipments for processing; 

(11) Make shipments only to those 
firms whose names appear on the com¬ 
mittee’s current list of manufacturers of 
potato products: 

(iii) Upon request by the committee, 
furnish reports of each shipment pur¬ 
suant to the applicable Certificate of 
Privilege; 

(lv) Mall to the committee’s office a 
copy of the bill of lading for each Certif¬ 
icate of Privilege shipment promptly 
after the date of shipment; 

(v) Bill each shipment directly to the 
applicable processor. 

(3) Each receiver of potatoes for 
processing pursuant to paragraph <e> of 
this section shall: 

(i) Complete'and return an applica¬ 
tion form for listing as a manufacturer 
of potato products; 

(ii) Certify to the committee and to 
the Secretary that potatoes received 
from the production area for processing 
will be used for such purposes and will 


not be placed In fresh market channels; 

(lii) Report on shipments received as 
the committee may require and the 
Secretary approve. 

(g) Minimum quantity exception . 
Each handler may ship uo to. but not to 
exceed, five hundredweight of potatoes 
any dav without regard to the inspection 
and assessment requirements of this 
part, but this exception shall not apply 
to any shipment that exceeds five 
hundredweight of potatoes. 

(h) Definitions. The terms "U.8. No. 
1 ," 'TJA No. 2.“ ‘‘Size B.“ ‘‘fairly clean/’ 
"moderately skinned.” and "slightly 
skinned,” shall have the same meaning 
as when used In the United States Stand¬ 
ards for Potatoes (ftft 51.1540-51.1566 of 
this title), Including the tolerance* set 
forth therein. The term “prepeeling" 
means the commercial preparation in 
a prepecllng plant of clean, sound, fresh 
potatoes by washing, peeling or other¬ 
wise removing the outer skin, trimming 
sorting, and properly treating to prevent 
discoloration preparatory to sale in one 
or more of the stvles of peeled potatoes 
described in 152 2422 of the United 
States Standards for Peeled Potatoes (7 
CFR Part 52). The term “other process¬ 
ing” has the same meaning as the term 
appearing in the act and includes, but Ls 
not restricted to, potatoes for dehydra¬ 
tion. chips, shoestrings, starch, and 
flour. It Includes onlv that preparation 
of potatoes for market which involves the 
application of heat or cold to such an 
extent that the natural form of stability 
of the commodity undergoes a sub¬ 
stantial change. The act of peeling, cool¬ 
ing. slicing, dicing, or applying material 
to prevent oxidation does not constitute 
“other processing/’ The terms “Idaho 
Utility” grade and “Oregon Utility*’ 
grade shall have the same meaning a* 
when used in the respective standards 
for potatoes for the respective States, 
Other terms used in this section shall 
have the same meaning as when used In 
Marketing Agreement No. 98 and Order 
No. 945. both as amended. 

(1) Applicability to imports. Pursuant 
to section 8e of the ac t an d ft 980 1 “Im¬ 
port regulations” (7 CFR 980.1), Irish 
potatoes of the long varieties imported 
during the effective period of this section 
shall meet the grade, size, quality and 
maturity requirements specified in par¬ 
agraphs (a) and <b) of this section. 

Dated: July 20, 1977. 

Charlxs R. Brack*. 

Deputy Director , Fruit and 
Vegetable Division. Agricul¬ 
tural Marketing Service. 

(PH Doc.77-21359 Filed 7-22-77:8:45 am) 


[ 7 CFR Part 947 ] 

IRISH POTATOES GROWN IN MODOC AND 
SISKIYOU COUNTIES IN CALIFORNIA 
AND IN ALL COUNTIES IN OREGON 
PYrPPT MAIHFUP COUNTY 


Proposed Handling Regulation 
AGENCY: Agricultural Marketing Serv¬ 
ice. USDA. 


ACTION: Proposed rule. 


FEOERAl REGISTER, VOL 41, NO. 142—MONDAY, JUIV 2S, 1977 












































PROPOSED RULES 


37821 


SUMMARY: This proposed regulation 
would require fresh market shipments of 
potatoes grown in Modoc and 8iskiyou 
Counties in California and all counties 
in Oregon except Malheur County to be 
inspected and meet minimum grade, size, 
cleanliness, pack and maturity require¬ 
ments. The regulation should promote 
orderly marketing of such potatoes by 
keeping less desirable sizes and qualities 
from being shipped to consumers. 

DATE: Comments due August 9, 1977. 

ADDRESSES: Comments should be sent 
to: Hearing Clerk, Room 1077 South 
Building. U B. Department of Agricul¬ 
ture, Washington, D.C. 20250. Two copies 
of all written comments shall be sub¬ 
mitted. and they will be made available 
for public inspection at the office of the 
Hearing Clerk during regular business 
hours. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Charles R. Brader, Deputy Director. 
Fruit and Vegetable Division. AMS, 
US. Department of Agriculture. 
Washington. D.C. 20250. Telephone 
202-447-3545. 

SUPPLEMENTARY INFORMATION: 
Marketing Agreement No. 114 and 
Order No. 947. both as amended, regu¬ 
late the handling of potatoes grown in 
designated counties of California and 
Oregon. It is effective under the Agri¬ 
cultural Marketing Agreement Act of 
1937, as amended (7 U.S.C. 601-674). 
The Oregon-California Potato Commit¬ 
tee, established under the order, is re¬ 
sponsible for its local administration. 

This notice is based upon recommen¬ 
dations made by the committee at its 
public meeting In Klamath Falls. Ore¬ 
gon. on June 16. 1977. 

The grade, size, maturity, pack, clean¬ 
liness and inspection requirements rec¬ 
ommended herein are the same as those 
Issued during the last season. They are 
nectary to prevent potatoes of low 
quality or undesirable sizes from being 
distributed to fresh market outlets. 
These specific proposals would benefit 
consumers and producers by standard¬ 
izing and improving the quality of the 
potatoes shipped from the production 
area, thereby promoting orderly mar¬ 
keting and would tend to effectuate the 
declared policy of the act. 

The committee recommends that po¬ 
tatoes grown In and shipped from Dis¬ 
trict No. 5 be a minimum of 2 inches or 
4 ounces. All handlers In District 5 de- 
«red this amendment because it makes 
requirements in their district con¬ 
form to those In effect under Marketing 
Order 946 covering the State of Wash¬ 
ington District No. 5 borders on Wash¬ 
ington Washington handlers are their 
competitors, and potatoes move 
irjeiy across the State line. 

Excentions would be provided to cer- 
°; requirements to recognize 
al situations in which such require¬ 
ments would be inappropriate or un¬ 
reasonable. 

»«i^ SI i ectlon re <hdrem*nt« would be mod- 
for certain handlers whose facili¬ 


ties are located far enough from major 
production areas to cause a substantial 
financial burden in maintaining a full¬ 
time Federal-State inspector. 

A specified quantity of potatoes would 
be exempt from maturity requirements 
In order to permit growers to make test 
diggings without loss of the potatoes so 
harvested. 

Shipments would be permitted to cer¬ 
tain special purpose outlets without re¬ 
gard to minimum grade, size, cleanliness, 
maturity, pack and inspection require¬ 
ments, provided that safeguards were 
met to prevent such potatoes from 
reaching unauthorized outlets. Certified 
seed would be so exempt, subject to the 
safeguard provisions only when shipped 
outside the district where grown. 

Shipments for use as livestock feed 
within the production area or to speci¬ 
fied adjacent areas would likewise be 
exempt: a limit to the destinations of 
such shipments would be provided so 
that their use for the purpose specified 
would be reasonably assured. Shipments 
of potatoes between Districts 2 and 4 
for planting, grading, and storing would 
be exempt from requirements because 
these two areas are homogenous and 
have no natural division. Other districts 
are more clearly separated and do not 
have this problem. For the same reason, 
potatoes grown in District 5 may be 
shipped without regard to the aforesaid 
requirements to the Counties of Adams. 
Benton. Franklin and Walla Walla in 
the State of Washington, and Malheur 
County. Oregon, for grading and storing. 
Since no purpose would be served by 
regulating potatoes used for charity pur¬ 
pose*. such potatoes are exempt. Also 
potatoes for most processing uses are 
exempt under the legislative authority 
for this part. 

Requirements for export shipments 
differ from those for domestic markets. 
While the standard quality requirements 
are desired in foreign markets, smaller 
sizes are more acceptable. Therefore, dif¬ 
ferent requirements for export ship¬ 
ments are proposed. 

The proposal is as follow^: 

§ 917.335 [ Removed ) 

1. Termination of regulations. Han¬ 
dling regulation I 947.335, as amended, 
effective August 5, 1976 through October 
15. 1977 (41 FR 32695 and 52058) shall 
be terminated upon the effective date of 
this section. 

2. Section 947.336 Is added to read as 
set forth below. 

§ 947.336 Handling regulation. 

During the period August 15. 1977. 
through October 15.1978, no person shall 
handle any lot of potatoes unless such 
potatoes meet the requirements of para¬ 
graphs (a) through (t ) of this section or 
unless such potatoes are handled in ac¬ 
cordance with paragraphs (g). (h). or 
(1) of this section. 

(a) Grade requirements . All varie¬ 
ties—US. No. 2. or better grade. 

(b) Size requirements . All varieties— 
1% inches minimum diameter except 
potatoes from District No. 5 shall be 2 
Inches minimum diameter or 4 ounces 


minimum weight. However, potatoes for 
export may be 1 Mi inches minimum 
diameter. 

(c) Cleanliness requirements. All va¬ 
rieties and grades—As required in the 
United States Standards for Grades of 
Potatoes, except that U B. Commercial 
may be no more than “slightly dirty/* 

<d> Maturity (skinning ) requirements . 
(1) All varieties—no more than “mod¬ 
erately skinned/* 

(2) Not to exceed a total of 100 hun¬ 
dredweight of potatoes may be handled 
during any seven day period without 
meeting these maturity requirements. 
Prior to shipment of potatoes exempt 
from the above maturity requirements, 
the handler shall obtain from the com¬ 
mittee a Certificate of Privilege. 

(e> Pack. Potatoes packed in 50-pound 
cartons shall be US. No. 1 grade or 
better, except that potatoes that fail to 
meet the U.8. No. 1 grade only because 
of hollow heart and/or Internal discolor¬ 
ation may be shipped provided the lot 
contains not more than 10 percent dam¬ 
age by hollow heart and/or internal dis¬ 
coloration. as Identified by UB.D.A. 
Color Photograph E (Internal Discolor¬ 
ation—US. No. 2—Upper Limit). POT- 
CP-9, May, 1972. or not more than 5 
percent serious damage by internal 
defects. 

(f) Inspection . (1) Except when re¬ 
lieved by paragraphs (g), <h) or (!) of 
this section and subparagraph (2> of 
this paragraph, no person shall handle 
potatoes without first obtaining Inspec¬ 
tion from an authorized representative 
of the Federal-State Inspection Service. 

(2> Handlers making shipments from 
faculties located In an area where in¬ 
spection costs would otherwise exceed 
one and one-half times the current per- 
hundredweight inspection fee, are ex¬ 
empt from on site inspection provided 
such handler has made application to the 
committee for Inspection exemption on 
forms supplied by the committee, and 
provided further that such handler signs 
an agreement with the committee to re¬ 
port each shipment on a daily basis and 
pav the committee a sum equal to the 
current inspection fee. 

(3> For the purpose of operation under 
this part each required inspection certifi¬ 
cate is hereby determined, pursuant to 
8 947 60(c) to be valid for a period of not 
to exceed 14 days following completion of 
Inspection as shown on the certificate. 
The validity period of an inspection cer¬ 
tificate covering inspected and certified 
potatoes that are stored in mechanically 
refrigerated storage within 14 da vs of the 
Inspection shall be 14 days plus the num¬ 
ber of davs that the potatoes were held 
in refrigerated storage. 

(4) Any lot of potatoes previously 
inspected pursuant to 8 947.60(a) and 
certified as meeting the requirements of 
this part is not required to have addi¬ 
tional inspection under 8 947.60(b) after 
regrading, resorting, or repacking such 
potatoes, if the inspection certificate is 
valid at the time of regrading resorting, 
or repacking of the potatoes. 

(g) Special purpose shipments. The 
minimum grade, size, cleanliness, pack, 
maturity and inspection requirements 
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*et forth tn paragraphs (a) through (f) 
of this section shall not be applicable to 
shipments of potatoes for any of the fol¬ 
lowing purposes: 

(1 > Certified seed, subject to applicable 
safeguard requirements of paragraph 
<h> of this section. 

(2) Livestock feed: However, potatoes 
may not be handled for such purposes if 
destined to points outside of the produc¬ 
tion area, except that shipments to the 
Counties of Benton. Franklin and Walla 
Walla in the State of Washington and to 
Malheur County. Oregon, may be made, 
subject to the safeguard provisions of 
paragraph <h) of this section. 

(3) Planting in the district where 
grown, except that potatoes for this pur¬ 
pose grown in District No. 2 or District 
No. 4 may be shipped between those two 
districts. 

(4) Grading or storing under the fol¬ 
lowing provisions: 

(1) Between districts within the pro¬ 
duction area for grading or storing if 
such shipments meet the safeguard re¬ 
quirements of paragraph ih> of this sec¬ 
tion. 

(11) Potatoes grown in District No. 2 or 
District No. 4 may be shipped for grading 
or storing between those two Districts 
without regard to the safeguard require¬ 
ments of paragraph (h) of this section. 

<Ui> Potatoes grown In District No. 5 
may be shipped for grading and storing 
to points In the Counties of Adams, Ben¬ 
ton. Franklin and Walla Walla in the 
State of Washington, or to Malheur 
County. Oregon, without regard to the 
safeguard provisions of paragraph (h) 
of this section. 

(5) Charity: Except that shipments 
for charity may not be resold If they do 
not meet the requirements of the market¬ 
ing order, and that shipments in excess 
of 5 hundredweight per charitable or¬ 
ganization shall be subject to the safe¬ 
guard provisions of paragraph (h) of 
this section. 

(6) Starch manufacture. 

(7) Canning, freezing, prepeeling, and 
•‘other processing" (except starch man¬ 
ufacturing). as hereinafter defined (in¬ 
cluding storage for such purposes). 

(h) Safeguard i. (1) Each handler 
making shipments of certified seed out¬ 
side the district where grown pursuant 
to paragraph (g) shall obtain from the 
committee a Certificate of Privilege, and 
shall furnish a report of shipments to 
the committee on forms provided by it 

(2) Each handler making shipments 
of potatoes pursuant to subparagraphs 
(2). (4) (1), and (5) of paragraph (g) of 
this section shall obtain a Certificate of 
Privilege from the committee, and shall 
report shipments at such intervals as the 
committee may prescribe in its adminis¬ 
trative rules. 

(3) Each handler making shipments 
pursuant to subparagraph (7) of para¬ 
graph (g) of this section may ship such 
potatoes only to persons or firms desig¬ 
nated as manufacturers of potato prod¬ 
ucts by the committee, in accordance 
with its administrative rules. 

(1) Minimum quantity exemption. Any 
person may handle not more than 10 


hundredweight of potatoes on any day 
without regard to the inspection require¬ 
ments of 9 947.60 and to the assessment 
requirements of 9 947.41 of this part ex¬ 
cept no potatoes may be handled pur¬ 
suant to this exemption which do not 
meet the requirements of paragraphs 
(a), (b). (c), (d) and <e) of this section. 
This exemption shall not apply to any 
part of a shipment which exceeds 19 
hundredweight. 

(J) Definitions. 

(1) The terms "UB. No. 1/* "UB. Com¬ 
mercial." "UB. No. 2." and "moderately 
skinned" shall have the same meaning 
as when used in the UB. Standards for 
Grades of Potatoes (99 51.1549-51.1566) 
including the tolerances set forth there¬ 
in. 

(2) The term "slightly dirty" means 
potatoes that are not damaged by dirt. 

(3) The term "prepeeling" means the 
commercial preparation in a prepeeling 
plant of clean, sound, fresh potatoes by 
washing, peeling or otherwise removing 
the outer skin, trimming, sorting, and 
properly treating to prevent discolora¬ 
tion preparatory to sale, in one or more 
of the styles of peeled potatoes described 
In 9 52.2422 United States Standards for 
Grades of Peeled Potatoes (7 CFR Part 
52). 

(4) The term "other processing" has 
the same meaning as the term appearing 
In the act and includes, but is not re¬ 
stricted to, potatoes for dehydration, 
chips, shoestrings, or starch, and flour. 
It includes only that preparation of pota¬ 
toes for market which involves the appli¬ 
cation of heat or cold to such an extent 
that the natural form or stability of the 
commodity undergoes a substantial 
change. The act of peeling, cooling, slic¬ 
ing. or dicing, or applying material to 
prevent oxidation does not constitute 
"other processing." 

(5) Other terms used in this section 
shall have the same meaning as when 
used in Marketing Agreement No. 114. as 
amended, and this part. 

Dated : July 20.1977. 

Charles R B rader. 
Deputy Director , Fruit and 
Vegetable Division . Agricul¬ 
tural Marketing Service . 

(PR Doc.77-21300 Piled 7-22-77:8:45 ami 


FEDERAL HOME LOAN BANK 
BOARD 

[ 12 CFR Part 563 ] 

(No. 77-4451 

FEDERAL SAVINGS AND LOAN 
INSURANCE CORPORATION 

Loans Involving Mortgage Insurance 
July 19. 1977. 

AGENCY: Federal Home Loan Bank 
Board. 

ACTION: Proposed rule. 

SUMMARY: Present regulations pro¬ 
hibit an FSLIC-tnsured institution from 
Insuring loans with a mortgage Insurance 
company in which the Institution and 
service corporation (s) and Insiders 


thereof have an ownership interest in 
excess of specified limits, but provide an 
exception for such a company which was 
in existence on March 11. 1976. and is 
entirely owned by Insured institutions, 
no one of which owns more than twenty- 
five percent of any class of equity secu¬ 
rities of the company. The Board be¬ 
lieves that the purpose of these regula¬ 
tions would be furthered by tightening 
this exception, and the proposed amend¬ 
ment would have this effect. The pro¬ 
posed amendment would modify the ex¬ 
ception to (1) prevent an Insured insti¬ 
tution from increasing its Investment 
under the exception; (2) prevent an in¬ 
stitution which reduces its investment 
from subsequently increasing it under 
the exception; and (3) prevent an insti¬ 
tution whose interest Is presently less 
than prescribed maximum limits from 
Increasing its Interest to exceed such 
limits. 

DATES: Comments must be received on 
or before August 26. 1977. 

ADDRESS: Send comments to the Office 
of the Secretary. Federal Home Loan 
Bank Board, 320 First Street NW„ 
Washington. DC. 20552. Comments 
available for public Inspection at this 
address. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Harry W. Quillian. Associate General 

Counsel, Federal Home Loan Bank 

Board <202-376-3556) at the above 

address. 

SUPPLEMENTARY INFORMATION: 
Present i 563.44(b) (4) of the Rules and 
Regulations for Insurance of Accounts 
(12 CFR 563.44(b) (4)) prohibits an in¬ 
sured Institution or sendee corporation 
affiliate thereof from insuring, on and 
after January 1. 1977. any loan with a 
mortgage insurance company in which 
such insured institution or service corpo¬ 
ration affiliate or directors, officers, or 
controlling persons thereof have an 
equity ownership interest as specified, 
unless a compelling Justification is made 
that no conflict of Interest would result 
thereby. Section 563.44(c) provides an 
exception from such prohibition for any 
mortgage Insurance company in exist¬ 
ence on March 11, 1976, which is entirely 
owned, directly or indirectly, by Insured 
Institutions, no one of which owtis more 
ttian twenty-five percent of any class of 
equity securities of such mortgage in¬ 
surance company. 

In adopting I 563.44(c). the Board in¬ 
tended only to "grandfather" the Invest¬ 
ment then held by Insured Institutions 
In the only mortgage Insurance company 
known to be owned entirely by insured 
institutions, the Pennsylvania Mortgage 
Insurance Company ("PAMICO ,# >. Thu 
"grandfathering" of such investment 
was based on the Board’s review of the 
operations of the four insured h^tltu* 
tlona which indirectly owned PAMKXJ 
and its determination that such opera¬ 
tions did not appear to Involve the sort 
of abuses that ( 563.44 was intended to 
prevent. "Hie Board noted in the pr** 
ambles to the resolutions which adopted 
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paragraph (c) and which later, in es¬ 
sence, limited its scope to PAMTCO that 
it remained concerned with this excep¬ 
tion and might modify or revoke the ex¬ 
ception on the basis of later experience 
with It. 

Since adoption of ft 563.44(c), the par¬ 
ent company of PAMTCO. Pennsylvania 
Thrift Services Corporation (''Pennsyl¬ 
vania Thrift*), has Issued additional 
stock and increased the number of in¬ 
direct owning insured institutions of 
PAMTCO beyond the original four. This 
action in the face of repeated expression 
by the Board of concern with paragraph 
<c> was apparently based on the view 
that the language of this provision argu¬ 
ably exempts from the limitations in 
1563.44(b) not only the investment in 
PAMTCO of its original owners but also 
that of other insured institutions which 
might invest In the company. The pres¬ 
ent proposal would effectuate the Board's 
intent with respect to paragraph (c) by 
modifying it to make clear that the pro¬ 
hibitions in 6 563.44(b) apply to any in¬ 
jured institution during any period that 
it owns directly or indirectly equity se¬ 
curities of a mortgage insurance com¬ 
pany acquired after the date of publica¬ 
tion of this proposed amendment in ex¬ 
cess of the limitations in that | 563.44 
(b)(4). 

It should be noted that the proposal 
would subject to the 6 563.44(b) prohibi¬ 
tions any Insured institution acquiring 
equity securities In excess of the ft 563.44 
f bW4) limitations even If such acquisi¬ 
tion merely added to an existing owner¬ 
ship interest "grandfathered** by ft 563.44 
<c>. The proposal would also subject to 
the 1563 44(b) prohibitions any insured 
institution with a '‘grandfathered" in¬ 
vestment in a mortgage insurance which 
decreased such investment and there- 
xfter increased it again other than with¬ 
in the $ 563.44(b) (4> limitations. 

Although the Board believes the 
amendment to ft 563.33(c) hereby pro¬ 
posed would be useful for the purposes 
discussed above, the Board emphasizes 
Riat it remains concerned with the ex¬ 
ception in 1563.44(c) and may in the 
future further modify or even revoke the 
caption If experience with it indicates 
that such action is warranted. 

Accordingly, the Board hereby pro- 
to amend paragraph (c> of I 563.44 
to read as follows: 

(563.44 I^ini invoking mortgage In* 

•uranre. 


<c> Exception. Paragraph (b)(4) of 
^hon does not apply to any mort- 
Sf* . ln :'“ranee company in existence on 
dinwi. 11 ' 1 , 978, wWch 1* entirely owned, 
recuyoi- indirectly, by Insured lnstltu- 

ttr'ufJ exc «Ptlon does not. however. 
_-ucU- !r°m the provision, of said par- 

diw .l d 4 \ any I'wmred Institution 
perlod whe n >t owns directly 
«l“Hy securities of a mort- 
£ nt * compan y ^Qulred after 

K^ifiVi 1 ? 77,1,1 CXCCM of the Umltations 
in that paragraph. 


(Secs. 403. 403. 407. 48 Stst. 1258. 1237, 
1260. ss amended (12 OJJ.C. If 1725, 1726 
1730). Reorg Plan No 3 of 1947, 12 FR 4981. 
3 CFR, 1043—48 Comp., p. 1071.) 

By the Federal Home Loon Bank 
Board. 

J. J. Finn, 
Secretary. 

fra Doc.77-21297 Plied 7-22-77;8:45 am) 


NATIONAL CREDIT UNION 
ADMINISTRATION 
[ 12 CFR Part 720 ] 

PRIVACY ACT Of 1974 

Description of Office, Disclosure of Official 
Records Availability of Information, 
Promulgation of Regulations 

AGENCY: National Credit Union Ad¬ 
ministration. 

ACTION: Proposed rule. 

SUMMARY: It is proposed that the Na¬ 
tional Credit Union Administration's 
(NCUA) regulations implementing the 
Privacy Act be amended. Experience 
with the present regulations has indi¬ 
cated that individuals not sophisticated 
in dealing with administrative agencies 
may find certain requirements needlessly 
complex and discouraging. Proposed 
changes include simplifying the identity 
of the recipient for written requests, de¬ 
creasing copying costs, extending the 
suggested time frame for appeals to ac¬ 
cess denial (and clarifying the nonman¬ 
datory nature of this limit), and short¬ 
ening the time for agency acknowledge¬ 
ment of requests. 

DATES: Comments must be received on 
or before August 5,1977. 

ADDRESS: National Credit Union Ad¬ 
ministration. 2025 M Street NW., Wash¬ 
ington. D C. 20456. 

FOR FURTHER INFORMATION CON¬ 
TACT; 

Robert M. Fenner, Office of the Gen¬ 
eral Counsel. National Credit Union 
Administration. 2025 M Street. NW., 
Washington. D.C. 20456. Telephone: 
(202-254-9810). 

SUPPLEMENTARY: Where previously 
NCUA's Privacy Act regulations required 
that all requests be sent to the Adminis¬ 
tration official identified in the access 
procedure section of the descriptive 
noticed) for the appropriate system (a) 
of records as published in the Federal 
Register, an official Is now Identified as 
a person to whom requests con be made 
by persons not familiar with the pub¬ 
lished descriptive notices. 

Where previously there was no allow¬ 
ance for personal information over the 
phone, a new subsection has been added 
so this may be accomplished with proper 
oral identification (Le., statement of 
home address, date of birth, or social se¬ 
curity number). Identification require¬ 
ments for in person or by mail requests 
are to be modified so that the responsible 
official may waive some of the required 
identifiers if those provided are deemed 


sufficient. This will allow greater flexibil¬ 
ity and consideration of the nature of 
the Information requested. 

Where previously the regulations pro¬ 
vided that a Statement of Disagreement 
(with access denial) may be furnished by 
the individual within 30 days, the 
amended version would read: "It is re¬ 
quested that they be furnished within 
180 days.” This is in consideration of the 
fact that the Privacy Act is silent on time 
limits for filing such statements. 

In addition, the time limit for agency 
response to requests concerning a single 
system of records which do not require 
consultation with or requisition of rec¬ 
ords from another agency is to be de¬ 
creased from 20 to 10 days. Also, the 
cost of document copies is decreased 
from $.25 to 6.10. 

The proposed changes should make 
the procedure more manageable for the 
average person, thus furthering the pur¬ 
pose of the Privacy Act to provide safe¬ 
guards for individuals against invasion 
of personal privacy. Yet the process is 
still efficient from the Agency point of 
view. 

Accordingly, it is proposed to amend 
12 CFR Part 720 as set forth below: 

§ 720.21 (Amended] 

1. In ft 720.21, by designating each 
paragraph as (a) through (g). 

§ 720.22 [Amended ] 

2. In ft 720.22(a), by (1) deleting the 
words "ln person or in writing," and <ii> 
by inserting the following at the end of 
paragraph <a>: "An individual who does 
not have access to the Federal Register 
and who Is unable to determine the ap¬ 
propriate official to whom his request 
should be submitted may submit his re¬ 
quest to the Assistant Administrator for 
Administration. National Credit Union 
Administration, 2025 M Street NW.. 
Washington. D C. 20456. in which case 
the request will then be referred to the 
appropriate Administration official (s> 
and the date of receipt of the request will 
be determined as the date of receipt by 
that official(s)." 

§ 720.23 (Amended ] 

3. In ft 720.23. as follows: 

(!) Paragraph (a) by deleting the word 
"minimum" and by inserting after the 
word "request" the words "either ln per¬ 
son or by mail."; 

(il> Subparagraph (a)(1) by deleting 
the word "may" and inserting, in lieu 
thereof, the words "shall. If not per¬ 
sonally known to the Administration offi¬ 
cial responding to the request."; 

(iii> Subparagraph (a)(2) by delet¬ 
ing the word "shall" and inserting, ln 
lieu thereof, the word "may." and by in¬ 
serting after the words "other docu¬ 
ment" a period and the following: "If 
less than all of this requisite identifying 
information is provided, and unless that 
which is provided Is considered sufficient 
to establish the requestor's identity. In 
view of the nature of the Information 
requested, the Administration official re¬ 
sponding to the request may require fur- 
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ther identifying information prior to any 
notification or responsive disclosure;”; 

<iv) By adding a new paragraph (c) 
as follows: "(c) Individuals may request 
notification of the existence of and ac¬ 
cess to records about themselves and 
contained in a system of records by tele¬ 
phone. In such a case, the Administra¬ 
tion official responding to the request 
shall require, for the purpose of compari¬ 
son and verification of Identity, at least 
two items of identifying information 
(such as date of birth, home address, so¬ 
cial security number) which arc already 
possessed by the Administration. If the 
requisite identifying information is not 
provided, or otherwise at the discretion 
of the responsible Administration official, 
the individual may be required to submit 
his request by mail or in person in ac¬ 
cordance with paragraph (a), above"; 

(v) Paragraph <c) by redesignating it 
as paragraph (d>; 

(vl) Paragraph (d> by redesignating it 
as paragraph (c) and by deleting the 
word "and” after the words "in para¬ 
graph (a)." and inserting a comma in 
lieu thereof, and Inserting after "(b)" 
the words "and (c> " 

g 720.23 f Amended! 

4. In $ 720.23, as follows: 

<i) Paragraph (a) by deleting the 
words "within thirty days" and by in¬ 
serting, in lieu thereof, the words "pref¬ 
erably within 180 days."; 

(U) 8ubparagraph (b)(1) by deleting 
the number "20" and by inserting, in 
lieu thereof, the number "10"; 

§720.26 f Amended 1 

5. In 1720.26(a). by adding the fol¬ 
lowing to the end of paragraph <a): 
"An individual who does not have access 
to the Administration’s "Notices of Rec¬ 
ords Bystems," and to whom the appro¬ 
priate address is otherwise unavailable 
may submit this request to the Assistant 
Administrator for Administration. Na¬ 
tional Credit Union Administration. 2025 
M Street NW.. Washington. D C. 20456. 
in which case the request will then be re¬ 
ferred to the appropriate Administration 
official and the date of receipt of the re¬ 
quest will be determined as of the date 
of receipt by that omcial." 

§720.27 (Amended 1 

6. In fi 720.27, as follows: 

Paragraph (c) by inserting a period 

following the words "by the individual" 
and by inserting after that period the 
words "It is requested that they be fur¬ 
nished." 

§720.34 I Amended) 

7. In i 720.34. as follows; 

(i) Paragraph (a> by deleting the 
colon following the words "to pay" and 
by Inserting, in lieu thereof, the words 
"or the cost of collecting the fee:"; 

(11) Subparagraph (a)(1) by deleting 
the figure "$.25" and by inserting, in lieu 
thereof, the figure "$.10"; 

(ill) Paragraph (b) by deleting the 
words "Where it is anticipated” and by 


inserting, in lieu thereof, the words "If 
it is determined." 

(Sec. 120, 73 Stat. 635 (12 U.S.C. 1766) and 
Sec. 209, 64 Stat. 1104 (12 U-8.C. 1780)) 

Lorena C. Matthews. 
Acting Administrator . 

July 7, 1977. 

I PR Doc.77-21254 Filed 7-22-77;8:45 am) 


CIVIL AERONAUTICS BOARD 

[14CFR Chapter II] 

(EDR-327A; Docket 30460) 

CURRENCY EXCHANGE CONDITIONS 

Supplemental Advance Notice of Proposed 
Rulemaking 

AGENCY: CivU Aeronautics Board. 

ACTION: Supplemental Advance Notice 
of Proposed Rulemaking. 

SUMMARY: This notice extends for 30 
days the filing date for comments in a 
rulemaking proceeding concerning the 
currency exchange problems of U.S. flag 
carriers in foreign countries. The exten¬ 
sion was requested by the Air Transport 
Association (ATA>. 

DATES: Dated: July 19. 1977. Com¬ 
mented: August 21, 1977. 

ADDRESSES: Comments should be sent 
to Docket 30460. Docket Section. Civil 
Aeronautics Board. Washington, D.C. 
20428. Docket comments may be ex¬ 
amined at the Docket Section, Civil 
Aeronautics Board, Room 711. Universal 
Building. 1825 Connecticut Avenue NW.. 
Washington. D.C,, as soon as received. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Simon J. Eilenberg, Rules Division. 
Civil Aeronautics Board, 1825 Con¬ 
necticut Avenue NW.. Washington. 
D.C. 20428, (202-673-5442). 

SUPPLEMENTAL INFORMATION: By 
Advance Notice of Proposed Rulemak¬ 
ing EDR-327. 42 FR 28898. dated May 31. 
1977, the Board stated that it had under 
consideration a proposal to adopt rules 
designed to alleviate the currency ex¬ 
change problems experienced by U.S. flog 
carriers in certain foreign countries. 

In a letter dated July 15. 1977, the 
counsel for ATA requested an extension 
of 30 days for the filing of comments in 
response to EDR-327. In support of the 
request, counsel stated that additional 
time is required to arrange coordination 
among ATA members and to submit the 
specific, information requested by the 
Board. 

Upon consideration of the foregoing, 
the undersigned finds that good cause 
has been shown for the granting of the 
requested extension. It does not appear 
that this extension will prejudice any 
party to the proceeding. 

Accordingly, pursuant to authority 
delegated in 8 385.20(d) of the Board’s 
Organization Regulations < 14 CFR 385.20 
<d>). the time for filing of comments is 
extended to August 21.1977. 


(See. 204(a) of the Federal Aviation Act c* 
1958. as amended, 72 Stat. 743, 49 USO. 
1324.) 

Simon J. Eilenberg, 
Associate General Counsel. 

Rules Division. 

(FR Doc.77-21370 Filed 7-22-77:8:45 am] 


DEPARTMENT OF 
TRANSPORTATION 
Federal Aviation Administration 
[ 14 CFR Part 39 ] 

[Docket No. 17044) 
AIRWORTHINESS DIRECTIVES 

Avion* Marcel Dassauit Breguet Aviation 
Model Falcon 10 Airplanes 

AGENCY: Federal Aviation Adminis¬ 
tration (FAA). DOT. 

ACTION: Notice of proposed rule mak- 
Ing. 

SUMMARY: This notice proposes to 
adopt an airworthiness directive (AD) 
that would require replacement of Badin 
Crouzet total-pressure probes, PN 
33790-10 and impose a life limitation 
upon their use in service when installed 
on certain Avlons Marcel Dassault-Bre- 
guet Aviation, Model Falcon 10 airplanes. 
There have been reports of failure of 
the internal tubing of the Badin Crouzet 
probes, attributed to thermal fatigue 
which resulted in failure of the ice-pro¬ 
tection provisions of the air speed indi¬ 
cating system. As a result of such a fail¬ 
ure the safe operation of the airplane 
is jeopardized in atmospheric icing con¬ 
ditions. 

DATES: Comments must be received on 
or before September 8,1977. 

ADDRESSES: Send comments on the 
proposal to: Federal Aviation Admin¬ 
istration. Office of the Chief Counsel 
Attn.: Rules Docket (AOC-24* Docket 
No. 17044. 800 Independence Avenue SW. 
Washington. D.C. 20591. 

The applicable service bulletin may 
be obtained from: Falcon Jet Corp., Te- 
terboro Airport. N J. 07608. Tel. 201-288- 
5300. 

A copy of the sendee bulletin is con¬ 
tained in the Rules Docket, Rm 91$ 
Independence Avenue SW.. Washington. 
D.C. 20591. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

M. E. Oaydos. Aircraft Certification 
Staff. AEU-100. Europe. Africa, anfl 
Middle East Region. Federal Aviation 
Administration, c/o American Em¬ 
bassy, Brussels. Belgium, Tel- 51338jit 

SUPPLEMENTARY INFORMATION- 
Interested persons are Invited to per™*' 
pate in the making of the proposed ru» 
by submitting such written data, view* 
or arguments as they may desire com¬ 
munications should Identify the dock 
number and be submitted in 
to the address specified above. All com¬ 
munications received on or before m 
date specified above, will be consider** 
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by the Administrator before taking ac¬ 
tion upon the proposed rule. The pro¬ 
posals contained in this notice may be 
changed In light of comments received. 
All comments will be available, both be¬ 
fore and after the closing date for com¬ 
ments, in the Rules Docket for exami¬ 
nation by Interested persons. A report 
summarizing each FAA-public contact, 
concerned with the substance of the pro¬ 
posed AD, will be filed in the Rules 
Docket. 

Instances have been reported of fail¬ 
ure of the internal tubing of Bad In 
Crcmzet total-pressure probes. P/N 
33790-10, of the airspeed indicating 
system. Such failure, which is attributed 
to thermal fatigue, results in loss of the 
ice-protection provisions of the air 
ipeed indicating system, which could 
jeopardize safe operation of the air¬ 
plane In atmospheric icing conditions. 
Since tills condition is likely to exist or 
develop in other airplanes of the same 
type design, the proposed airworthiness 
directive would require replacement of 
the probes and would impose a life limi¬ 
tation upon their use in service. 

Drafting Information 


The principal authors of this docu¬ 
ment are M. E. Gaydos. Europe, Africa, 
and Middle East Region. C. Btrkenholz. 
Flight Standards Service, and R. Bur¬ 
ton. Office of the Chief Counsel. 

The Proposed Amendment 

Accordingly, the Federal Aviation Ad¬ 
ministration proposes to amend 5 39.13 
of Part 39 of the Federal Aviation Regu¬ 
lations G4 CFR 39.13) by adding the 
following new airworthiness directive: 

Avion* Marcel Das&ault-Breouet Avia not* 
(AMD- BA). Applies to Model Falcon 10 
airplane*. S/N 1 through 50. certlnested 
In all categories, and any other Model 
rslcon 10 airplane Incorporating Badln 
Crouaet total -pressure probes, P/N 
33790-10, 


Compliance ts required as indicated. 

°* total-pressure probe 
•ccompiinh the following: 

<a) Prior to the accumulation of 600 total 
Jfrplane flights or within the next 100 
mghu a. ter the effective date of this AD. 
™**vcr occurs later, replace both total- 
Pr^ure probes, P/N 33790-10. with new 
£“£0f the same pert number, or with 
taSJJLj^Proved design, P/N 33790-20. 
10 T 1 * 1 2 of Falcon 

Julr i? No FI0.34.007. dated 

thtaw approved by 

< Mrcr%tx Certification Staff for 
22^22^ Mddle east Region. Vo 
S!y c<Ln Embassy, APO. New York. N Y, 


lJrSv I ^? la ! C * ment P rob ** 33790-10 are 
lUt limited to *00 flights. 

°f this AD. a flight ts 
ttcnrS £ *** landing. If 

maintained of each takeoff 
number of flights may be 
telmf, by d,Vld,n « airplane? 

B * rvlc *. b 7 operator s fleet 
tlrpianr. l **©off to landing for the 

id • t,b J* ci Acceptance by the 
™ FAA airworthiness Inspector. 

Wl * ®° 3 * Federal Avlatkm 
1431 aroen d«d (49 UAC. 1354(a), 

• 1«3); ficc. 6< C ), Department of 


Transportation Act (49 UJ3.C. 1655(c)): 14 
CFR 11.85.) 

Not*.—T he Federal Aviation Administra¬ 
tion has determined that this document 
does not contain a major proposal requiring 
preparation of an Economic Impact State¬ 
ment under Executive Order 11821. as 
amended by Executive Order 11949. and 
OMB Circular A-107. 

Issued in Washington, D.C., on July 
15. 1977. 

R. P. Skully. 

Director , 

Flight Standards Service. 

IFR Doc.77-21257 Plied 7-22-77;B:45 am) 


[14 CFR Part 135] 

[Docket No. 17045; Notice No. 77-14 J 

AIR TAXI OPERATORS AND COMMERCIAL 
OPERATORS OF SMALL AIRCRAFT 

Air Ambulance Service 

AGENCY: Federal Aviation Adminis¬ 
tration (FAA).DOT. 

ACTION: Advance notice of proposed 
rule making. 

SUMMARY: This notice proposes regu¬ 
lations governing the transportation in 
small aircraft operated for compensation 
or hire of persons who may need assist¬ 
ance in meeting their medical needs 
while in flight. They are intended to pro¬ 
vide air ambulance standards which will 
ensure that the medical needs of these 
persons are met without compromising 
safety. 

DATE: Comments must be received on 
or before October 25. 1977. 

ADDRESS: Send comments on the pro¬ 
posal In duplicate to: Federal Aviation 
Administration. Office of the Chief Coun¬ 
sel. Attn.: Rules Docket (AGC-24). 
Docket No. 17045, 800 Independence Ave¬ 
nue SW., Washington, D.C. 20591. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Raymond E. Ramakis. Regulatory 
Projects Branch. Safety Regulations 
Division. Flight Standards Service. 
Federal Aviation Administration. 800 
Independence Avenue SW.. Washing¬ 
ton. D.C, 20591; telephone 202-755- 
8716. 

SUPPLEMENTARY INFORMATION: 
Early Public Participation 

This advance notice of proposed rule- 
making is being Issued pursuant to the 
FAA’s policy for early institution of pub¬ 
lic proceedings In action related to rule- 
making. An "advance** notice Is issued to 
invite public participation In the identi¬ 
fication and selection of a course or alter¬ 
nate courses of action with respect to a 
particular rule-making problem. 

Comments Invited 

Interested persons are invited to par¬ 
ticipate in tiie making of the proposed 
rule by submitting such written data, 
views, or arguments as they may desire. 
Communications should identify the reg¬ 
ulatory docket or notice number, and be 


submitted in duplicate to the Federal 
Aviation Administration. Office of the 
Chief Counsel. Attention: Rules Docket, 
AOC-24, 800 Independence Avenue SW.. 
Washington. D.C. 20591. Communica¬ 
tions should be received on or before 
October 25, 1977, to assure proper con¬ 
sideration. All comments submitted will 
be available in the Rules Docket, both 
before and after the closing date for 
comment, for examination by interested 
persons. If It is determined to proceed 
further, after consideration of the avail¬ 
able data and the comments received in 
response to this notice, a notice of pro¬ 
posed rule-making will be issued. A re¬ 
port summarizing each substantive pub¬ 
lic contact with FAA personnel con¬ 
cerned with this rule making will be filed 
In the docket. 

Availability or NPRMs 

Any person may obtain a copy of this 
advance notice of proposed rule making 
(ANPRM > by submitting a request to the 
Federal Aviation Administration, Office 
of Public Affairs. Attention: Public In¬ 
formation Center. APA-430. 800 Inde¬ 
pendence Avenue SW., Washington, D.C, 
20591. or by calling 202-426-8058. Com¬ 
munications must identify the notice 
number of this ANPRM. Persons inter¬ 
ested in being placed on a mailing list 
for future ANPRM s and NPRM s should 
also request a copy of Advisory Circular 
No. Xl-2 which describes the applica¬ 
tion procedure. 

History 

For the past several years, there has 
been a growing awareness, on the part 
of the DOT and on the part of Port 
135 certificate holders, of the need to 
establish standards for air ambulance 
operations. In December of 1974 a DOT 
working group, consisting of members 
from the FAA, the United States Coast 
Guard, and the National Highway Traf¬ 
fic Safety Administration, was formed 
to develop definitive minimum standards 
for air ambulances. In this connection, 
two public meetings were held in July 
of 1975 to obtain public comment on 
a preliminary series of items for inclu¬ 
sion In those standards. The meetings 
were held at Denver, Colorado, and 
Washington. D.C. Careful consideration 
has been given to the comments received 
at those meetings In the preparation of 
this ANPRM. 

The Proposal 

It has been urged that whatever 
standards are adopted should be applied 
only to those certificate holders who hold* 
themselves out to the public as operating 
"air ambulances," A member of the pub¬ 
lic with a medical problem could then 
choose to obtain transportation-from a 
certificate holder operating an "air am¬ 
bulance.’* and be assured that the cer¬ 
tificate holder would provide htm with 
transportation in an aircraft that con¬ 
tains the equipment and personnel nec¬ 
essary to meet his medical needs. On the 
other hand, this same member of the 
public, after determining that his medi¬ 
cal problem will not need any specialized 
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attention during flight, could choose 
other air transportation that would not 
Involve the additional cost that might be 
charged for transportation In an air 
ambulance. 

However, the FAA believes that air am¬ 
bulance standards, since they apply to 
the safety of passengers with specific 
medical needs and to the safe operation 
of the aircraft, should apply to the car¬ 
riage of these persons by any Part 135 
certificate holder, regardless of whether 
the aircraft used is characterized as an 
**alr ambulance/* This is predicated not 
only on the personal safety of the per¬ 
son being carried, but also on the risk 
of inflight emergencies that could oc¬ 
cur if the aircraft does not have proper 
medical equipment and personnel. For 
this reason the requirements proposed 
herein would apply to all certificate 
holders. 

The FAA believes that those opera¬ 
tors who regularly provide emergency 
medical transportation, and hold them¬ 
selves out to the public as prepared to 
provide this service, have the time to 
prepare and should be required to have 
proper medical equipment and staffing 
for medical emergencies. Under the pro¬ 
posed regulations these certificate hold¬ 
ers would be designated “rescue air am¬ 
bulance operators.” 

The phrase “holding out to the pub¬ 
lic,“ as it would be applied to rescue 
air ambulance operators, would be 
given the same meaning as it has been 
given with respect to the question of 
when a person is Involved in common 
carriage. In other words, a certificate 
holder providing emergency medical 
transportation would not be able to 
avoid compliance with the proposed 
standards simply by not advertising. 
Establishment of a reputation for. or 
communication by word-of-mouth of. a 
willingness to provide rescue air am¬ 
bulance service could be sufficient to 
establish the certificate holder as a res¬ 
cue air ambulance operator. 

General Requirements 

For the purpose of the rules proposed 
herein, a patient would be defined as a 
person who is sick. Injured, wounded, 
or otherwise Incapacitated or helpless. 
No certificate holder would be allowed 
to carry a patient unless that certi¬ 
ficate holder meets the general require¬ 
ments of proposed 9 135.235. Under 
paragraphs (a) and (b) of this section 
certain equipment requirements would 
apply regardless of the patient's indivi¬ 
dual need. Other equipment, such as a 
ventilation unit or a demand-type 
resuscitator. would be required by 
paragraph (c) only if it were needed to 
meet an anticipated need of the patient. 

Intensive Care 

With respect to the transportation of 
patients who are In constant need of 
special medical attention, a certificate 
holder would not be allowed to carry 
a patient who is expected to need in¬ 
tensive care or life-support measures 
while aboard the aircraft without meet¬ 
ing the additional requirements of pro¬ 


posed 5 135.287. In addition to the 
equipment required by proposed 5135.- 
285 (a) and <b>, these “intensive care 
air ambulance operators” would be re¬ 
quired to have all of the equipment re¬ 
quired by « 135.285(c), since these pa¬ 
tients should not be carried without this 
equipment being immediately available 
In flight. In addition, each intensive care 
patient would have to have at least one 
medical attendant assigned to him and 
to no other patient. 

Rescue Air Ambulance Service 

Air ambulance operators who hold 
themselves out to the public as being 
able to provide air ambulance service to 
meet a medical emergency would be 
required, under proposed 5 135.289. to 
carry an auxiliary medical oxygen unit 
and a poison kit. In addition, the “rescue 
air ambulance operator” would have to 
have certain equipment appropriate for 
emergency or rescue operations readily 
available for carriage in his aircraft and 
would be required to carry it when he 
knows or has reason to know that It is 
necessary to meet the anticipated needs 
of the patient He would also be required 
to have at least one medical attendant 
aboard the aircraft. 

Medical Personnel 

Each certificate holder providing in¬ 
tensive care air ambulance service would 
be required to have a physician available, 
either In person or by telephone or radio 
communication, to advise him with 
regard to the transportation of patients. 
Moreover, a certificate holder would not 
be allowed to carry a patient who might 
need a medical attendant during flight 
unless there would be enough medical at¬ 
tendants aboard to provide for his needs 
and the needs of all other patients need¬ 
ing an attendant. 

For the purposes of proposed Subpart 
J “medical attendant” would be defined 
to mean a physician, registered nurse, 
registered physician's assistant or a per¬ 
son registered by the National Registry 
of Emergency Medical Technicians or 
certified by a 8tate, territory or posses¬ 
sion of the United States as meeting 
standards acceptable to the Adminis¬ 
trator. The FAA is considering Issuing an 
Advisory Circular that would describe 
acceptable standards for the qualification 
of medical attendants. Each medical at¬ 
tendant would be required by proposed 
5 135.293 to have received appropriate 
training within the preceding 12 
calendar months. This same section 
would prescribe standards for training. 

Medical Oxygen 

Standards arc also proposed for medi¬ 
cal oxygen units used by certificate 
holders. In addition to an appropriate 
humidification attachment, each unit 
would have to be capable of manual con¬ 
trol with an appropriate flow gauge, so 
that proper flow can be maintained 
regardless of the aircrafts altitude. 
Units provided to meet a patient's spe¬ 
cific need would have to have an ade¬ 
quate supply of medical oxygen. Auxil¬ 
iary units would have to contain enough 


medical oxygen to operate for at least 20 
minutes at a flow rate of 10 liters per 
minute. 

Emergency Medical Kit 

Each aircraft carrying a patient 
would be required to contain a basic 
emergency medical care kit. to assist In 
meeting any anticipated inflight medical 
emergency involving the patient. The 
contents of this kit would be specified In 
a new Appendix B to Part 135. 

Litter Patient 

A specific section would be adopted 
regarding Utter patients. A certificate 
holder would not be allowed to carry a 
patient who must be carried on a litter 
unless certain loading and positioning 
requirements could be met. The patient 
would have to be carried in a horizontal 
position that would not interfere with 
the performance of any duty by any 
flight crewmember or medical attendant 
or prevent access to the patient's upper 
body. Under this requirement the 
patient could not be carried so as to ob¬ 
struct a pilot's vision or prevent access 
to controls or equipment. 

Aircraft and Equipment 

Carriage and maintenance require¬ 
ments would also be adopted for the 
equipment to be carried in accordance 
with the proposed new 8ubpart J. Clean¬ 
ing and disinfecting requirements for 
equipment and Items such as linens and 
blankets that come in contact with the 
patient are proposed in 9 135 303. Pro¬ 
posed 9 135.301 provides for the secure 
stowage of these items. 

Under proposed Subpart J. no air¬ 
craft could be used to carry a patient 
unless it has adequate lighting for pa¬ 
tient care and has adequate electrical 
power available to operate the medical 
equipment carried, in addition to the 
electrical power needed for operation 
of the aircraft. 

Procedures Manual 

In order to ensure that each person 
to whom a certificate holder assigns re¬ 
sponsibilities under proposed Subpart J 
Is aware of those responsibilities, the 
operator would be required to prepare 
and keep current a manual that con¬ 
tains procedures for ensuring the proper 
handling of patients, the responsibilities 
of flight crewmembers to patient* and 
any appropriate emergency procedure*. 
The manual would have to contain • 
list of each person assigned responsibili¬ 
ties under Subpart J. and the appro* 
priate portions of the manual wouw 
have to be made available to each oi 
those persons. This manual could be con¬ 
tained In the manual required W 
9 135.27(a). for those certificate holders 
required to have that manual. 

Deviation in Emergency 

Finally, proposed 9 135.309 would pro¬ 
vide for deviation from the rules ox pro* 
posed Subpart J in a medical emergency 
when no other practical means ox lrat V 
portation (including any other P 
equipped certificate holder) is reaso 
ably available, to the extent necessary 
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to meet the emergency. A reporting re¬ 
quirement the same as that provided In 
{135.7(c) would also be adopted. 

Part 135 does not presently apply to 
rescue operations, which are specifically 
excluded by 5 135.1(b) <4) <v). To be con¬ 
sistent with the proposed requirements 
lor rescue air ambulance service, 
1135.1 <b) (4) (v) would be revised to ex¬ 
dude from Part 135 rescue operations 
other than rescue air ambulance service. 

Specific Questions 


The PAA solicits the views of all in¬ 
terested persons concerning the estab¬ 
lishment of standards for air ambulance 
operations and the specific regulations 
proposed in this notice. In accordance 
with the Department of Transportation 
regulatory reform policy, the PAA is par¬ 
ticularly interested in receiving com¬ 
ments that will assist it in analyzing 
these proposals with particular consid¬ 
eration of their costs, benefits and other 
impacts on Part 135 certificate holders, 
on consumers, on the medical commu¬ 
nity, on State and local governments, 
and on other Federal agencies. Com¬ 
ments are requested on the impact of 
the proposed regulations on the 
following: 

1. Estimated capital investment costs, 
other than aircraft, including: 

<a) Cost per aircraft of purchasing 
new required equipment. 

<b) Cost per aircraft of leasing new 
required equipment. 

<c) Cost per aircraft of Installing new 
required equipment. 

(d) Loss of earnings per aircraft due 
to aircraft downtime for equipment 

installation. 

(e) Total fleet capital investment 

costs. 

<f • Any other costa related to capital 

investment. 

2. Maintenance costs, other than for 
aircraft, including: 

<a) Cost per unit of operation of 
maintenance of medical equipment and 

supplies. 

<b' Other (specify). 

3 Administrative costs. Including: 

(a) Costs of processing orders for new 
of Icase d medical equipment and sup¬ 
plies. 

(b> Other specific administrative costs 
wat compliance with these proposals 
would necessitate. 

A Consumer costs, including: 

. ( f’ Current costs to consumer per air 
ambulance nautical mile. 

•b) Estimated costs to consumer per 
Z ambulance nautical mile that would 
a* necessitated by these proposals. 

f Social benefits, including: 

~ JV of comfort and care that 

* ith Proposed rules would 

hnS? lhasc persona requiring air am- 

ouJanee service. 

llc (b) ou w specific benefits to the pub- 


ro-’t r ? ^ A ** 11180 lnte rested in commen 
other Impact that the 

imposed rules may have. 

During the course of the meetings he 
and Washington in July 


1975 the question was posed as to the 
PAA's authority under the Federal Avia¬ 
tion Act of 1958 to engage in rule mak¬ 
ing regarding air ambulance activities. 
While the PAA is satisfied that it has 
adequate statutory authority for the pro¬ 
posed regulations, public comment is 
nevertheless invited on this question. 

In addition, the PAA would like to re¬ 
ceive comments on the following: 

1. The number, make, and model of 
aircraft that would be operated as air 
ambulances under the proposed rules. 

2. The applicability of the proposed 
rules, as specified in proposed 8 135.283. 

3. Adequacy of definitions contained In 
this notice. 

4. Any other items in this notice that 
should also be defined. 

Drafting Information 

The principal authors of this document 
are Frank M. Jamison, Jr., and Bernard 
A. Oeler, Plight Standards Service, and 
Donald P. Byrne, Office of the Chief 
Counsel. 

The Proposed Amendment 

Accordingly, the Federal Aviation Ad¬ 
ministration proposes to amend Part 135 
of th e Federal Aviation Regulations (14 
CFR Part 135) as follows: 

1. By amending 8 135.1 by revising par¬ 
agraph (b)(4) (v) to read as follows: 

§ 135.1 Applicability. 

• • • • • 

(b) This part does not apply to— 

• • • • • 

(4) Aerial work operations, including— 

• • • • • 

(v) Rescue operations other than 
rescue air ambulance service provided by 
a rescue air ambulance operator as de¬ 
fined In 135.283(b)(4). 

• • • • • 

2. By adding a new Subpart J to read 
as follows: 

Subpart J —Air Ambulance Service 
§ 135.283 Applicability. 

(a) This subpart prescribes operating 
rules, in addition to those prescribed in 
other subparts of this part, governing the 
transportation of patients. 

(b) As used in this subpart: 

(1) "Air ambulance service" means 
transportation by air that is specifically 
designed to accommodate the medical 
needs of a patient. 

(2) "Intensive care air ambulance 
service" means air ambulance service 
provided to a patient who is expected to 
need intensive care or life-support meas¬ 
ures while aboard the aircraft in which 
he Is being carried. 

(3) "Rescue air ambulance service" 
means air ambulance service provided to 
meet a medical emergency. 

(4) "Rescue air ambulance operator" 
means an air ambulance operator who 
holds himself out to the public as able to 
provide rescue air ambulance service. 

(5) "Patient" means a person who is 
sick. Injured, wounded, or otherwise in¬ 
capacitated or helpless. 


(6) "Medical attendant" means a 
physician, registered nurse, registered 
physician’s assistant, or a person either 
registered by the National Registry of 
Emergency Medical Technicians or certi¬ 
fied by a State, territory, or possession of 
the United States as meeting standards 
acceptable to the Administrator. 

(7) "Litter" means any device for the 
transportation of a passenger in a hori¬ 
zontal position. 

§ 135.285 Air ambulance service. 

No certificate holder may carry any 
patient unless the aircraft in which the 
patient is carried contains at least the 
following: 

(а) Regardless of the number of pas¬ 
sengers carried: 

(1) Two plastic trash bags with a ca¬ 
pacity of not less than 20 gallons. 

(2) One flashlight using two "D" bat¬ 
teries, or the equivalent, with two spare 
batteries, in addition to the flashlight re¬ 
quired by 8 135.153. 

(3) Six disposable face masks. 

<b> For each patient: 

(1) One blanket. 

(2) One pillow with a cover impervi¬ 
ous to moisture. 

<c> For each patient, when the certifi¬ 
cate holder knows, or has reason to know, 
that it is necessary to meet an antici¬ 
pated need of that patient: 

<1> One litter with approved re¬ 
straints. 

(2) One locking hook for each intra¬ 
venous fluid container anticipated to be 
used simultaneously. 

(3) One hand-operated bag mask ven¬ 
tilation unit or demand-type resuscitator. 
with a mask appropriate to the user, 
that can be used in conjunction with 
any medical oxygen system required by 
this section. 

(4) One emesis basin. 

(5) One urinal. 

(б) One bedpan. 

(7) One blood pressure manometer. 
cufT, and stethoscope or equivalent equip¬ 
ment. 

<8) A medical oxygen unit and aux¬ 
iliary medical oxygen unit that meet the 
requirements of $ 135.295. with a mask 
appropriate to the user. 

<9> One portable suction unit. 

§ 135.287 Intensive care air ambulance 
wn Ice. 

No certificate holder may carry any 
patient who he knows, or has reason to 
know, is expected to need intensive care 
or life-support measures while aboard 
the aircraft unless the aircraft in which 
he is carried— 

(a) Contains the items listed in 8 135.- 
285 (ft) and (b) and all of the equip¬ 
ment listed in 8 135.285(c); and 

(b) Has aboard a medical attendant 
assigned to that patient only. 

§ 135.289 Rencuc air ambulance service. 

No rescue air ambulance operator may 
provide rescue air ambulance service to 
a patient unless— 

(a> The aircraft in which the patient 
is carried contains at least— 
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(1) The items listed in i 135.285 (a), 

(b). and (c) (1) through (7); 

(2) An auxiliary medical oxygen unit 
that meets the requirements of i 135.295; 

(3) A poison kit; and 

(4) Each item listed in paragraph (b) 

of this section when the operator knows, 
or has reason to know, that it is neces¬ 
sary to meet the anticipated needs of 
the patient. # , 

(b) The operator has readily available 
for carriage in the aircraft at least— 

(1) One sterile obstetrical kit; 

(2) Two padded boards, four and one- 
half feet long and three feet wide; 

(3) Two padded boards, three feet long, 
of material comparable to four-ply wood, 
suitable for coaptation splinting of the 
leg or thigh; 

<4> Two padded wooden, cardboard, 
plastic, or wire-ladder splints, fifteen by 
three inches, suitable for splinting the 
forearm; 

(5) One adult-size and one child-size 
backboard, with appropriate accessories; 

<6) One 43-inch long traction splint 
for a lower extremity with a hinged half¬ 
ring nine inches in diameter, commercial 
limb support slings, padded ankle hitch, 
and traction strap; and 

(7) Two sterile bum sheets. 

(c) There is at least one medical at¬ 
tendant aboard the aircraft. 

§ 135.291 PhyeicUn. 

No certificate holder may provide in¬ 
tensive care air ambulance service unless 
a physician is available, either in person 
or by telephone or radio communication, 
to advise the certificate holder with re¬ 
gard to the transportation of the patient. 

§ 135.293 Medical attendants 

(a) No certificate holder may carry 
any patient who he knows, or has reason 
to know, may need the care of one or 
more medical attendants while aboard 
the aircraft unless a sufficient number 
of medical attendants are aboard to pro¬ 
tide adequate care for all the patients 
who may need it. 

(b) No certificate holder may use any 
person, nor may any person serve, as a 
required medical attendant unless within 
the preceding 12 calendar months that 
person has received training in the fol¬ 
lowing subjects: 

(1) Attendant responsibilities. 

(2) Airway obstruction, pulmonary 
arrest, and resuscitation. 

(3) Cardiac arrest and cardiopulmo¬ 
nary resuscitation. 

(4) Bleeding and shock. 

(5) Wound care. 

(6) Fractures of the upper extremities. 

(7) Fractures of the lower extremities. 

(8) Injuries of the head. face. neck, 
and spine. 

(9) Injuries of the eye. chest, abdo¬ 
men, pelvis, and genitalia. 

(10) Childbirth and core of newborn 
infants. 

(11) Lifting and moving patients. 

(12) Environmental emergencies, in¬ 
cluding altitude and temperature 
changes. 


§ 135.295 Medical oxygen. 

(a) Each medical oxygen unit required 
by this subpart must— 

(1) Be capable of being manually 
controlled; 

(2) Have an appropriate flow gauge; 
and 

(3) Have an appropriate attachment 
for humidification. 

(b) Each medical oxygen unit required 
by this subpart to meet the anticipated 
need of a patient must contain a quanti¬ 
ty of oxygen sulficent to supply the 
patient at the appropriate flow' rate for 
the period of time it is anticipated 
oxygen will be needed, but not less than 
10 liters per minute for 20 minutes. 

(c) Each auxiliary medical oxygen 
unit required by this subpart must— 

(1) Meet the requirements of para¬ 
graph (a) of this section; and 

(2) Contain a quantity of oxygen 
sufficient to supply a patient at flow rate 
of not less than 10 liters per minute for 
20 minutes. 

g 135.297 Emergency medical care kit. 

No certificate holder may carry any 
patient unless the aircraft is equipped 
at the time of initial departures with an 
emergency medical care kit that meets 
the specifications and requirements of 
Appendix B. If any of the contents of 
the kit are used en route, the certificate 
holder may continue to carry patients 
until such time as it is practicable to re¬ 
plenish the contents of the kit. 

§ 135.299 Utter patients. 

No certificate holder may carry any 
patient who must be carried in a litter 
unless the Utter— 

(a) Can be loaded through the aircraft 
door without rotating it more than 30 
degrees about the longitudinal axis or 45 
degrees about the lateral axis; 

(b) Can be carried in a horizontal 
position; 

(c) Is located so that the upper surface 
of the Utter is not less than 30 inches 
from the ceiling of the aircraft and not 
less than 30 inches from the under sur¬ 
face of any other litter; 

(d> Is located so as not to obstruct the 
pilot’s vision or interfere with the per¬ 
formance of any duty by a flight crew¬ 
member or medical attendant; and 

(e> Is located so as to provide access 
to the patient's upper body. 

g 135.301 Carriage of medical equip¬ 
ment* 

No certificate holder may carry any 
patient unless aU medical equipment in 
the aircraft is carried in an approved 
rack. bin. or compartment or is other¬ 
wise secured by an approved means. 

g 135.303 Maintenance of medical 
equipment and «upp!i<% 

No certificate holder may use any 
medical equipment or suppUes unless 
they are maintained as follows: 

(a) Each piece of linen and each blan¬ 
ket used for a patient must be clean. 

(b) Each piece of equipment coming 
in contact with a patient must have been 


properly washed and disinfected before 
being used by the patient. 

(c) Each stretcher pad. mattress, 
and pillow must be impervious to mois¬ 
ture or entirely covered with an imper¬ 
vious cover. 

(d) Each cover for any pad. mattress, 
and pillow, and each pad. mattress, and 
pillow, if used without a cover, must 
have been cleaned and disinfected after 
being soiled by any patient. 

§ 135.305 Aircraft requirements. 

No certificate holder may operate an 
aircraft in operations under this subpart 
unless— 

<a) The aircraft is equipped with in¬ 
terior lighting adequate for patient care 
under all anticipated circumstances; 
and 

(b) Adequate electrical power is avail¬ 
able for each piece of medical equipment, 
in addition to the electrical power needed 
for the operation of the aircraft under 
&U anticipated circumstances. 


§ 135.307 Manual requirement. 

(a> No certificate holder may carry 
any patient unless it has a current man¬ 
ual that contains— 

(1) The identity of each person as¬ 
signed responsibilities in operations un¬ 
der this subpart, including responsibility 
for required medical equipment; 

(2) Procedures for ensuring the prop¬ 
er handling of patients; 

(3) Responsibilities of flight crew¬ 
members to patients; and 

(4) Appropriate emergency proce¬ 
dures regarding operations under this 
subpart. 

<b) The appropriate portions of the 
manual containing the information re¬ 
quired by paragraph (a) of this section 
shaU be made available to each person 
assigned responsibilities under this sub¬ 
part. 

(c) The manual required by this sec¬ 
tion may be contained in the manual 
required by 1 135.27(a), for certificate 
holders required to have that manual. 


§ 135.309 Medical emergencies 

(a) In a medical emergency, when no 
other practical means of transportation 
(Including any other properly equipped 
certificate holder) is reasonably avail¬ 
able. a certificate holder may deviate, to 
the extent necessary to meet the medical 
emergency, from the rules of this sub- 
part 

<b) Each certificate holder who, under 
the authority of this section, deviates 
from a rule of this subpart shall, witfun 
10 days after the deviation, send to the 
certificate holding FAA Flight Standard-? 
District Office a complete report of the 
operation involved. Including a descrip¬ 
tion of the deviation and the reasons lor 


3. By adding a new Appendix B to Part 
135 to read as follows: 
iFPEKDix B —Emugenct MeoIcax. C*W 

The emergency medical care kit 
ay | 135 207 must meet the following requtff 
nenU: 
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Content*: 


Quantity 


Large gauze dressing..- — -—...— 2 

Sterile gauze pad.—.. 8 

Nonsterlle gauze pod.-. 12 

Adhesive tape. 1-In standard roll- 2 

Adhesive tape, 2-ln standard roll.—. 2 

Adhesive tape. 3-ln standard roll- 2 

Mouth gag.. 2 

Bandage scissors- 

Triangle bandage (cravat)- 2 

Oroj'haryngeal airway, adult-size... 1 

oropharyngeal airway, child-size— 1 

Soft-roller self-adhering bandage 

standard roll-- 2 

Eye cover——-—-.-—-- 8 

Constricting bands- 2 

waterless towelettes.—. 12 

Tongue depressers.... 12 

Ammonia Inhalants-- 4 

Sterile nonporous dressings- 4 


(Secs. 313(a). 001, and 804. Federal Aviation 
Act of 1958. as amended (49 UB.C. 1304(a), 
1421, and 1424): Sec 0(c). Department of 
Transportation Act (49 U3.C. 1665(c)).) 


Nor*,—Tb# FAA has determined that this 
document does not contain a major proposal 
requiring preparation of an Economic Impact 
Statement under Executive Order 11821. as 
amended by Executive Order 11940. and OMB 
Circular A-107. 


Issued in Washington. D C., on July 18. 

1977, 

J. A. Ferrarese. 

Acting Director, 
Flight Standards Service . 

(PR Doc.77-21261 Filed 7-22-77;8:45 am) 


FEDERAL TRADE COMMISSION 

[ 16CFR Part 13] 

(Docket No. 8010) 

STANDARD OIL CO. (OHIO) 

Consent Agreement With Analysis To Aid 
Public Comment 

Correction 

In FR Doc. 77-20328 appearing a 
page 36480 in the issue for Friday, 
July 15. 1977. add the following line to 
the bottom of the third column on page 
364B1: ••• • • request Sohio to notify 
him whether or not • • 


department of the treasury 


Internal Revenue Service 
t 26 CFR Parti] 

(LR-7-73J 


INVESTMENT CREDIT 


Withdrawal of Proposed Rulemaking 

AOENCY : Internal Revenue Service, 

Treasury. 


ACTION: Withdrawal of notice of pro¬ 
posed rulemaking. 


SUMMARY; This document withdraws 
J“* notice of proposed rulemaking rc- 
10 Investment credit that ap- 
peared in the Federal Register on 
u^ h i 7 / 1976 <41 PR U17M. The no- 
. . n ® withdrawn because it does 
reflect provisions of new legislation. 

^OR FURTHER information con- 


L«»rence M. Axelrod of the Legislatl 
nd Regulations Division, Office of I 
nlf ' Counsel. Internal Revenue Sei 


lcc. 1111 Constitution Avenue NW., 
Washington. D.C. 20224 (Attention: 
CC:LR:T) (202-566-4454) (not a toll- 
free call)." 

SUPPLEMENTARY INFORMATION: 
Background 

This document withdraws the notice 
of proposed rulemaking that appeared in 
the Federal Register on March 17, 1976 
(41 FR 11175). That notice proposed 
amendments to the regulations under 
section 46. section 47. and section 48 of 
the Internal Revenue Code of 1954. The 
amendments would have provided rules 
for the determination of useful life for 
purposes of computing Investment credit 
for property depreciated by a method 
which does not measure the useful life 
of the property in years and would have 
revised the rules relating to investment 
credit for motion picture and television 
films and tapes. 

The Tax Reform Act of 1976 made 
significant changes in the treatment of 
Aims and tapes for purposes of the in¬ 
vestment credit. The notice being with¬ 
drawn was issued prior to the enactment 
of the Tax Reform Act and therefore 
does not reflect the provisions of the new 
law. The Service anticipates issuing a 
new notice of proposed rulemaking to re¬ 
flect changes in investment credit made 
by the Tax Reform Act of 1976. 

Drafting Information 

The principal author of this document 
was Lawrence M. Axelrod of the Legis¬ 
lation and Regulations Division. Office of 
the Chief Counsel. Internal Revenue 
Service. However, personnel from other 
offices of the Internal Revenue Service 
and Treasury Department participated 
in developing this document, both in 
matters of substance and style. 

The proposed amendments to 26 CFR 
Part 1 relating to investment credit pub¬ 
lished in the Federal Register (41 FR 
11175) on March 17, 1976. are hereby 
withdrawn. 

S. B. Wolfe. 

Acting Commissioner of 
Internal Revenue. 

Approved: July 18. 1977. 

Laurence N. Woodworth, 
Assistant Secretary 
of the Treasury . 

|FR Doc.77-21336 Filed 7-22-77:8:45 am) 

DEPARTMENT OF DEFENSE 
Department of the Air Force 
[ 32 CFR Part 806b ] 

| AF Reg 12-36) 

PRIVACY ACT OF 1974 
Exemption 
Correction 

In FR Doc. 77-18798 appearing in the 
issue for Friday. July 1, 1977. on page 
33776. in the 2nd column, i 806.58<m) (3). 
the 1st sentence should read, M <3> Rea¬ 
sons. The release of information used to 
determine suitability, eligibility, or qual¬ 
ification for Federal Military Sen,’ice 
would cause the identity of a confiden¬ 
tial source to be revealed.”. 


ENVIRONMENTAL PROTECTION 
AGENCY 
[40 CFR Part 52] 

(FRL 766-2| 

APPROVAL AND PROMULGATION OF 
IMPLEMENTATION PLANS 

Revis ons to the Trinity County Air Pollution 
Control District's Rules and Regulations 
In the State of California 

AOENCY: U.S. Environmental Protec¬ 
tion Agency. 

ACTION: Notice of proposed rulemak¬ 
ing. 

SUMMARY: The Trinity County Air 
Pollution Control District (APCD) has 
adopted changes to rules concerning the 
monitoring of stationary sources of air 
pollution. The intended effect of these 
rules is to ascertain the extent of com¬ 
pliance with other APCD rules. The re¬ 
visions have been submitted to the En¬ 
vironmental Protection Agency (EPA) 
by the California Air Resources Board as 
revisions to the California State Imple¬ 
mentation Plan (SIP). The EPA invites 
public comments on these rules, espe¬ 
cially as to their consistency with the 
Clean Air Act. 

DATES: Comments may be submitted 
up to August 24, 1977. 

ADDRESS: Send comments to: Re¬ 
gional Administrator. Attn: Air & Haz¬ 
ardous Materials Division, Air Programs 
Branch. California SIP Section. EPA. 
Region IX. 100 California Street, Son 
Francisco, Calif. 94111. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Frank M. Covington, Director, Air & 
Hazardous Materials Division. Envi¬ 
ronmental Protection Agency. 100 Cali¬ 
fornia Street. San Francisco, Calif. 
94111. Attn: David R. Souten. 415- 
556-7288. 

SUPPLEMENTARY INFORMATION: 
The November 10. 1976 submittal in¬ 
cluded the following revised rules: Rule 
240(d)—Compliance Verification, and 
Rule 240(e)—Mandatory Monitoring Re¬ 
quirements. 

Under 8cctlon 110 of the Clean Air 
Act as amended, and 40 CFR Part 51. the 
Administrator is required to approve or 
disapprove the regulations as an SIP 
revision. 

The Regional Administrator hereby Is¬ 
sues this notice setting forth these re¬ 
visions as proposed rulemaking and ad¬ 
vises the public that interested persons 
may participate by submitting written 
comments to the Region IX Office. Rele¬ 
vant comments received on or before 
August 24. 1977, will be considered. Com¬ 
ments received will be available for pub¬ 
lic Inspection at the Region IX Office 
and the EPA Public Information Ref¬ 
erence Unit. 

Copies of the proposed revision are 
available for public inspection during 
normal business hours at the following 
locations: 

Trinity County Air Pollution Control Dis¬ 
trict. 400 Barbara Avenue, Weavervllle, 
Calif 96093. 
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Cal Ho ml a Air Resources Board. 1709 11th 
Street. Sacramento, Calif. 95814. 
Environmental Protection Agency. Region 
IX. 100 California Street, San Franclico. 
Calif . 94111. _ „ 

Public Information Reference Unit, Room 
2&22 (EPA Library), 401 *‘M M Street 8W.. 
Washington, D C. 20480. 

(Secs. 110 and 301 of the Clean Air Act. as 
amended (42 UJB.C. 1857C-5).) 

Dated: July 1. 1977. 

Paul De Falco. Jr.. 
Regional Administrator . 

|FR Doc.77-21229 FUed 7-22-77:8:45 ami 


[ 40 CFR Part 52] 

|FRL 768-4) 

APPROVAL AND PROMULGATION OF 
IMPLEMENTATION PLANS 

Proposed Revision to the New York State 
Implementation Plan 

AGENCY: Environmental Protection 
Agency. 

ACTION: Proposed rule. 

SUMMARY: This proposal announces 
receipt of a request from New York State 
to revise Its 8tate Implementation Plan 
so as to Include In this plan a recently 
amended section of the State's Environ¬ 
mental Conservation Law and a section 
of Its regulations. The unamended law 
and the regulatory section were previ¬ 
ously disapproved by EPA because they 
did not. when read together, provide ade¬ 
quate legal authority to ensure for the 
public availability of air pollutant emis¬ 
sion data. Public availability of data is 
required by Environmental Protection 
Agency regulations. 

DATES: Comments must be received on 
or before August 24,1977. 

ADDRESSEES: All comments should be 
addressed to: 

Gerald M. Hanslcr, PE., Regional Ad¬ 
ministrator, U.8. Environmental Pro¬ 
tection Agency, Region n Office, 26 
Federal Plaza. New York. New York 
10007. 

Copies of the proposal are available for 
public inspection during normal business 
hours at: 

UB. Environmental Protection Agency. 
Air Programs Branch. Room 908. Re¬ 
gion II Office, 26 Federal Plaza. New 
York. New York 10007. 

New York State Department of Environ¬ 
mental Conservation. Division of Air 
Resources. 50 Wolf Road. Albany. New 
York 12233. 

UB. Environmental Protection Agency, 
Public Information Reference Unit. 
401 M Street SW.. Washington. D.C. 
20460. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Warren U^weDyn, Office of Regional 
Counsel. US. Environmental Protec¬ 
tion Agency, Region n Office, 26 Fed¬ 
eral Plaza. New York. New York 10007 
<212-264-4299). 


SUPPLEMENTAL INFORMATION: The 
State submittal, dated February 14, 1977. 
consists of section 19-0305(2) (a) of New 
York States' Environmental Conserva¬ 
tion Law <ECL) as amended by Chapter 
760, McKinney’s 1975 Session Laws of 
New York, and also an opinion, dated 
January 27.1977, by the Honorable Louis 
J. Lefkowitx, Attorney General of the 
State of New York, interpreting the 
amended ECL 5 19-0305(2) <a>. This 
opinion states that the amended statute 
unambiguously provides for the public 
availability of emission data and that a 
claim of confidentiality can not be uti¬ 
lized to withhold such emission data. The 
opinion further states that 6 NYCRR 
200.2. when read in conjunction with the 
amended statute, similarly protects the 
public's access to emission data. 

A preliminary review by the EPA Re¬ 
gional Office of the State submittal in¬ 
dicates that the amended ECL 9 19-0305 
(2) <a> and the present 6 NYCRR 200.2 
adequately provide for public availability 
of emission data as required under 40 
CFR 51.10(e). Consequently. EPA expects 
to approve the proposed plan revision 
and to revoke 40 CFR 52.1685(a), <b>. 

This Federal regulation was promul¬ 
gated by EPA on September 26. 1974 <39 
FR 34537 > and amended on November 28. 
1975 (40 FR 55332). These two actions 
had the effect of disapproving the New 
York regulation pertaining to public ac¬ 
cess to emission data (6 NYCRR 200.2) 
and of promulgating a substitute Federal 
regulation to correct the deficiency In 
the SIP that resulted from such disap¬ 
proval. By revoking 40 CFR 52.1685(a), 
EPA will be rescinding its earlier disap¬ 
proval of 6 NYCRR 200.2 and. conse¬ 
quently, 40 CFR 52.1685(b). the substi¬ 
tute Federal regulation, will no longer 
be necessary. 

The preliminary review by the Re¬ 
gional Office also indicates that the 
amended ECL 9 19-0305<2> <a) gives the 
State adequate legal authority to make 
emission data available to the public 
as required under 40 CFR 51.11(a)(6), 
Consequently’, EPA expects to approve 
inclusion of the amended ECL as part of 
the SIP and to revoke 40 CFR 52.1686(a). 
This regulation, promulgated by EPA on 
September 26. 1974 (39 FR 34537). had 
disapproved the then existing version of 
ECL 9 19-0305(2) (a). 

This notice is issued as required by 
Section 110 of the Clean Air Act, as 
amended, to advise the public that com¬ 
ments may be submitted as to whether 
the proposed revision to the New York 
State Implementation Plan should be 
approved or disapproved. The Adminis¬ 
trator's decision regarding approval or 
disapproval of this proposed plan revi¬ 
sion will be based on whether it meets 
the requirements of Section 110(a) <2) 
(A)-(H> of the Clean Air Act and EPA 
regulations in 40 CFR Part 51. 

Dated: July 6.1977. 

O. M. Hanslcr. 

Regional Administrator . 

Environmental Protection Agency . 

(FR Doc.77-21364 Filed 7-22-77:8:45 ami 


DEPARTMENT OF 
TRANSPORTATION 
Coast Guard 

[ 46 CFR Parts 32, 33, 35. 37. 72, 75, 77, 
7a 79. 92. 94, 96. 97, 99, 100-139, 
190, 192, 195, 196] 

[COO 74-125) 

ELECTRICAL ENGINEERING 
Revision to Subchapter J 

AGENCY: Coast Guard. DOT. 

ACTION: Announcement of the availa¬ 
bility of complete copies of proposed 
rules. 

SUMMARY: In FR Doc. 77-18086 that 
appeared on pages 32700 through 32743 
in the issue of Monday, June 27, 1977, a 
mistake in the binding of Federal Reg¬ 
ister Voi. 42. No. 123, has been noted 
and there exists the possibility that pages 
32704 through 32736 are missing in some 
copies. This notice announces where 
complete copies may be obtained. 

ADDRESSES: Any person not having 
these pages may obtain a copy from the 
nearest Coast Guard Marine Inspection 
Office or from the Commandant <G- 
CMC/81), U.S. Coast Guard, Washing¬ 
ton. D.C. 20590. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Captain George K. Greiner. Marine 
Safety Council (G-CMC/81), Room 
8117. Department of Transportation. 
Nasslf Building. 400 Seventh Street. 
SW.. Washington, D C. 20590, 202-426- 
1477. 

SUPPLEMENTAL INFORMATION: It 
should also be noted that the comment 
period has been extended to September 
12 1977, by a notice contained in the 
Monday. July 18. 1977 issue of the Fed¬ 
eral Register at page 36845. 

O. W. 8 iler, 
Admiral . UJS. Coast 
Guard Commandant 

July 21.1977. 

(FR Doc.77-21433 Filed 7-22-77:8:45 am) 


FEDERAL COMMUNICATIONS 
COMMISSION 
[47 CFR Part 15] 

(Docket No. 20090: RM-1617. 2152, 2223) 

REMOTE CONTROL AND SECURITY 
DEVICES 

Order Extending Time for Filing Reply 
Comments 

AGENCY: Federal Communications 

Commission. 

ACTION: Extension of time. 

SUMMARY: An extension of time in 
which to file reply comments has been 
requested in Docket No. 20990 Because 
of the importance of this proceeding w 
both the manufacturers and consumers, 
the Commission is granting a sixty 
day extension. 

DATES: Reply comments must be re¬ 
ceived by September 28.1977. 
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ADDRESSES: Federal Communications 
Commission, Washington, D.C. 20554. 

POR FURTHER INFORMATION CON- 

TACT: 

Leslie A. Wall. RF Devices and Experi¬ 
mental Branch. Office of Chief Engi¬ 
neer (202-632-7095). 

SUPPLEMENTARY INFORMATION: 

In the matter of Amendment of Part 
15 of FCC Rules to provide for remote 
control and security devices (Docket No. 
20990, RM-1617, RM-2152. RM-2223). 

Adopted: July 15,1977. 

Released: July 20.1977. 

1. The Security Equipment Industry 
Association (SETA) has requested an ex¬ 
tension of time within which to file reply 
comments In the above-captioned pro¬ 
ceeding (42 FR 15442; March 22. 1977). 
The presently specified date for filing 
reply comments is July 28. 1977, and 
8EIA has requested an extension of sixty 
1 60) days to September 28. 1977. 

2. SEIA states that it Is not possible to 
submit meaningful reply comments with¬ 
in the period available (before July 28, 
1977). For one, because of the adminis¬ 
trative handling required, there is an in¬ 
herent delay before the comments filed 
to the proceeding are made available for 
evaluation. Secondly. SEIA's members 
are widely dispersed. Distributing com¬ 
ments of other parties and getting feed 
back from SEIA members to develop a 
coordinated SEIA position Is a slow, time 
consuming procedure that cannot be 
completed within the thirty days pro¬ 
vided. 

3. Because of the importance of this 
proceeding to both the manufacturers 
and the consumers; and because of the 
Commission's desire to have the most 
definitive responses possible, an exten¬ 
sion of time to September 28. 1977, for 
Ckng or reply comments Is hereby 
ordered pursuant to the authority 
ranted by Section 0.241(d) of the Com- 
mhsion's Rules. 


Raymond E. Spencz. 

Chief Engineer . 
\T* Doc 77-21306 Filed 7-22-77; 8:45 am] 


DEPARTMENT OF 
TRANSPORTATION 


National Highway Traffic Safety 
Administration 


[ 49 CFR Parts 567. 568 ] 

I Docket No 75-26; Notice 4) 

*»T0R VEHICLE SAFETY REGULATIONS 


Certification by Intermediate 
Manufacturers of Multistage Vehicles 

iSE* 0 * 1 National Highway Traffic 
***** Administration (NHTSA). 

ACTION; Proposed rule. 

: This proposal would amend 
aUon that specifies how truck 
t^;^i urer « meet their statutory rc- 
g^lbl ity to certify compliance of ve¬ 
rt*;*! PedcraI motor vehicle safety 
In iwT* ®°me trucks are constructed 
^ or more separate stages, and 


the regulations will soon require that the 
first and the final manufacturers certify 
compliance to the degree their work af¬ 
fects the vehicle. This proposal would 
include “Intermediate stage" manufac¬ 
turers in the certification scheme and 
would complete revision of the regula¬ 
tions required by Rex Chainbelt v. 
Brinegar, 511 F.2d 1215 (7th Cir. 1975). 

DATES: Comments due September 23, 
1977. Proposed effective date July 2.1978. 

ADDRESS: Comments should refer to 
the docket number and be submitted to: 
Docket Section, Room 5108, National 
Highway Traffic Safety Administration, 
400 Seventh Street SW.. Washington. 
D.C. 20590. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

David Fay, Motor Vehicle Programs, 

National Highway Traffic Safety Ad¬ 
ministration. Washington, D.C. 20590. 

(202-426-2817.) 

SUPPLEMENTARY INFORMATION: 
This notice proposes amendment of 49 
CFR Part 567, Certification , to add a 
labeling requirement for intermediate 
manufacturers who perform work on 
chassis-cabs. Conforming amendments 
to 49 CFR Part 568. Vehicles Manufac¬ 
tured in Two or More Stages, are also 
proposed. 

An intermediate manufacturer is 
presently required by 49 CFR } 568 5 to 
pass along the incomplete vehicle docu¬ 
ment that he receives from the incom¬ 
plete vehicle manufacturer or a prior 
Intermediate manufacturer. If the work 
that he performs on the incomplete 
vehicle affects the validity of any of the 
statements in that document he is re¬ 
quired to furnish an addendum to the 
document. The addendum contains his 
name and mailing address, and on indi¬ 
cation of all changes that should be 
made In the document to reflect changes 
that he made in the vehicle. 

By separate notice issued today (42 
FR 37814) (NoUce 3). the National High¬ 
way Traffic Safety Administration has 
established a new scheme for the certi¬ 
fication of multi-stage vehicles that are 
manufactured from chassis-cabs, in ac¬ 
cordance with the decision in Rex 
Chainbelt v. Brinegar, 411 F2d. 1215 
(7th Cir. 1975). Under that scheme, a 
chassis-cab manufacturer will affix a 
label to his product, with a three-part 
certification statement. This certifica¬ 
tion is made by dividing the safety 
standards that will be applicable to the 
completed vehicle Into three categories. 
The standards in the first category are 
those to which the chassis-cab con¬ 
forms. In the second category are those 
to which conformity is substantially 
affected by both the design of the 
chassis-cab and the manner In which 
the vehicle Is completed. For standards 
in this category, the incomplete vehicle 
document contains completion Instruc¬ 
tions. In the third category are those 
standards to which conformity is not 
substantially affected by the design of 
the chassis-cab. The final-stage manu¬ 
facturer who uses the chassis-cab will 
then make a three-part certification, to 


the extent that the three parts are 
applicable, corresponding to the chassis- 
cab manufacturer's three-part certifi¬ 
cation. 

Because the above-described scheme 
makes no provision for intermediate 
manufacturers whose work may affect 
the conformity status of a chassis-cab 
before the final-stage manufacturer 
begins his work, this notice proposes 
certification requirements for Inter¬ 
mediate manufacturers. The new 
requirements would apply only with 
respect to those incomplete vehicles that 
are delivered to intermediate manu¬ 
facturers as chassis-cabs. Further, an 
Intermediate manufacturer would be 
required to affix a certification label to 
a chassis-cab onl y If he is already 
required by 49 CFR $ 568.5 to furnish an 
addendum to the Incomplete vehicle 
document accompanying the chassis- 
cab. 

At the conclusion of an intermediate 
manufacturer's modifications of a chas¬ 
sis-cab, the safety standards can once 
again be divided into the categories 
described above. The Intermediate 
manufacturer's label, described in para¬ 
graph (b) of 9 567.5, would Include his 
name, the month and year in which he 
concluded his manufacturing operations 
on the chassis-cab, and the statements 
described in paragraphs (b)(1)(A), (b) 
(1) (B). (b)(2), and (b)(3). to the ex¬ 
tent that they are applicable. The para¬ 
graph (b)(1)(A) and (b)(1)(B) state¬ 
ments would cover standards that he 
has “shifted" into the first category from 
another category. The paragraph (b) (2) 
statement would cover standards that 
he has shifted into the second category. 
It would also cover standards that re¬ 
main in the second category from their 
previous certification but that neverthe¬ 
less need amended completion instruc¬ 
tions. The paragrah (b)(3) statement 
would cover standards that he has 
shifted into the third category. 

More specifically, for the standards 
to which the intermediate manufacturer 
has created conformity by following the 
instructions found in the incomplete 
vehicle document that he received, he 
would make the paragraph (b)(1)(A) 
certification statement: “With respect 

to Standard Nos-, the instructions 

of prior manufacturers have been fol¬ 
lowed so that the chassis-cab now con¬ 
forms to these standards." In this man¬ 
ner. he would actuate the conditional 
certification that hod been made by the 
chassis-cab manufacturer or, pursuant 
to paragraph (b)(2), by a prior inter¬ 
mediate manufacturer. 

For the other standards to which the 
intermediate manufacturer has created 
conformity, he would make the para¬ 
graph (b)(1)(B) certification: “This 
chassis-cab conforms to Federal Motor 

Vehicle Safety Standard Nos. M 

This statement. Identical with chassis- 
cab manufacturers* certifications of 
standards in the first category, is an 
original certification of conformity. 
Listed in it would be standards 
previously in the second category, t c 
which the intermediate manufacture! 
has created conformity in a manner oi 
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his own. rather than by following the 
Instructions found in the incomplete 
vehicle document. Standards previously 
included In the third category (con¬ 
formity not substantially affected by 
chassis-cab design) could also be listed 
In this statement. 

The intermediate manufacturer’s 
paragraph (b) (2) statement would be: 
••This vehicle will conform to Standard 
Nos._if It Is completed In accord¬ 

ance with the Instructions contained in 
the amended incomplete vehicle docu¬ 
ment furnished pursuant to 49 CFR Part 
568.*’ This is a conditional certification, 
much like the chassis-cab manufac¬ 
turer’s certification of standards in the 
second category. It would be used by the 
intermediate manufacturer for stand¬ 
ards which he has shifted from the first 
or third category Into the second. It 
would also be used for standards, al¬ 
ready in the second category when he 
received the chassis-cab, for which he 
has amended the completion instruc¬ 
tions. 

The paragraph (b)(3) statement 
would be: ‘’Conformity to Standard 

Nos._ is no longer substantially 

affected by the design of this chassis- 
cab.” The intermediate manufacturer 
would make this statement for stand¬ 
ards that he has shifted from the first 
and second categories into the third. 
Manufacturers should note that this 
statement Includes a factual element, 
precluding Its use in certain situations. 
This subject has already been discussed 
in Notice 3. 

In consideration of the foregoing, it 
is proposed that the following amend¬ 
ments be made in Chapter V of Title 
49. Code of Federal Regulations. 

1. In Part 568, Vehicles Manufactured 
in Two or More States, ft 568.5 would be 
amended to read: 

§ 568.5 Requirement* for intermediate 
manufacturer*. 

(a) Each intermediate manufacturer 
of an Incomplete vehicle shall furnish 
the document required by ft 568.4 of this 
part, in the manner specified in that 
section. If any of the changes in the 
vehicle made by the intermediate manu¬ 
facturer affect the validity of the state¬ 
ments In the document as provided to 
him he shall furnish an addendum to 
the document that contains his name 
and mailing address and an Indication 
of all changes that should be made in 
the document to reflect changes that 
he made in the vehicle. 

(b) Each Intermediate manufacturer 
shall, in accordance with 5 567.5 of this 
chapter, affix a label to each chassis- 
cab respecting which he is required by 
paragraph (a) above to furnish an ad¬ 
dendum to the document required by 
ft 568.4 of this port. 

2. In Part 567, Certification , ft 567.5 
would be revised by adding a new para¬ 
graph <b) and amending paragraphs 

(c)<7)(i) and (c)(7)(U) to read: 

§ *>67..5 Roquirr men!* for nuanufartur- 
em of vrliirlm manufactured in two 
or more *tagr«. 


(b) Except as provided in paragraphs 
(e) and <f> of this section, each inter¬ 
mediate manufacturer of a vehicle man¬ 
ufactured in two or more stages shall 
affix a label. In the location and form 
specified in ft 567.4, to each chassis-cab 
respecting w'hlch he is required by ft 568.5 
of this chapter to furnish an addendum 
to the incomplete vehicle document de¬ 
scribed in ft 568.4 of this chapter. How¬ 
ever. this paragraph applies only to 
chassis-cabs that have been certified by 
a chassis-cab manufacturer in accord¬ 
ance with paragraph (a) of this section. 

(1) (A) “With respect to Standard 

Nos. __ the instructions of prior 

manufacturers have been followed so 
that the chassis-cab now conforms to 
these standards.” The statement shall 
be completed by inserting the numbers 
of all or less than all of the standards, 
and only those standards, respecting 
which the latest prior certification state¬ 
ment was in the form prescribed In para¬ 
graph <a> (2) or (b> (2>. 

<B> “This chassis-cab conforms to 
Federal Motor Vehicle Safety Standard 

Nos. ..” The statement shall be 

completed by inserting the numbers of 
the other standards to which the chassis- 
cab conforms, excluding those standards 
respecting which the latest prior certi¬ 
fication statement was in the form pre¬ 
scribed in paragraph (a)(l), (b)(1)(A), 
or this paragraph. 

<2> “This vehicle will conform to 

Standard Nos..if it is completed 

in accordance with the instructions con¬ 
tained in the amended incomplete ve¬ 
hicle document furnished pursuant to 
49 CFR Part 568.” The statement shall 
be completed by inserting the numbers 
of the standards conformity to which 
is substantially affected by both the de¬ 
sign of the chassis-cab (as modified by 
the intermediate manufacturer) and the 
manner in which the vehicle is com¬ 
pleted. 

(3) “Conformity to Standard No6. 

-is no longer substantially affected 

by the design of this chassis-cab.” The 
statement shall be completed by insert¬ 
ing the numbers of all or less than all 
of the standards, and only those stand¬ 
ards. respecting which the latest prior 
certification statement was in the form 
prescribed in paragraph (aXl>, (a><2), 
(b)(1)(A). (b)(1)(B), or (b)(2). 

(4) Name of Intermediate manufac¬ 
turer. preceded by the words “INTER¬ 
MEDIATE MANUFACTURE BY” or 
“INTERMEDIATE MFR BY”. 

(5) Month and year in which the in¬ 
termediate manufacturer performed his 
last manufacturing operation on the 
chassis-cab. This may be spelled out, as 
“JUNE 1970”, or expressed as numerals, 
as ”6/70”. No preface is required. 

<c> • • • 

(7) The following statements, as ap¬ 
propriate. Statements (i) and (ii> shall 
be made only for vehicles that were 
originally delivered by an Incomplete 
vehicle manufacturer or an Intermediate 
manufacturer as a chassis-cab. 

(1) “Conformity of the chassis-cab to 
Federal Motor Vehicle Safety Standard 

Nos. -has not been affected by 

final-stage manufacture.” The statement 


shall be completed by Inserting the num¬ 
bers of all or less than all of the stand¬ 
ards. and only those standards, respect¬ 
ing which the latest prior certification 
statement was made by a chassis-cab 
manufacturer pursuant to paragraph 
(aXl) of this section or by an inter¬ 
mediate manufacturer pursuant to par¬ 
agraph (bXlXA) or (b)(1)(B). This 
statement may be omitted at the discre¬ 
tion of the final-state manufacturer. 

(U) “With respect to Standard No*. 

__ the vehicle has been completed 

in accordance with the prior manufac¬ 
turers’ instructions.” The statement shall 
be completed by inserting the numbers 
of all or less than all of the standards, 
and only those standards, respecting 
which the latest prior certification state- 
ment was a chassis-cab manufacturer’s 
conditional statement under paragraph 
(a)(2) of this section or an intermediate 
manufacturer’s conditional statement 
under paragraph (b) <2). This statement 
may be omitted at the discretion of the 
final stage manufacturer. 


Interested persons are invited to sub¬ 
mit comments on the proposal. It in re¬ 
quested but not required that 10 copies 
be submitted. 

In the case of comments that contain 
materials for which confidential treat¬ 
ment is requested, those materials should 
be deleted from the copies submitted to 
the docket. A copy of the complete com¬ 
ments should be submitted to the Office 
of Chief Counsel at the above address, 
with an indication of which portions of 
the comments are the subject of the re¬ 
quest for confidentiality. 

All comments received before the dose 
of business on the comment closing date 
indicated above will be considered, and 
will be available for examination in the 
docket at the above address both before 
and after that date. To the extent pos¬ 
sible. comments filed after the closing 
date will also be considered. However, 
the rulemaking action may proceed at 
any time after that date, and comment* 
received after the closing date and too 
late for consideration In regard to the 
action will be treated as suggestions for 
future rulemaking. The NHT8A will con¬ 
tinue to file relevant material as it be¬ 
comes available in the docket after the 
closing date, and it Is recommends 1 that 
interested persons continue to examine 
the docket for new material. 

Norr.—The economic and Inflationary im¬ 
pact* of thl* rulemaking have been care¬ 
fully evaluated In accordance with OMB Cir¬ 
cular A-107. and an Economic Impact state¬ 
ment U not required. 

The program official and lawyer prin¬ 
cipally responsible for the development 
of this rulemaking are David Fay ana 
Mark Schwlmmer. respectively. 

(Sec*. 103. 108. 112. 114. 119 . Pub L 
80 Stat. 718 (15 U.S C. 1392. 1397, !4C1 !4» 
1407): delegation of authority at 49 CKR »- w 
and 49 CFR 501 A.) 

Issued on July 18.1977. 

Robert L. Carter. 

Associate Administrator . 

Motor Vehicle Progravis. 

|FR DOC.77-21120 Filed 7 - 22 - 77 :8 45 ami 
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DEPARTMENT OF AGRICULTURE 

Forest Service 

U.S. BORAX MINING ACCESS ROAD FOR 
THE QUARTZ HILL PROSPECT 

Availability of Final Environmental 
Statement 


Pursuant to section 102(2X0 of the 
National Environmental Policy Act of 
1969, the UB. Forest Service. Depart¬ 
ment of Agriculture, has prepared a final 
environmental statement for the U.8. 
Borax Mining Access Road for the 
Quartz Hill Prospect, USDA-FS-FES 
(Adm)-77-04. 

The Forest Service proposes to issue 
a special use permit to the U.S. Borax 
and Chemical Corporation in behalf of 
Pacific Mines, Inc., to construct a road 
to a mineral exploration property located 
due east of Ketchikan on the mainland 
of southeast Alaska. Tongass NaUonal 
Forest. The road would be used for In¬ 
tensive development drilling and for the 
extraction of mineralized rock for pilot 
testing (bulk sampling). 

This final environmental statement 
was transmitted to the Council on En¬ 
vironmental Quality on July 18, 1977. 

Copies are available for inspection 
during regular working hours at the fol¬ 
lowing locations: 

CSDA, Forest Service, South Agricultural 
Build tug. Room 3210. 12th 8trect and In¬ 
dependence Avenue SW., Washington. D.C. 

20013. 

VS Forest Service, Alaska Region. Federal 
OfBre Building. Juneau. Alaska 20802. 

Berest Supervisor, Chatham Area, TcngaM 
Xatlonal Forest, Federal Building. 8itXa. 
Alaska 99835. 

Btreit Supervisor, Stlklne Area. Tongass Na- 
Woasi Forest, Federal Budding. Petersburg, 

Aiuk* 99833. 

Bert*: Supervisor, Ketchikan Area, Tongass 
Bwtonai Forest, Federal Building. Room 
*13. Ketchikan. Alaska 99901. 

A limited number of single copies are 
available upon request to the Forest Su¬ 
pervisor. Ketchikan Area. Tongass Na- 
Forest. P.o. Box 2278, Ketchikan, 

Akska 99901. 

Copies of this environmental statement 
sent 10 varlous Federal. State 
, agencies as outlined in the CEQ 

nWelir.es. 


Jotr 18, 1977, 
IBR Doc.77-21321 


R. Max Peterson. 
Deputy Chief . 

Filed 7-22-77;8 45 am) 


CIVIL AERONAUTICS BOARD 

(Dockets 27838 and 30818] 

AEROVIAS QUISQUEYANA, C. POR A., 
ET AL 

Assignment of Proceeding 

This proceeding is hereby assigned to 
Administrative Law Judge Thomas P. 
Sheehan. Future communications should 
be addressed to Judge Sheehan. 

Dated at Washington, D.C., July 19, 
1977. 

Henry M. Switkay. 

Acting Chief . 

Administrative Law Judge , 
|FR Doc.77-21318 Filed 7-22-77;8;45 am] 


(Docket No. 26724; Order 77-7-831 

CANCELLATION OF MILITARY FARES 

PROPOSED BY VARIOUS CARRIERS 

Order To Dismiss Investigation 

Adopted by the Civil Aeronautics 
Board at its office in Washington, D.C., 
on the 19th day of July 1977. 

In the spring of 1974, carriers 1 serving 
U.S. Mainland-Puerto Rico/Virgln 
Islands markets filed tariffs canceling 
military discount fares in those markets. 
By order 74-5-149, dated May 31. 1974. 
the Board suspended various cancella¬ 
tions and instituted an investigation 
upon complaint filed by the Department 
of Defense. The complainant alleged that 
cancellation of all military discount fares 
between the U3. Mainland and Puerto 
Rico/Virgin Islands would cause undue 
financial hardship on servicemen sta¬ 
tioned in Puerto Rico and the Virgin 
Islands who depend upon scheduled air 
transportation between their duty sta¬ 
tions and home. 

Shortly thereafter. Delta Air Lines. 
Inc., (Delta) and Pan American World 
Airways, Inc. (Pan Am) withdrew their 
pending military discount fares cancella¬ 
tions, which were under suspension, and 
continued offertng their discount fares. 1 

Subsequently, the Board completed Its 
general investigation of all passenger 
fares, including military discount 
fares, for the US. Mainland-Puerto 
Rico/Virgin Islands ratemaking entity 
and established policies and standards 
affecting the levels of fares in that entity. 
“Mainland U.S.-Puerto Rlco/Vlrgin 
Islands Fares/' Docket 24353. Orders 74- 
10-78 and 76-8-100. The relatively at¬ 


1 American Airlines. Inc . Delta Air Lines, 
Inc., Eastern Air Lines, Inc., and Pan Ameri¬ 
can World Airways, Inc. 

a The tariffs of Delta and Pan Am had been 
suspended tnd placed under investigation 
while the effective cancellations of American 
and Eastern had been placed under investi¬ 
gation only. 


tractive level of fares in the markets at 
issue, normal as well as military fares, 
was not disturbed and. in fact, service at 
reasonable fares, was assured by the 
Board's adoption of load-factor stand¬ 
ards and promotional-fare policies which 
benefit all passengers, military and 
civilian, in those markets.* 

In view of the foregoing developments, 
we have reassessed our previous decision 
to proceed with an Investigation of this 
matter and have reached a determina¬ 
tion that the investigation Is no longer 
warranted and should be dismissed. The 
hardships alleged by the Department of 
Defense do not appear to have material¬ 
ized to the extent anticipated and. ap¬ 
parently. the fare structure as It now 
exists in these markets adequately meets 
the needs of the air-traveling public.* 

Accordingly, pursuant to the Federal 
Aviation Act of 1958, and particularly 
sections 204 and 404 thereof. 

It is ordered, That: 1. The Investi¬ 
gation In Docket 26724 be and It hereby 
Is dismissed: and 2. copies of this order 
shall be served upon all parties to 
Docket 26724. 

This order will be published in the 
Federal Register. 

By the Civil Aeronautics Board: 

Phyllis T. Kaylor,• 
Secretary . 

)FR Doc77-21320 Filed 3-23-77;8:45 am] 


(Docket 30662) 

FLYING TIGER LINE, INC. V. 
SCANDINAVIAN AIRLINES SYSTEM 

Assignment of Proceeding 

This proceeding is hereby assigned to 
Administrative Law Judge William A. 
Kane. Future communications should be 
addressed to Judge Kane. 

Dated at Washington, D C., July 19. 
1977. 

Henry M. Switkay. 

Acting Chief . 

Administrative Law Judge . 

|FR Doc.77-21316 Filed 7-22-77;8:45 am| 


•The domestic fare for a comparable dis¬ 
tance la approximately 130 percent of the 
coich fare between New York and San Juan, 
the moat dense market In the Mainland- 
Puerto Rico Virgin Islands entity. 

•The fact that some carrier* continue to 
offer military discount fares In the market* 
at Issue augurs well that they can be re¬ 
sponsive to the Interests of the national 
defense. While the Board has permitted car¬ 
riers to offer discount fares for personal 
military travel. It has never required them. 
Bee Order 74-3-67 for a discussion of the 
requirements of the Act regarding military 
fares. 

• All members concurred 
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(Docket 30681| 

NICHOLSON AIR SERVICES, INC. 
D/B/A CUMBERLAND AIRLINES 

Assignment of Proceeding 

This proceeding is hereby assigned to 
Administrative Law Judge Thomas 
P. Sheehan. Future communications 
should be addressed to Judge Sheehan. 

Dated at Washington. DC., July 19. 
1977. 

Henry M. Switkay. 

Acting Chief . 

Administrative Law Judge . 

| Fit Doc.77-21317 Filed 7-22-77;8:46 am| 


(Docket No*. 29068. etc.) 

NORFOLKATLANTA 
Environmental Rejection 

Correction 

In FR Doc. 77-20415, appearing in the 
issue for Friday. July 15. 1977 on page 
36532, the 4th line should read. M .. . the 
Board's Procedural Regulations, with 


(Docket 28140] 

OIL. CHEMICAL AND ATOMIC WORKERS 
INTERNATIONAL UNION, AFL-CIO V. 
UNITED AIR LINES. INC. 

Assignment of Proceeding 
This proceeding is hereby assigned to 
Administrative Law Judge William A. 
Kane. Future communications should 
be addressed to Judge Kane. 

Dated at Washington. DC., July 19. 
1977. 

Henry M. Switkay, 

Acting Chief, 

Administrative Law Judge, 

|FR Doc.77-31316 Filed 7-23-77;8:45 am] 


(Docket 30613) 

PAN AMERICAN WORLD AIRWAYS. INC. 
AND MACKENZIE TOURS HAWAII, RE¬ 
SPONDENTS ENFORCEMENT PROCEED¬ 
ING 

Assignment of Proceeding 

This proceeding is hereby assigned to 
Administrative Law Judge Alexander N. 
Argerakis. Future communications 
should be addressed to Judge Argerakis. 

Dated at Washington, D.C., July 18. 
1977. 

Henry M. Switkay. 

Acting Chief. 

Administrative Law Judge . 
|FR Doc. 77-21314 Filed 7-22-77;8:45 am) 

COMMISSION ON CIVIL RIGHTS 
CALIFORNIA ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice Is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the TJ&. Commission on Civil Rights, 
that a planning meeting of the Califor¬ 
nia Advisory Committee <SAC> of the 
Commission will convene at 10 a.m. and 


will end at 1 p.m. on August 15. 1977. in 
the Hyatt Hotel. 6225 West Century 
Boulevard. Cabana «210. Los Angeles. 
California 90045. 

Persons wishing to attend this open 
meeting should contact the Committee 
Chairperson, or the Western Regional 
Office of the Commission. 312 North 
Spring Street, Room 1015. Los Angeles. 
California 90012. 

The purpose of this meeting is a meet¬ 
ing of the Public Information Subcom¬ 
mittee to discuss program planning. 

This meeting will be conducted pur¬ 
suant to tile Rules and Regulations of 
the Commission. 

Elated at Washington, D.C., August 19. 
1977. 

John I. Binkley, 
Advisory Committee 
Management Officer. 

|FR Doc.77-21298 Filed 7-22 77;8:45 am) 


IDAHO ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the rules and regulations 
of the U.S. Commission on Civil Rights, 
that a planning and factfinding meet¬ 
ing of the Idaho Advisory Committee 
(SAC) of the Commission will convene 
at 9 am. and will end at 12:30 pjn. 
op August 13. 1977, Sheraton Dowmtown. 
Teton Room. 1901 Main Street. Boise, 
Idaho 83706. 

Persons wishing to attend this open 
meeting should contact the Committee 
Chairperson, or the Northwest Regional 
Office of the Commission. 915 Second 
Avenue. Room 2852, Seattle. Washington 
98174. 

The purpose of this meeting is to re¬ 
view proposal draft and plan for field 
work. 

This meeting will be conducted pur¬ 
suant to the rules and regulations of 
the Commission. 

Dated at Washington, D.C., on July 19. 
1977. 

John X. Binkley, 
Advisory Committee 
Management Officer. 

|FR Doc.77-21299 Filed 7-22-77:8:45 ami] 


ILLINOIS ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the rules and regulations 
of the U.S. Commission on Civil Rights, 
that planning meeting of the Illinois Ad¬ 
visory Committee (SAC) of the Commis¬ 
sion will convene at 10 &jn. and will end 
at 3 p.m. on August 22. 1977, 230 South 
Dearborn Street. Room 3280 Chicago. 
Illinois 60604. 

Persons wishing to attend this open 
meeting should contact the Committee 
Chairperson, or the Midwestern Regional 
Office of the Commission. 230 South 
Dearborn 8 treet, 32nd Floor, Chicago. 
Illinois 60604. 

The purpose of this meeting is that the 
Chicago Desegregation Subcommittee 
will meet to discuss the progress of the 
Chicago School System in the desegre¬ 
gation plan development. 


The Subcommittee will prepare a re¬ 
port for the Illinois SAC of its activities 
and future programs. 

This meeting will be conducted pur¬ 
suant to the rules and regulations of 
the Commission. 

Dated at Washington. D.C.. on July 19 
1977. 

John I. Binkley, 
Advisory Committee 
Management Officer . 

(FR Doc.77-21300 Filed 7-22-77;8:45 mm) 


NEW HAMPSHIRE ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a planning meeting of the New 
Hampshire Advisory Committee <SAC> 
of the Commission will convene at 7 
p.m. and will end at 10 p.m. on August 
16. 1977, in the New Hampshire High¬ 
way Hotel. 

Persons wishing to attend this open 
meeting should contact the Committee 
Chairperson, or the Northeastern Re¬ 
gional Office of the Commission. 26 Fed¬ 
eral Plaza. Room 1639, New York. New 
York 10007. 

The purpose of this meeting is to dis¬ 
cuss progress reports of SACs projects. 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of 
the Commission. 

Dated at Washington. D.C., July 19. 
1977. 

John I. Binkley. 

Advisory Committee 
Management Officer 

|FR Doc.77-21301 Filed 7-22-77;8:46 ami 


RHODE ISLAND ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights 
that a planning meeting of the Rhode 
Island Advisory Committee (SAC) 01 
the Commission will convene at 4 pm 
and will end at 6 p.m. on August 30.1977. 
in the Central Congregational Church. 
296 Angell Street. Providence. Rhode 
Island. 

Persons wishing to attend this open 
meeting should contact the Committee 
Chairperson, or the Northeastern Re¬ 
gional Office of the Commission. 26 Fed¬ 
eral Plaza. Room 1639, New York. New 
York 10007. 

The purpose of this open meeting » 
to discuss progress report of SACs pro)' 
ects. 

This meeting will be conducted pu^ 
suant to the Rules and Regulation* « 
the Commission. 

Dated at Washington. D.C.. July 19 ' 
1977. 

John I. Bnocuv. 

Advisory Committee 
Management Officer. 

|PR Doc.77-21303 Plied 7-22-77: 8:«5 
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TEXAS ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the UB. Commission on Civil Rights, 
that a planning meeting of the Texas 
Advisory Committee (SAC) of the Com¬ 
mission will convene at 9 a sn. on August 
23 ,1977 and at 1 p.m. on August 24. 1977. 
to the Hilton Inn 2721 8 o. 10th Street. 
Crockett Room. McAllen. Texas. 

Persons wishing to attend this open 
meeting should contact the Committee 
Chairperson, or the Southwestern Re¬ 
gional Office of the Commission, New 
Moore Building. Room 231, 106 Broad¬ 
way. San Antonio. Texas 78205. 

The purpose of these meetings are: 1) 
SAC orientation meeting and planning 
meeting. 2> Discussions on the Immigra¬ 
tion Project. 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of 

the Commission, 

Dated at Washington. DC.. July 19. 

1977. 

John I. Binkley. 

Advisory Committee 
Management Officer. 

|FR Doc .77-21303 Piled 7-22-77;8:45 ami 


VERMONT ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to 
the provisions of the Rules and Regu¬ 
lations of UB. Commission on Civil 
Rights, that a planning meeting of the 
Vermont Advisory Committee (SAC) of 
the Commission will convene at 7:30 
pm. and will end at 11 pm. on August 
15. 1977. in the Tavern Motor Inn. 
Montpelier. Vermont. 

Persons wishing to attend this open 
meeting should contact the Committee 
Chairperson, or the Northeastern Re¬ 
gional Office of the Commission. 26 
Federal Plaza, Room 1639, New York. 
New York 10007. 

The purpose of this meeting is to dis¬ 
cuss progress reports of SACs projects. 

This meeting will be conducted pur- 
want to the provisions of the Rules and 
Regulations of the Commission. 

Dated at Washington. D C, July 19. 

1977. 

John I. Binkley, 
Advisory Committee 
Management Officer. 

IPR Doc.77-21304 Piled 7-22-77:8:45 am) 


WASHINGTON ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given pursuant to th< 
Provisions of the Rules and Regulation: 
? 4 Us * Commission on Civil Rights 
wat a planning meeting of the Wash 
JJigton Advisory Committee (SAC) of thi 
commission will convene at 9 a.m. an< 
JSL a a * 12:20 p.m. on August 20 
915 Second Avenue. Room 2866 
battle, Washington 98174. 
m£ e M SOns to attend this opei 

• tiling should contact the Commltte 


NOTICES 

Chairperson, or the Northwest Regional 
Office of the Commission. 915 Second 
Avenue. Room 2852. Seattle. Washing¬ 
ton. 98174. 

The purpose of this meeting is a brief 
SAC on National Indian Project. 

This meeting will be conducted pursu¬ 
ant to the rules and regulations of the 
Commission. 

Dated at Washington, D.C.. July 19. 
1977. 

John I. Binkley. 
Advisory Committee 
Management Officer. 

|FR Doc.77-21305 Plied 7-22-77:8:45 am] 


DEPARTMENT OF COMMERCE 

Comestic and International Business 
Administration 

FOREIGN AVAILABILITY SUBCOMMITTEE 

OF THE COMPUTER SYSTEMS TECHNI¬ 
CAL ADVISORY COMMITTEE 

Notice of Open Meeting 

Pursuant to section 10(a)(2) of the 
Federal Advisory Committee Act. 5 U. 8 .C. 
App. I (Supp. V. 1975), notice is hereby 
given that a meeting of the Foreign 
Availability Subcommittee of the Com¬ 
puter Systems Technical Advisory Com¬ 
mittee will be held on Tuesday. August 9, 
1977. at 3:00 p.m. in Room 5611. Main 
Commerce Building. 14th and Constitu¬ 
tion Avenue NW, Washington, D.C. 

The Computer Systems Technical Ad¬ 
visory Committee was initially estab¬ 
lished on January 3. 1973. On Decem¬ 
ber 20, 1974 and January 13. 1977, 
the Assistant Secretary for Administra¬ 
tion approved the recharter and exten¬ 
sion of the Committee, pursuant to 
section 5(c)(1) of the Export Adminis¬ 
tration Act of 1969. as amended. 50 
U. 8 .C. App. Sec. 2404(C)(1) and the Fed¬ 
eral Advisory Committee Act. The For¬ 
eign Availability Subcommittee of the 
Computer Systems Technical Advisory 
Committee was established on July 8 . 
1975, with the approval of the Director. 
Office of Export Administration, pur¬ 
suant to the charter of the Committee. 

The Committee advises the Office of 
Export Administration, Bureau of East- 
WevSt Trade, with respect to questions 
involving (A) technical matters. (B> 
worldwide availability and actual utili¬ 
zation of production technology. (C> li¬ 
censing procedures which affect the level 
of export controls applicable to computer 
systems, including technical data or 
other information related thereto, and 
<D) exports of the aforementioned com¬ 
modities and technical data subject to 
multilateral controls in which the United 
States participates Including proposed 
revisions of any such multilateral con¬ 
trols. The Foreign Availability Subcom¬ 
mittee was formed to ascertain If cer¬ 
tain kinds of equipment are available in 
non-COCOM and Communist bloc coun¬ 
tries. and If such equipment is available, 
then to ascertain if It is technically the 
same or similar to that available else¬ 
where. 

The Subcommittee meeting agenda has 
three parts: 
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(1) Opening remarks by the Subcommit¬ 
tee Chairman. 

(2) Presentation of papers or comments 
by the public, 

(3) Discussion of foreign availability 
report. 

The meeting will be open for public 
observation and a limited number of 
seats w f ill be available. To the extent time 
permits members of the public may pre¬ 
sent oral statements to the subcommit¬ 
tee. Written statements may be submit¬ 
ted at any time before or after the meet¬ 
ing. 

Copies of the minutes of the meeting 
will be available upon written request 
addressed to the Freedom of Informa¬ 
tion Officer, Room 3012. Domestic and 
International Business Administration. 
UB. Department of Commerce, Washing¬ 
ton. D.C. 20230. 

For further information, contact Mr. 
Charles C. Swanson. Director. Operations 
Division, Office of Export Administration. 
Domestic and International Business 
Administration. Room 1617M, UB. De¬ 
partment of Commerce. Washington. 
D.C. 20230. telephone: A/C 202-377-4196. 

Dated: July 20. 1977. 

Lawrence J. Brady. 

Acting Director , Office of Erport 
Administration Bureau of 
East-West Trade Department 
of Commerce. 

(FR Doc.77-21281 Filed 7-22-77;8:45 am] 

DEPARTMENT OF DEFENSE 
Department of the Army 
PRIVACY ACT OF 1974 
System of Records: Amendment 

The Department of the Army proposes 
certain amendments in an Army system 
of records described below. These amend¬ 
ments do not fall within the purview 
of Office of Management and Budget Cir¬ 
cular No. A-108, Transmittal Memoran¬ 
dum No. 1 dated September 30. 1975. 
which requires submission of a report 
of an agency’s intention to establish or 
alter systems of records, as required by 
the Privacy Act of 1974 (Pub. L. 93-579. 
5 U.S.C. 552&<o)). This OMB guidance 
was set forth in the Federal Register 
<40 FR 45877) on October 3. 1975. The 
amendment will be effective as proposed, 
without further notice, within 30 days 
of this publication (August 24. 1977) 
unless comments are received which re¬ 
sult in a contrary determination requir¬ 
ing publication. 

In FR Doc. 75-21075 published in the 
Federal Register of August 18. 1975 (40 
FR 35230), the Department of the Army 
published system of records AO708 21 
DAAG, entitled: Statement of Employ¬ 
ment Files. Since publication of this sys¬ 
tem notice, responsibility for mainte¬ 
nance of this system of records, together 
with the records, were transferred from 
The Adjutant General. Reserve Compo¬ 
nents Personnel and Administration 
Center. St. Louis. MO to the Commander. 
US Army Finance and Accounting Cen¬ 
ter, Indianapolis. IN. This action neces¬ 
sitates amendment to the system of rec- 


FEDERAl REGISTER. VOl. 42, NO. 142—MONDAY, JULY 25, 1977 









37836 


NOTICES 


ords to reflect accurate location of the 
records, the 8ystcm Manager, and. in 
the Interest of clarifying officers covered 
by the system of records, to Include war¬ 
rant officers. 

Following a brief identification of the 
specific changes, the complete system no¬ 
tice is published in its entirety. 

A0708.21DAAG 
SyMfin Btwfl 

708.21 Statement of Employment Files 
(40 FR 35230) 

Changes: 

Svstem identification is changed to 
read: "A0708.21DACA". 

S)Mrm locutiont 

Delete entry and substitute therefor: 
•'Retired Pay Operations. US Army Fi¬ 
nance and Accounting Center (USA- 
FAC), Indianapolis, IN 46249". 

Categories of individuals covered by the 
syatcmt 

After ‘'Regular Army officers'*, insert 
“and warrant officers • • 

Routine tite* of records maintained in the 
system, including categories of users 
and the purpose of such uses: 

After “Regular Army officers**, insert 
“and warrant officers •••**. 

Rrtrirvabilily: 

Change entry to read: “By social se¬ 
curity number (8SN) and name of indi¬ 
vidual'*. 

Retention and disposal: 

Insert after "officer" the phrase “or 
warrant officer • • 

System manager(a) and address: 

Delete entry and substitute: “Com¬ 
mander, USAFAC. Indianapolis, IN 
48249“. 

Noti iirotion procedure r 

Change address to read: “Commander, 
US Armv Finance and Accounting Cen¬ 
ter, ATTN: FINCM. Indiana polls, IN 
46249. Telephone: Area Code 317/542- 
3911; 800-428-2290'*. 

The record system, as amended, is pub¬ 
lished in its entirety below. 

A0708.21DACA 
System name: 

708.21 Statement of Employment Files. 
System location; 

Retired Pay Operations. US Army 
Finance and Accounting Center (USA 
FAC), Indianapolis. IN 46249. 

Categories of Individuals covered by the 
system: 

United 8tates Regular Army officers 
and warrant officers retired from active 
Army service. 

Catergoric* of records In the system: 

File contains all data concerning his/ 
her employment, to include employer’s 
name, address, product employer sells or 
offers for sale, individual's position and 


duties with company, and other related 
correspondence concerning his/her em¬ 
ployment. 

Authority for maintenance of the system: 

Executive Order 11222, Prescribing 
Standards of Ethical Conduct for Gov¬ 
ernment officers and employees. 

Routine uses of records maintained in the 
system, including categories of users 
and the purposes of turh uses: 

To obtain information concerning em¬ 
ployment of Regular Army officers and 
warrant officers who are retired from ac¬ 
tive military service. 

Policies and practices for storing, retriev¬ 
ing, accessing, retaining, and dispos¬ 
ing of records in the svstem: 

Storage: 

Paper records in file folders. 

Retrirvability: 

By social security number <SSN) and 
name of individual. 

Safeguards: 

Records arc maintained in areas acces¬ 
sible only to authorized personnel. Build¬ 
ing is secured through 24 hour guard 
service. Entry to building is by authorized 
badge only. 

Retention and disposal: 

Records are retained until officer or 
warrant officer is deceased; then de¬ 
stroyed. 

System manager(s) and address: 

Commander. US Army Finance and 
Accounting Center. Indianapolis. IN 
46249. 

Notification procedure: 

Information may be obtained from; 
Commander. US Arm y Fi nance and 
Accounting Center, ATTN: FINCM. 
Indianapolis, IN 46249. Telephone: 
Area Code 317-542-3911; 800-428-2290. 

Record access procedures: 

Written requests for information 
should contain the full name of the indi¬ 
vidual, current address and telephone 
number, office symbol that appears on all 
correspondence from this Center and 
form number of Form Letter that may 
be at bottom of left comer of correspond¬ 
ence from the Center. 

For personal visits, the individual 
should provide acceptable identification. 
1 e.. Identification Card, driver’s license, 
employing office identification card, and 
give verbal information that can be veri¬ 
fied from his/her employment statement. 

Contesting record procedure*: 

The Army’s rules for access to records 
and for contesting contents and appeal¬ 
ing initial determinations by the indi¬ 
vidual concerned may be obtained from 
the SYSMANAGER. 

Record source categoric*: 

Completed form from individual; cor¬ 
respondence from employing agency. 


.Systems exempt from certain provision* of 
the act: 

None. 

Maurice W. Roche. 
Director, Correspondence and 
Directors . OASD Comp¬ 
troller) . 

July 1. 1977. 

| PR Doc.77-21248 Plied 7-22-77:8:45 om| 


PRIVACY ACT OF 1974 
New System of Records 

The Department of the Army systems 
of records notices as prescribed by the 
Privacy Act of 1974 have been published 
in the Federal Register as follows: 

FR Doc 75-21075 (40 FR 35151) August 18, 

1975. 

PR Doc 75-22781 (40 FR 41970) September 9 , 

1975. 

PR Doc 75-26296 (41 FR 2052) January 20. 
1978. 

PR Doc 76-20187 (41 FR 28806) July 13. 1976 
FR Doc 76-21185 (41 FR 30R24) July 26. 1976 
PR Doc 76-27015 (41 FR 39798) September 16. 

1976. 

FR Doc 76-32920 (41 FR 40960) November II, 

1976. 

FR Doc 77-5005 (42 FR 9700) February 17, 

1977. 

PR Doc 77-0080 (42 PR 16465) March 28.1977. 
FR Doc 77-11071 (42 PR 20172) April 18. 1977. 
FR Doc 77-11277 (42 FR 20326) April 19. 1977. 
FR Doc 77-11857 (42 FR 21310) April 26. 1977. 
PR DOC 77-14423 (42 FR 259(H) May 20. 1977. 

Notice is hereby given that the Depart¬ 
ment of the Army submitted a proposed 
new system of records on July 1. 1977 
pursuant to the provisions of Office of 
Management and Budget (OMB* Circu¬ 
lar No. A-108. Transmittal Memorandum 
No. 1. dated September 30. 1975. and 
Transmittal Memorandum No. 3. dated 
May 17. 1976. which provide supplemen¬ 
tal guidance to Federal agencies regard¬ 
ing the preparation and submission of 
reports of their intention to establish 
or alter systems of personal records as 
required by the Privacy Act of 1974 < Pub. 
L. 93-579. 5 U S C. 552a»0>). 

The Department of the Army invites 
public comments concerning the pro¬ 
posed new record system. Interested per¬ 
sona are Invited to submit written data, 
view^ and arguments to Headquarters, 
Department of the Army (DAAO-AMH- 
R>. ForrestAl Building. 1000 Indepond- 
ence Avenue. 8.W. Washington, DC 
20314 on or before August 24. 1977. Tne 
system will become effective, within 30 
days ■ August 24, 1977). as proposed 
without further notice unless comments 
are received which result in a contrary 
determination. 

A0302J)6cDACS 
S>*lrm name: 

302 06 Accounting for Personal Mort*I 
Allowances < PMA>. 

Syilrm location: 

omcc of the Director of Management 
Office. Chicr of Staff Army <OCBA. 
Headquarters. Department of the An»> 
(HQDA). Washington. DC 20310. 
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Categoric* of individual# covered by the 

system i 

Army general officers in receipt of a 
Personal Money Allowance under 37 

U.S.C. 414. 

Calrforin of record* in the system: 

Annual report accounting for the re¬ 
ceipt and disposition of PMA funds re¬ 
ceived during the reporting period. 

Authority for maintenance of the system: 

Title 10. U.S.C.. § 3012. 

Routine uses of records maintained in the 
system, including categories of users 
and tlie purposes of such uses: 

To maintain a record of the receipt 
and disposition of the funds received. 
Annual reports will be filed with and re¬ 
viewed by the Director of Management, 
OCSA. The results of the review will be 
reported to the Assistant Secretary of 
the Army for Financial Management. 

Polirir* and practices for storing, retriev¬ 
ing, accessing, retaining, and dispos¬ 
ing of records in thoyslcm: 

Storage: 

Maintained In file folders. 

Rctricvability: 

By name of general officer. 

Safeguards: 

Records are stored in locked cabinets. 

Retention and disposal: 

Retained for three years after the date 
lor which report is submitted, then de¬ 
stroyed. 

System manager(s) and address: 

Director of Management. OCSA, 
HQDA, Washington, DC 20310. 

Notification procedure: 

Information may be obtained from the 

SYSMANAGER. 

Record access procedures: 

Individual can obtain assistance from 

the SYSMANAGER. 

Contesting record procedures: 

The Army's rules for access to records 
jnd for contesting and appealing initial 
determinations are contained In 32 CFR 
P&rt 505 and Army Regulation 340-21. 

Record source categories: 

Information is obtained from each 
Arm v general officer In receipt of a Per- 
K>nal Money Allowance. 

Sfrtrim exempted from certain provisions 

of the act: 

None. 

Maurice W. Roche. 
Director . Correspondence and 
Directive s, OASD ( Comptrol¬ 
ler ). 

15. 1977. 

,PR Doc .77-21292 Piled 7-22-77; 8:45 am | 


Defense Logistics Agency 
PRIVACY ACT OF 1974 

Proposed Amendments to Systems of 
Records 

The Defense Logistics Agency systems 
of records notices as prescribed by the 
Privacy Act of 1974 have been published 
in the Federal Register as follows: 

PR Doc 75-21075 (40 PR 36045) August 18. 

1975. 

PR Doc 75-26286 (41 PR 2970) January 20. 

1976. 

PR Doc 75-26296 (41 FR 3045) January 20. 

1976. 

PR Doc 76-21185 (41 FR 31002) July 26. 1976. 
PR Doc 76-21185 (41 FR 31142) July 26. 1976. 
FR Doc 76-22251 (41 FR 32249) August 2. 
1076. 

FR Doc 77-4680 (42 FR 0200) February 15. 

1977. 

PR Doc 77-7056 (42 FR 13339) March 10. 
1977. 

FR Doc 77-19235 ( 42 PR 34906) July 7. 1977. 

Notice Is hereby given that the Defense 
Logistics Agency proposes to amend four 
systems of records. The proposed changes 
therein are not considered to be within 
the provisions of the Office of Manage¬ 
ment and Budget (OMB) Circular No. 
A-108. Transmittal Memorandum No. 1, 
dated September 30. 1975. and Trans¬ 
mittal Memorandum No. 3. dated May 
17. 1976. which provide supplemental 
guidance to Federal agencies regarding 
the preparation and submission of re¬ 
ports of their intention to establish or 
alter systems of personal records as re¬ 
quired by the Privacy Act of 1974 (Pub. 
L. 93-579. 5 U.S.C. 552a(o>>. This OMB 
guidance was set forth in Federal Reg¬ 
ister (40 FR 45877) on October 3. 1975. 

Following the identification code of the 
record systems and the specific changes 
made therein, the complete revised rec¬ 
ord systems, as amended, are published 
in their entirety. 

Interested persons are invited to sub¬ 
mit comments, including written data, 
views or arguments concerning the pro¬ 
posed amended systems of record to 
Headquarters, Defense Logistics Agency. 
Attention DLA-XA. Cameron Station. 
Alexandria. Virginia 22314, on or before 
August 24. 1977. The amendments as 
proposed will become effective In 30 days 
(August 24, 1977) without further notice 
unless comments are received which 
would result in a contrary determina¬ 
tion and requiring republication. 

SI50.20 DLA—T 
System name: 

150.20 Security Violations Files (42 FR 
34906) July 7. 1977 and (41 FR 3045) 
January 20. 1976. 

Change*: 

Systems exempted from certain provi¬ 
sions of the act: Delete entire entry and 
substitute “Parts of this system may be 
exempt under Title 5 U.S.C. 552a (k) (2) 
as applicable. Agency rules pertaining 
to this exemption are set forth in Ap¬ 
pendix C of 32 CFR Part 1286 and DLA 


Regulation 5400.21. For additional infor¬ 
mation. contact the System Manager." 

SI 53.01 DLA—T 
System name: 

153.01 Personal Security Piles (42 FR 
34906) July 7. 1977 and (41 FR 3045) 
January 20. 1976. 

Change* i 

Systems exempted from certain provi¬ 
sions of the act: Delete entire entry and 
substitute "Parts of this system may be 
exempt under Title 5 U.S.C. 552a (k) (2) 
and (5) as applicable. Agency rules per¬ 
taining to this exemption are set forth 
in Appendix C of 32 CFR Part 1286 and 
DLA Regulation 5400.21 For additional 
information, contact the System Man¬ 
ager." 

SI60.50 DLA-T 

System name*: 

160.50 Criminal Incidents/Investiga¬ 
tions File <42 FR 34906) July 7. 1977 
and (41 FR 3046) January 20. 1976. 

Change*: 

Systems exempted from certain pro¬ 
visions of the act: Delete entire entry 
and substitute “Parts of this system may 
be exempt under Title 5 U.S.C. 552a(k> 
<5> as applicable. Agency rules pertain¬ 
ing to this exemption are set forth in 
Appendix C of 32 CFR Part 1286 and 
DLA Regulation 5400.21. For additional 
information, contact the System Man¬ 
ager." 

SI55.53 DLA—NS 
System name i 

155.53 Industrial Personnel Security 
Clearance File (42 FR 34906) July 7.1977 
and (42 FR 13339) March 10. 1977. 

Change*: 

Systems exempted from certain provi¬ 
sions of the act: Delete entire entry and 
substitute "Parts of this system may be 
exempt under Title 5 U.S.C. 552a(k>(5) 
as applicable. Agency rules pertaining to 
this exemption are set forth in Appendix 
C of 32 CFR Part 1286 and DLA Regula¬ 
tion 5400.21. For additional Information, 
contact the System Manager." 

SI50.20 DLA-T 
System name: 

150.20 Security Violations Files (41 FR 
3045) January 20. 1976. 

Security location: 

Primary System—Reports of the more 
serious security violations involving in¬ 
formation or material classified in the 
interests of national defense: Command 
Security Office. Headquarters, Defense 
Logistics Agency (HQ DLA), Decentral¬ 
ized segments—Above files plus all other 
reports of security violations: DLA Pri¬ 
mary Level Field Activities (PLFAs). 

Indix id uu I-category: 

Civilian and military personnel cur¬ 
rently or formerly employed by or as- 
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signed to DLA. employees of Department 
of Defense <DOD> contractor facilities, 
and other persons who may be Involved 
in security violations. 

Rrcord-category: 

Reports of informal and formal ad¬ 
ministrative inquiries, investigations, 
statements of witnesses, photographs, 
and related papers regarding security 
violations pertaining to DLA activities. 

Authority: 

EjO. 11652 which pertains to the pro¬ 
tection of Information and material clas¬ 
sified in the interests of national defense. 
DOD Directive 5200.1-R. 

RtfUlinf-UN^i 

The information in the system Is used 
by Security Officers in HQ DLA and 
PLFA’s for the following: Determining 
the suitability of DLA personnel involved 
in security violations to have continued 
access to classified information; Eval¬ 
uating the safeguards established within 
the DLA to protect classified information 
and material; and referring violations 
Involving Atomic Energy information 
and those in which espionage is sus¬ 
pected to the Justice Department as re¬ 
quired should contain the full name, cur¬ 
rent address and telephone number of 
the individual and must be accompanied 
by a notorized statement attesting to by 
law. 

Pul icy-praet ire Mors per i 

Paper records in file folders. 
Rcirirvability: 

Piled alphabetically by name of any 
Individual held to be responsible for the 
violation. 

Safeguards: 

As a minimum, records are stored in 
locked containers whenever authorized 
DLA personnel are not present to con¬ 
trol access to them. Any of these files 
containing classified documents arc 
maintained in security containers ap¬ 
proved by HQ DLA for storage of clas¬ 
sified information. 

Retention t 

Normally, records are retained in the 
active file two years after all aspects of 
the case are closed and then destroyed. 
Reports concerning violations of a suf¬ 
ficiently serious nature to be considered 
felonies arc retained for two years in 
the active file and then held eight years 
In the inactive files and subsequently 
destroyed. 

Sysnianagrr: 

Command Security Officer, HQ DLA; 
Security Officers, DLA Primary Level 
Field Activities. 

Notification: 

Written or personal requests for in¬ 
formation may be directed to the 8YS 
MANAGER. Individuals must provide 
their full names and the identity of DLA 
activity at which the violation occurred 
as well as the date of its occurrence. 


Afffw: 

Official mailing addresses of the SYS- 
MANAGER are in the DOD Directory in 
the appendix to the DLA systems no¬ 
tice. Written requests for Information 
the identity of the requestor and con¬ 
taining the following: "I understand 
tha knowingly and willfully seeking or 
obtaining access to records about an¬ 
other individual under false pretenses is 
punishable by a fine of up to 5,000 dol¬ 
lars under the provisions of the Privacy 
Act of 1974/* For personal visits, the in¬ 
dividual should be able to provide some 
acceptable identification, that is. driver** 
license, employment office identification 
card, and give some verbal information 
that could be verified with his file. If 
the requestor cannot present suitable 
evidence of identification a notarized 
statement similar to that described 
above may be required. 

Content: 

The agency’s rules for contesting con¬ 
testing contents and appealing initial de¬ 
terminations by the Individual con¬ 
cerned may be obtained from the 8YS- 
MANAGER. 

Source: 

Officials appointed to conduct admin¬ 
istrative inquiries. Informal or formal in¬ 
vestigations as well as reports from DOD 
or other federal investigative agencies. 

Exemption: 

Parts of this system may be exempt 
under Title 5 UB.C. 552a(k)<2>. as ap¬ 
plicable. Agency rules pertaining to this 
exemption are set forth in Appendix C 
of 32 CFIi Part 1286 and DLA Regulation 
5400.21. For additional information, con¬ 
tact the SYSMANAGER. 

SI 53.01 DLA-T 

Syitrm name: 

Personnel Security Files (41 FR 3045) 
January 20, 1976. 

Security location t 

Primary System—Investigatory rec¬ 
ords containing unfavorable information 
requiring clearance action by the Defense 
Logistics Agency <DLA) Central Clear¬ 
ance Group <CCG> and records pertain¬ 
ing to persons Involved in highly sensi¬ 
tive projects: Command Security Office, 
Command Security Officer, Headquarters 
Defense Logistics Agency (HQ DLA>. 
Decentralized segments—above files plus 
all other investigatory records: Security 
Officer, DLA Primary Level Field Activi¬ 
ties tPLFAs). 

Individual-category: 

All civilian employees and military 
personnel who have been the Subject of 
a National Agency Check <NAC); a 
Background Investigation (BP; or Spe¬ 
cial Background Investigation (SBI) 
pertaining to their qualifications for ac¬ 
cess to classified information. 

Record-category: 

Reports of investigations conducted by 
the Civil Service Commission (CSC). the 


Federal Bureau of Investigation (FBI), 
the Defense Investigative Service (DIS). 
the investigative units of the Army, Navy 
and Air Force, and other Federal in¬ 
vestigative organizations. Also, evidence 
of security clearances and access to clas¬ 
sified information granted to individuals 
and certifications of security briefings 
and debriefings signed by individuals 

Authority: 

Executive Order (E.O.) 10450, as 

emended, which was issued by virtue of 
the authority vested in the President by 
Section 7532 of Title 5, United States 
Code and other statutes enumerated in 
E.O. 10450. 

Houtinc-u%rs: 

The investigatory reports are used by 
appropriate Security Officers and Com¬ 
manders or other designated officials as 
a basis for determining a person’s eligi¬ 
bility for access to information classified 
in the interests of national defense. 

Pol ley-practice Murage: 

Paper records in file folders. 

Hctrio ability x 

Reports are filed alphabetically by 
name, date and place of birth. No Indices 
are used to retrieve individual records 
from the system. 

Safeguard*: 

As a minimum, records are stored in 
locked containers whenever authorized 
DLA personnel are not present to control 
access to them. Any of these files con¬ 
taining classified documents are main¬ 
tained in security containers approved 
by HQ DLA for storage of classified 
information. 

Retention: 

Reports are retained as long as the 
person is employed or assigned to DLA. 
After the person leaves DLA. the reports 
are placed in an Inactive file, retained 
for two years, and then destroyed or re¬ 
turned to the agency which conducted 
the investigation. 

Sytntanagrr: 

Command Security Officer. HQ DL£j 
Security Officers of Primary* Level Field 
Activities. 

Notification: 

Written or personal request for in¬ 
formation may be directed to tne 
SYSMAKAOEK3. 


Aw — t 

Official mailing address of the 
SYSMANAOEUS are In the Department 
of Defense Directory in the appends to 
the DLA systems notice. Written requests 
for information should contain 
name, date and place of birth, curr j? 
address, and telephone number of me 
requestor. For personal vlsits. the re¬ 
questor must be able to provide - * 
acceptable identification (be* drivers 
cense, parent’s name, identification cara 
date and place of birth, dates 
placets) of employment with DM 
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applicable). Written requests must be 
accompanied by a notarized statement 
attesting to the requestor's identity and 
containing the following: "I understand 
that knowingly or willfully seeking or 
obtaining access to records about an¬ 
other individual under false pretenses is 
punishable by a fine of up to 5.000 dollars 
under the provisions of the Privacy Act 
of 1974.”* 

Conic : 

The Agency's rules for contesting con¬ 
tents and appealing initial determina¬ 
tions by the individual concerned may 
be obtained from the SYSMANAGER. 


Source: 

Reports of investigations conducted 
by the CSC. FBI, DIS, investigative units 
of the Army. Navy, and Air Force, as 
tell as other Federal investigative 

organizations. 

Exemptions 

Parts or this system may be exempt 
under Title 5 U.S.C. 552a(k> (2) and 
<5> as applicable. Agency rules pertain¬ 
ing to this exemption are set forth in 
Appendix C of 32 CFR Part 1286 and 
DLA Regulation 5400.21. For additional 
information, contact the SYSMAN- 
AOER. 

SI60.50 DLA-T 


SyUciw name: 


160.50 Criminal Incidents/Investga- 
ttoos file (41 FR 3046) January 20. 1976. 

Security lot niton: 

Primary System—case files on all in¬ 
cidents of known or suspected criminal 
activity or other serious Incidents which 
may arouse local or national news media 
or Congressional Interest: Command Se¬ 
curity Office, Headquarters Defense Lo¬ 
gics Agency <H DLA). Decentralized 
segments—above files plus incidents of 
minor nature: HQ DLA principal staff 
dements. DLA Primary Level Field Ac¬ 
tivities 'PLFA). 


Iitdh idu.tUatrgory: 


Civilian and military personnel of 
DLA. contractor employees, and other 
pmons who committed or are suspected 
of having committed a felony or misde¬ 
meanor on DLA controlled activities or 
o*y be a party of interest. 


Hrrurd ra I rgovy: 

Reports of Investigation, messages 
wements of witness, subjects and vic- 
photographs, laboratory reports 
art other related papers. 

Authority; 


I 2 J‘ Int *rn&l Security Act ol 

rJ? !^ b L. 831, 81st Congress) DOE 
5200.22. Reporting of Secu* 
! Criminal Violations, and Memo* 

dit^?»? cputy S^retary of Defend 
11 May 1974. which assigned to th< 
tor of DLA the responsibility foi 
^DUoing all DLA activities requiring 
lnv ««Ugativc support and crime 
mention surveys, provide control co* 


ordination of such investigation and sur¬ 
veys, and to ensure optimum investiga¬ 
tive support and mutual exchange of 
relevant information between partici¬ 
pating agencies. 

Routinr-uv**: 

Information is maintained for the 
purpose of monitoring the progress of 
Investigations, identification of crime 
conducive condition, crime and loss pre¬ 
vention. and preparation of statistical 
data required by higher authority. In¬ 
formation may be referred to local, state, 
or federal law enforcement agencies 
when the information Indicates a viola¬ 
tion of local, state, or federal laws. In¬ 
formation is used by: DLA Security 
personnel—to monitor progress of cases, 
develop nonpersonal statistical data on 
crime and loss incidence: crime and loss 
prevention and to enable planning of 
required criminal investigative support 
for the future. DLA counsel—review of 
cases and determination of proper legal 
action. DLA supervisors and managers— 
to determine actions required to correct 
the causes of losses, and to take appro¬ 
priate action against DLA employees in 
cases of their involvement. 

Pol iry-prar lice storage: 

Paper records, photographs, labora¬ 
tory reports in file folders, bound logs, 
and card index files. 

Rrtric* ability: 

Filed chronologically by DLA case 
number and cross indexed in a log and 
card index file. Indexed either by name 
of the individual or firm Involved, when 
such are known, if not by DLA activity or 
facility having primary interest In the 
case. 

Sufrguflrd*: 

Records are maintained in areas acces¬ 
sible only to DLA security personnel. 

Retention: 

Records are destroyed 5 years after 
submittal or receipt of a final report in 
each case or when no longer needed, 
whichever is later. 

SYSMANAGERt 

Command Security Officer. DLA; 
Heads of PLFAs. 

Notifiration: 

Written or personal requests for in¬ 
formation may be directed to the SYS 
MANAGER. 

Accra*: 

Official mailing addresses of the SYS 
MANAGERS are in the Department of 
Defense Directory in the appendix to the 
DLA systems notice. Written requests for 
information should contain the full 
name, current address and telephone 
numbers of the individual. For personal 
visits, the individual should be able to 
provide some acceptable Identification, 
that is. driver's license, employing office 
identification card, and give some verbal 
information that could be verified with 
the file. 


Conical: 

DLA's rules for contesting contents os 
well as appealing initial determinations 
by the individual concerned may be ob¬ 
tained from the SYSMANAGER. 

Sources 

Reports of investigation by DLA Secu¬ 
rity Officers, Federal, State, and Local 
law enforcement agencies. 

Exemption: 

Parts of this system may be exempt 
under Title 5 U.S.C. 552a(k) (2) as appli¬ 
cable. Agency rules pertaining to this ex¬ 
emption are set forth in Appendix C of 
32 CFR Part 1286 and DLA Regulation 
5400.21. For additional inlormation. con¬ 
tact the SYSMANAGER. 

S155.53 DLA—NS 
System name: 

155.53 Industrial Personnel Security 
Clearance File (42 FR 13339) March 19. 
1977. 

Security location: 

Defense Industrial Security Clearance 
Office. Defense Construction Supply Cen¬ 
ter. P.O. Box 2499. Columbus. Ohio 43216. 
A duplicative file of the Defense Indus¬ 
trial Security Clearance Office record of 
Overseas Security Eligibilities is retained 
by the Office of Industrial Security. 
Europe. Brussels. Belgium. 

Individual-category: 

Employees of Government contractors 
who have been issued, now possess, or 
are in process for personnel security 
clearances, including Overseas Security 
Eligibilities. 

Record-category t 

Information contained in each record 
in the automated portion of the system 
mav Include: Name of the Individual; 
aliases: maiden name: date of birth, 
place of birth. Social Security Account 
number; name and address of employer; 
level of security clearance granted; date 
security clearance granted; tvpe of in¬ 
vestigation; date of investigation; Iden¬ 
tity of investigating agency; file or case 
number; location of file: record of Com¬ 
munication Security (COMSEC) secu¬ 
rity clearance and sequential record of 
security clearance terminations, trans¬ 
fers. and reinstatements. Information 
contained In each record In the manual 
portion of the svstem may contain the 
original aoplicatlon for security clear¬ 
ance (Personnel 8ecuritv Question¬ 
naire) ; a copy of the personnel security 
Investigation; a record of security clear¬ 
ance; record of COMSEC security clear¬ 
ance; Overseas 8ecurltv Eligibility; Con¬ 
trol records: foreign travel reports; all 
correspondence concerning the process¬ 
ing of the initial clearance, termination, 
reinstatement, transfer, emergency sus¬ 
pension. revocation or denial of security 
clearance; adjudication suspense rec¬ 
ords; adverse information reports: secu¬ 
rity violation reportsf and internal Gov¬ 
ernment correspondence and interoffice 
memoranda relative to the security clear¬ 
ance process. 
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Authority s 

Presidential Executive Order 10865 as 
amended by Executive Order 10909, both 
titled. Safeguarding Classified Informa¬ 
tion Within Industry. 

Ruutine-tuot 

The automated portion of the system 
is retained as a central record of indus¬ 
trial security clearances granted. Access 
to this record Is restricted to authorized 
Defense Logistics Agency employees. The 
Defense Industrial Security Clearance 
Office will verify security clearance 
status only to cleared Department of De¬ 
fense contractors and authorized Gov¬ 
ernment agencies. Also, on occasion, the 
clearance record may be used to recon¬ 
cile security clearance records main¬ 
tained by the individual’s employer. The 
manual portion of the system serves as 
a central repository for all hard copy 
material concerning an applicant for in¬ 
dustrial security personnel clearance. All 
information contained in this record is 
used to back up the security clearance 
determination. Disclosure of this record 
is permitted only to personnel of the 
Department of Defense involved In the 
industrial personnel clearance process 
or to a legally constituted law enforce¬ 
ment activity within or under the control 
of the United States when: cl) a viola¬ 
tion of law relative to the purpose of the 
security clearance program is suspected, 
or (ii> requested by the head of the law 
enforcement activity or his designated 
representative provided that the portion 
of the record desired is specified and the 
law enforcement activity identified. Dis¬ 
closure of foreign travel information 
contained In the record will be permitted 
to Federal Government investigative 
agency personnel for civil or criminal 
law enforcement activity. 

Poliry•practice »toragr: 

Automated Records are maintained in 
computer disc packs, magnetic tapes, and 
associated data processing files used to 
initially build or update the master file. 
The individual records in the manual 
part of the system are microfiche. 5x8 
cards and hard copy paper records main¬ 
tained in file folders. 

Kclricv ability: 

Automated records are accessed by in¬ 
dividual Social Security Account number. 
Computerized indices are required to re¬ 
trieve records from the system. Manual 
Records are accessed by Social Security 
Account number or alphabetically by 
name. 

Safeguard*; 

In the automated part of the system 
special codes, available only to author¬ 
ized Defense Logistics Agency personnel* 
are required to access records by means 
of cathode ray tube readers located only 
in the Defense Industrial Security Clear¬ 
ance Office area. Access to the manual 
records is limited to authorized person¬ 
nel of the Defense Industrial Security 
Clearance Office. The Defense Industrial 
Security Clearance Office area is on a 
military controlled Installation and seg¬ 


regated from other Government opera¬ 
tional areas. All visitors are badged and 
escorted. During nonworking hours the 
entire area is secured and protected by a 
perimeter alarm system and roving guard 
patrols, motorized and on foot. 

Ketenlion: 

The automated records are retained 
for 25 months following the termination 
of a security clearance. A record con¬ 
cerning an individual is retained, follow¬ 
ing termination, until the Individual 
would reach the chronological age of 80 
years in those cases where adverse infor¬ 
mation is existant or the clearance is 
terminated because of the death of the 
holder. Destruction is accomplished 
through degaussing the disk pack entry 
or magnetic tape. Retention of the man¬ 
ual records is authorized for 30 years 
after the date of the last action; how¬ 
ever, records are purged 10 years after 
the date of the last action. Destruction 
1s by burning. Microfiche records are up¬ 
dated at approximately 30-day intervals 
and superseded records are burned. 

System* mannger: 

The official responsible for policies 
and procedures governing this system is 
the Executive Director of Industrial 
Security. Defense Logistics Agency. Op¬ 
erational management of the system is 
exercised by the Chief. Defense Indus¬ 
trial Security Clearance Office. 

Notification: 

An individual who wishes to be noti¬ 
fied if the system contains a record 
about him or her should direct the re¬ 
quest to the Chief. Defense Industrial 
Security Clearance Office, Defense Con¬ 
struction Supply Center. P.O. Box 2499. 
Columbus. Ohio 43216. Requests must 
contain the full name, date and place 
of birth, and Social Security Account 
number. An Individual may also visit the 
Defense Industrial Security Clearance 
Office to determine if the system con¬ 
tains a record pertaining to him or her. 
For visits to the Defense Industrial Se¬ 
curity Clearance Office the individual 
must present proof of identity such as 
birth certificate, driver’s license, or em¬ 
ployee identification card, and proof of 
Social Security Account number. 

Acer mi: 

An individual can obtain access to or 
a copy of any record pertaining to him 
or her. except for the personnel securi¬ 
ty Investigation, by directing a request 
to the Chief, Defense Industrial Securi¬ 
ty Clearance Office, Defense Construc¬ 
tion Supply Center. P.O. Box 2499. 
Columbus. Ohio 43216. Requests for per¬ 
sonnel security investigations will be 
promptly referred to the appropriate in¬ 
vestigative agency which is authorized 
to release the record. A record can be 
released at the Defense Industrial Se¬ 
curity Clearance Office. Columbus, Ohio, 
or through one of the 11 Regional Offices 
of Industrial Security or a Field Office 
of any Regional Office of Industrial Se¬ 
curity. A release will take place at the 
Office of Industrial Security nearest the 


residence of place of employment of the 
requester. The 11 Regional Offices of 
Industrial Security are located in At¬ 
lanta. Boston. Chicago, Cleveland. Dal¬ 
las. Detroit. Los Angeles. New York. San 
Francisco, Philadelphia, and St. Look. 
A record may also be released by mui 
in those cases where the requestor w u 
provided an original notarized m. 
thorlzatlon for such release. 

Contest: 

The Agency's rules for contesting con¬ 
tents and appealing initial determina¬ 
tion by the individual concerned may be 
obtained from the Office of Industrial 
Security. 

Source: 

The sources of information contained 
in a record are the employer and the 
Defense Investigative Service which b 
responsible for conducting personnel se¬ 
curity investigations. 

Exemption: 

Parts of this system may be exempt 
uder Title 5 U.S.C. 552a(k) <5) as ap¬ 
plicable. Agency rules pertaining to this 
exemp tion are set forth in Appendix C 
of 32 CFR Part 1286 and DLA Regula¬ 
tion 5400.21. For additional information, 
contact the 8YSMANAGER. 

William A. Smith. 
Chief . Administrative Afanape- 
merit Division , Office of 
Administration . 

Maurice W. Roche, 
Director . Correspondence end 
Directives Office of the As- 
sistant Secretary of Defense 
( Comptroller ). 

July 20. 1977. 

|FR Doc.77-21247 Piled 7-22-77:8:45 xml 


PRIVACY ACT OF 1974 
New System of Records 

The Defense Logistics Agency <DIA) 
systems of records notices as prescribed 
by the Privacy Act of 1974 have been 
published in the Federal Rxcisna u 
follows: 

PR Doc. 75-22781 (40 FR 36045) Auguit ll 
1075. 

PR Doc. 75-76296 (41 PR 2970) January 30. 
1976. 

FR Doc. 75-26296 (41 FR 3045) January K 

FR Doc. 76-21185 (41 FR 31002) July 26. 

FR Doc. 76-21185 (41 FR 31142) July2fl.lv* 
FR Doc. 76-22251 (41 FR 32249) August * 

1976. w 
FR Doc. 77-7056 (42 FR 13339) Matt* 1* 

1977. „ %e/n 
FR Doc. 77-19235 (42 FR 34906) July 7. 19TI 

Notice Is hereby given that ihe De¬ 
fense Logistics Agency submitted a pr°* 
posed new system of records on July » • 
1977 pursuant to the provisions or ora 
of Management and Budget (OMB cir¬ 
cular A-108. Transmittal Memorandum 
No. 1. dated September 30. 1975. and 
Transmittal Memorandum No 3, dn* 
May 17. 1976. which provide suppled' 
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tal guidance to Federal agencies regard¬ 
ing the preparation and submission of 
reports of their intention to establish or 
titer systems of personal records as re¬ 
quired bv the Privacy Act of 1974 (Pub. L. 
93 - 579 . 5 UJS.C. 552a<o>). This OMB 
guidance was set forth in the Federal 
Register <40 FR 45877) on October 3. 
1975. 

The Defense Logistics Agency invites 
public comments concerning the pro¬ 
pped new record system. Interested per¬ 
sons are invited to submit written data, 
views, and arguments to Headquarters. 
Defense Logistics Agency. Attn: DLA- 
XA, Cameron Station. Alexandria, Vir¬ 
ginia 22314 on or before August 24. 1977. 
This system will become effective within 
30 days of the date of this publication 
(August 24. 1977). as proposed without 
further notice unless comments are re¬ 
ceived which result in a contrary deter¬ 
mination. 

S390.03 DCRB-M 


Sr*trm ntimet 

S390.05 Boston Eoual Employment Op¬ 
portunity (EEO) Skills Bank. 

StMcm location: 

Equal Employment Office, Defense 
Contract Administration Services Re¬ 
don (DCASR), Boston. 

C*U*gtirle« of individuals covered by the 

*y»lem: 

Personnel presently employed by 
DCASR. Boston and referrals from other 

igencles. 


Categories of records in tl»e *y*tcm: 

Individual skills records, including 
name of individual, preseht position, 
present grade and length of time in 
rade. occupational skills, educational 
background, types of Jobs presently for 
which qualified, areas of Job Interest 
(future), geographic work areas where 
individual Is willing to locate. 

Authority for maintrnanre of the cyntemt 

E0 11478. EEO In the Federal Gov¬ 
ernment and EEO Act of 1972 <Pub. L. 
W-261) amending the Civil Rights Act 
Of 1964. 


Roimnc u»«-« of record* maintained in tin 
including categoric* of u*cn 
®t>d the purpose* of *uch u*r«: 

.•3?* Purpose of this system Is to assun 
w*t qualified employees are Informe< 
w uoward mobility opportunities. Infor 
ttUion I* used as a means of referral o 
•oltlates when specific organizations 
WMnts make rcmieste so that candl 
U “*." u } y ** alerted to be sure neces 
"*v background materials are In files 
of refcrral of candidates ti 
1 or ^ Public agencies whet 
for rKit'if art O'**!*: as a mean 
P°* slb,e candidates of train 
Add* lT i prcsent or anticipate 
ferrai. / ta re at,lve *o outstanding re 
nik ii, fr0n l. other a8enc, c* a* well a 

"Sfi'A "'* vmt 


Rclricvahility: 

Information is retrieved by grade, 
occupational skills, present Job qualifica¬ 
tions. Job avocation, and location 
(entered by category code), and therein 
alphabetically by name. 

Safeguard*: 

Magnetic tapes are maintained In tape 
library which are accessible only to au¬ 
thorized personnel. Computer Personnel 
who process reports are appropriately 
cleared. Paper records are maintained in 
files in the Equal Employment Oppor¬ 
tunity Office in file cabinets, which are 
locked during non-duty hours. 

Retention and <!i*po*a1i 

Records on current employees will be 
destroyed upon employee’s separation. 
Records on outside referrals will be re¬ 
tained for one year after which they will 
be destroyed. 

Sv*mannger: 

EEO Officer, DCASR, Boston. 
Notification procedure: 

Written or personal requests for infor¬ 
mation may be directed to the SYS MAN¬ 
AGER. For personal visits, positive Iden¬ 
tification such as a DLA identification 
card, driver’s license, social security 
number or any identification containing 
a picture of the requestor must be pre¬ 
sented. Written requests must contain 
full name, and social security number or 
date of birth. 

Record acre** procedure*: 

Written or personal requests directed 
to the EEO Officer. DCASR. Boston. 

Contesting record procedure*: 

The agency's rules for contesting con¬ 
tents And appealing initial determina¬ 
tion by the individual concerned may be 
obtained from the SYSMANAGER. 

Record source categoric*: 

Forms filled out by individual employ¬ 
ees and applicants. Participation in Skills 
Bank Is voluntary. Data will be updated 
at the request of the individual candi¬ 
date or applicant. 

Systems exempted from certain provision* 
of the Act: 

None. 

Maurice W. Roche, 
Director . Correspondence and 
Directives. Office of fhe As- 
slstant Secretary of Defense 
(Comptroller). 

July 15.1977. 

|FR Doc.77-21291 Filed 7-2*-77;8:45 am] 
Office of the Secretary of Defense 
PRIVACY ACT OF 1974 
Amendments to Systems of Records 

In FR Doc. 75-21185 published in the 
Federal Register of July 26. 1976, the 
Offico of the Secretary of Defense set 
forth systems of records as prescribed 
by subsection 3(e) (4) and (11) of the 
Privacy Act of 1974 (Pub. L. 93-579. 
5 UB.C. 552a) within the Office of the 
Secretary of Defense. 


Notice is hereby given that the Office 
of the Secretary of Defease is amending 
certain of these systems of records. The 
proposed changes therein are not 
deemed to fall within the provisions of 
Office of Management and Budget 
(OMB) Circular A-108, Transmittal 
Memorandum No. 1, dated September 
30. 1975. and Transmittal Memorandum 
No. 3, dated May 17. 1976. which pro¬ 
vide supplemental guidance to Federal 
agencies regarding the preparation and 
submission of reports of their intention 
to establish or alter systems of personal 
records as required by the Privacy Act 
of 1974. This OMB guidance was set 
forth in the Federal Register (40 FR 
45877) on October 3. 1975. 

Following a brief identification of the 
systems of records and the changes 
made therein, the complete revised sys¬ 
tems of records, as amended, are pub¬ 
lished in their entirety. 

Interested persons are invited to sub¬ 
mit comments, including written data, 
views, or arguments, concerning the 
proposed changes to the system man¬ 
ager identified in the specific notice on 
or before August 24. 1977. The systems 
of records will become effective within 
30 davs of the date of this publication 
(August 24. 1977), without further no¬ 
tice unless comments are received which 
result in a contrary determination. 

OMAR A 12.0 

Sy*lcm name: 

DM&RA 12.0 Reserve Components 
Common Personnel Data System 
(RCCPD6) (41 FR 31049). 

Change*: 

Routine u*e* of record* maintained in the 
*y*1em, including categories of u*er* 
and the purpose of *uch u*e*: 

Add the following routine use below 
the last use now indicated: "Records 
may be disclosed to the Director, Selec¬ 
tive Service System upon official re¬ 
quest" 

Retention and di»po*alr 

Delete the sentence: "Inventory files 
are current: one year’s monthly inven¬ 
tory tapes and end of fiscal year inven¬ 
tories are maintained on a permanent 
basis." and insert the following: "In¬ 
ventory files are current: quarterly his¬ 
tory files for the master and transaction 
files are maintained on a permanent 
basis." 

DM&RA 14.0 

Svutpm name: 

DM&RA 14.0 MARDAC Data Base <41 
FR 31050). 

Change*: 

Routine use* of record* maintained in the 
*y*tem, including categoric* of u*rr* 
and the purpose* of *uch u*c*r 

Add the following routine use below 
the last use now indicated: "Nome and 
address information of former military 
personnel obtained from the Veterans 
Administration or the Military Depart¬ 
ment may be released to a number of 
DoD Components for use in attempting 
to recruit and reenlist prior service per- 
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sonnel through direct contact methods. 
These components are as follows: U.8. 
Army Recruiting Command: UB. Army 
Forces Command: Navy Recruiting 
Command: Chief of Naval Personnel: 
Chief of Naval Reserves: UB. Air Force 
Recruiting Service: U.8. Air Force Tac¬ 
tical Air Command: Headquarters Air 
Force Reserve; National Guard Bureau; 
Headquarters, UB. Marine Corps: Dis¬ 
trict Directors, UB. Marine Corps; 
Commanding General, 4th Marine Di¬ 
vision: Commanding General, 4th Ma¬ 
rine Air Wing; Commandant, UB. Coast 
Guard/* 

DMA H A 1?.0 

SjnUcm iu»m«M 

DM&RA 12.0 Reserve Components 
Common Personnel Data System 
(RCCPDS). 

Swlrm location: 

Air Force Data 8ervlce Center. Room 
1D167, The Pentagon, Washington. D.C. 
20330. 

Back-up locations for processing: U5. 
Army Management System Support 
Agency. Room BD972. The Pentagon, 
Washington. D.C. 20310. 

W. R. Church Computer Center, Naval 
Postgraduate School. Monterey. CA 
93940. 

National Military Command System 
Support Center. Room BE685. The 
Pentagon. Washington. D.C. 20331. 

Categoric* of individual* covered by the 
ftyfttem: 

Any individual currently a member of 
any Reserve or National Guard compo¬ 
nent, and retired reservists. 

Categoric* of record* in the »yMrm: 

File contains individual’s Social Secu¬ 
rity Account Number, component, and 
other personnel information such as race, 
sex. rank, age, and length of service. 

Authority for maintenance of the »y*lent: 
10 U.S.C. 136. 

Routine u*c* of record* maintained in the 
»y*!em, including categoric* of u*cr* 
and the purpose* of *urh u*e*i 

The purpose of the file Is to generate 
official statistics concerning Reserve 
Forces’ strength, gains, losses, and char¬ 
acteristics of the fol-ce. 

Office of the Deputy Assistant Secre¬ 
tary of Defense < Reserve Affairs)—used 
to generate and disseminate official sta¬ 
tistics. Individual records are used to 
provide aggregate statistical data. 

Any individual record contained In the 
system may be transferred to any other 
Department of Defense Component hav¬ 
ing the need-to-know In the performance 
of official business. 

Records may be disclosed to law en¬ 
forcement or Investigatory authorities 
for investigation and possible criminal 
prosecution, civil court action, or regu¬ 
latory order. 

Records of Federal civilian employees 
who arc reservists may be disclosed to 
Federal agencies for use in emergency 
mobilization planning. Records may be 
disclosed to the Civil Service Commis¬ 


sion concerning pay benefits, retirement 
deductions, and other information neces¬ 
sary for the Commission to carry out its 
Government-wide personnel manage¬ 
ment functions. 

Records may be disclosed to the Di¬ 
rector. Selective Service System upon 
official request. « 

Policies and practice* for *lortng, retriev¬ 
ing. accruing, retaining and d:*po*- 
ing of record* in the »y*tcm: 

Storage: 

Magnetic computer tape. 

Retricvahility : 

Records are retrievable by component, 
rank, age, sex, location, or other attri¬ 
butes, including Social Security Account 
Number. 

Safeguard*: 

The primary location is a TOP SE¬ 
CRET facility. The UB. Army Manage¬ 
ment Systems Support Agency Is a TOP 
SECRET facility. The National Military 
Command Systems Support is a TOP 
SECRET facility. Tapes located at the 
W. R. Church Computer Center, Mon¬ 
terey. CA. are stored in a locked cage in 
machine room, which is a controlled ac¬ 
cess area; tapes can be physically ac¬ 
cessed only by computer center person¬ 
nel and can be mounted for processing 
only if the appropriate security code Is 
provided. 

Retention and <li*po*al: 

Inventory files are current: quarterly 
history files for the master and transac¬ 
tion files are maintained on a permanent 
basis. 

SyMcm manager(*) and addre**: 

Deputy Assistant Secretary of Defense 
'Reserve Affairs). Room 3C980. The 
Pentagon. Washington, D.C. 20301. 

Notification procedure: 

Information may be obtained from: 
Assistant Director. Reserve Personnel 
Program. Office of the Deputy Assistant 
Secretary of Defense (Reserve Affairs), 
Room 3C980, The Pentagon, Washing¬ 
ton, D.C. 20301. Telephone: Area Code 
202-697-0624. 

Record acre** procedure*: 

Requests from individuals should be 
addressed to: Assistant Director, Re¬ 
serve Personnel Program. Office of the 
Deputy Assistant Secretary of Defense 
(Reserve Affairs), Room 3C980, The 
Pentagon, Washington. D.C, 20301. 

Written requests for information 
should contain the full name. Social Se¬ 
curity Account Number, component, and 
current address and telephone number 
of the Individual. 

For personal visits, the individual 
should be able to provide some accept¬ 
able identification such as driver’s li¬ 
cense, or military or other ID card. 

Contc*ting record procedure*: 

The agency’s rules for access to rec¬ 
ords and for contesting contents and ap¬ 
pealing Initial determinations by the In¬ 


dividual concerned may be obtained 
from the SYSTEM MANAGER 

Record source categoric*: 

Data records are obtained from the 
six Reserve components. 

Sv*irni* exempted from certain prmUion* 
of the Act: 

None. 


DM&RA 14.0 


.Sy»tem name: 

DM&RA 14.0 MARDAC Data Base. 
Syitctn location: 

Primary location: W. R. Church Com¬ 
puter Center. Navy Postgraduate School, 
Monterey. CA 93940. 

Back-up locations for processing: Air 
Force Data Services Center. Room 
1D167, The Pentagon, Washington, D.C. 
20330. 

UB. Army Management Systems Sup¬ 
port Agency, Room BD972, The Penta¬ 
gon. Washington. D.C. 20310. 

National Military Command Systems 
Support Center. Room BE685. The Pen¬ 
tagon, Washington. D.C, 20331. 

Back-up files maintained at two offices 
of the DoD Manpower Research and 
Data Analysis Center. 7th Floor, 300 N. 
Washington St.. Alexandria, VA 22314 
and 2nd Floor, 550 Camlno El Estera. 
Monterey. CA 93940. 

Selected historic files are maintained 
at Air Force Data Services Center, Room 
1D167. The Pentagon. Washington, DC. 
pursuant to court order in IBM anti¬ 
trust case. These files will be withdrawn 
from current location when legally per¬ 
missible. 

Decentralized segment s, military per¬ 
sonnel research centers, and military 
personnel centers of the services; se¬ 
lected civilian contractors with research 
contracts in manpower area: other Fed¬ 
eral agencies. 

Categoric* of individual* covered by \h* 
lyMmi: 

AH officer and enlisted personnel who j 
served on active duty from July 1. 1*®° 
and later: or who have been a member 
of a reserve component since July 19 <5; 
or are retired reservists; participants a 
Project 100,000 and Project Transltwn I 
and the evaluation control groups 
these programs; all individuals examined , 
to determine eligibility for military-^' 
Ice at an Armed Forces Entrance and Bt- 
amlnlng Station from July 1. 12<0. aw 
later; DoD civilian employees or clvUian 
employees separated since ^ anu ^Jj 
1971: all veterans who have utUWJ 
Vietnam-era GI Bill education sn 
training entitlements, who visited a 
Employment Service office «ln cc 
1971, or who participated in a Depart 
ment of Labor special training 
since July I. 1971: all individuals 
ever participated in an educational pro 
gram sponsored by the UB. Ar ™ 
Forces Institute, all Individuals ^ I 
participated In the Armed Forces I 
tional Aptitude Testing Programs at r 
high school level since September • 
individuals who responded to varux* | 
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paid advertising campaigns seeking en¬ 
listment information since July 1. 1973; 
participants In the DHEW, Office of Ed¬ 
ucation and Longitudinal Survey. 

Categoric* of rrcord* in the syatemt 

Name. Service Number. Selective Serv¬ 
ice Number* Social Security Account 
Number, demographic information such 
as home town. age. sex* race, and educa¬ 
tional level, civilian occupational Infor¬ 
mation, military personnel Information 
guch as rank* length of service, military 
occupation; aptitude scores, post-serv¬ 
ice education, training, and employment 
Information for veterans; participation 
in various In-service education and train¬ 
ing programs. 

Authority for maintenance of the syatrm: 

10 U.S.C. 136. 

Routine lute* of records maintained in the 
tytem, including categories of u*cr* 
ami the purposes of such uses: 

The purpose of the system of records 
fe to provide a longitudinal statistical 
analysis capability for assessing military 
manpower trends and evaluation pro¬ 
grams impacting of military personnel, 
potential enlistees, and veterans. 

Manpower Research and Data Anal¬ 
ysis Center, used to analyze accession 
patterns and trends, promotion and oc¬ 
cupation patterns and trends, loss pat¬ 
terns ana trends, qualification rates, ef¬ 
fectiveness of recruiting programs, 
participation in education and training 
programs, force characteristics, post- 
lenriee experiences of veterans, evalua¬ 
tion of military special pays and bonuses; 
evaluation of sperial programs affecting 
military personnel; to select sample 
population for surveys; to provide statis¬ 
tical data to OMB, GAO. the Military 
Services. DoD civilian contractors, ed¬ 
ucational institutions and other Fed¬ 
eral agencies. 

Personnel Research and Personnel 
Management activities of the Military 
Services, uses are same as those specified 
above. 

Veterans Administration. Manage¬ 
ment Sciences Staff, Reports and Statis¬ 
tics Service. Office of the Comptroller. 
u»d to select sample for surveys asking 
veterans about the use of veterans bene¬ 
fits and satisfaction with VA services. 

Office of Research and Statistics. 
Social Security Administration, used for 
«taU$tical analyses of impact of military 
jonrice and use of OI Bill benefits on 
tong term earning. 

DoD Civilian Contractors, used by con¬ 
tractors performing research on man¬ 
power problems for statistical analyses. 
regate data anc */or Individual rec- 
contained in the record system may 
, transferred to other Federal agen- 
baying legitimate use for such in- 
onnation and applying appropriate 
^guards to protect data so provided. 

records may be disclosed to the Civil 
Commission concerning pay. 

«enu retirement deductions; and 
information necessary for the 

mmtsMon to carry out Us Govemment- 

• > personnel management functions. 


Any record contained in the system of 
records may be transferred to any other 
component of the Department of Defense 
having the need-to-know in the perform¬ 
ance of official business. 

Name and address information of 
former military personnel obtained from 
the Veterans Administration or the Mil¬ 
itary Department may be released to a 
number of DoD Components for use In 
attempting to recruit and recnlist prior 
service personnel through direct contact 
methods. These components are as fol¬ 
lows: U.8. Army Recruiting Command; 
U S. Army Forces Command; Navy Re¬ 
cruiting Command; Chief of Naval Per¬ 
sonnel; Chief of Naval Reserve; U.S. Air 
Force Recruiting Service; U.S. Air Force 
Tactical Air Command; Headquarters 
Air Force Reserve; National Guard Bu¬ 
reau; Headquarters. U S. Marine Corps; 
District Directors, U.S. Marine Corps; 
Commanding General, 4th Marine Divi¬ 
sion; Commanding General, 4th Marine 
Air Wing; Commandant. U.S. Coast 
Guard. 

Policies and practices for storing, retriev¬ 
ing* accessing, retaining and depos¬ 
ing of records in the system* 

Storage: 

Magnetic computer tape. 

Retric\ ability: 

Retrievable by name. SSAN. age, oc¬ 
cupation. or any other data element con¬ 
tained in system. 

Safeguard*: 

Primary location; at W. R. Church 
Computer Center, tapes arc stored In a 
locked cage in machine room, which is a 
controlled access area; tapes can be 
physically accessed only by computer 
center personnel and can be mounted for 
rroccsslng only If the appropriate se¬ 
curity code is provided. 

At back-up locations In Alexandria, VA 
and Monterey. CA tapes are stored in 
room*-, protected with cypher locks, build¬ 
ings are locked after hours, and only 
properly cleared and authorized person¬ 
nel have access. 

Th» Air Force Data Services Center, 
the US. Army Management Systems 
Support Agency, and the National Com¬ 
mand Systems Support Center are all 
TOP SECRET facilities. 

Rrtrntion and di*po*al: 

Files constitute a historical data base 
and are permanent. 

Syftlcm manager(•) and addrr**: 

Director. Department of Defense Man¬ 
power Research and Data Analysis Cen¬ 
ter (MARDAC), 550 Camlno El Estero. 
Monterey, CA 93940. 

Notification procedure: 

Information may be obtained from: 
Director. Department of Defense Man¬ 
power Research and Data Analysis Cen¬ 
ter. 550 Camlno El Estero, Monterey, CA 
93940. Telephone: Area Code 408/646- 
2951. 


Record nccca* procedures: 

Requests from Individuals should be 
addressed to Director. MARDAC. 550 
Camlno El Estero. Monterey, CA 93940. 

Written requests for Information 
should contain the full name. Social Se¬ 
curity Account Number, date of birth, 
and current address and telephone num¬ 
ber of the individual. 

For personal visits, the individual 
should be able to provide some acceptable 
identification such as driver’s license, or 
military or other ID card. 

CmttrMing record procedure*: 

The agency's rules for access to rec¬ 
ords and for contesting contents and ap¬ 
pealing initial determinations by the in¬ 
dividual concerned may be obtained from 
the SYSTEM MANAGER 

Record Miurcc categoric*: 

The Military Services, the Veterans 
Administration, the Office of Education 
of the Deportment of HEW, from indi¬ 
viduals via survey questionnaires, the 
Department of Labor. 

Sy»tero» exempted from certain provision* 
of the Act: 

None. 

Maurice W. Roche. 

Director, Correspondence and 
Directives OASD (Comptrol - 
let ). 

July 15. 1977. 

|HR Doc. 77-21290 Filed 7-22-77:8:46 a:nj 


CHEMICAL PROPULSION ADVISORY 
COMMITTEE 

Cancellation of Meeting 

In FR Doc. 77-10567 which appeared 
on page 37028 of the Federal Register of 
July 19. 1977, is hereby cancelled. 

NAME: JANNAF Advisory Working 
Group on Safety and Environmental 
Protection, Hazard Evaluation Commit¬ 
tee. 

DATE: 2-4 August 1977. 

PLACE: Ballistic Research Laboratory, 
Bid?. 330. Aberdeen Proving Ground. Md. 
21005. 

D. C. Beatty, 

Lt Col . HQ USAF/RDPS. 
Chairman. JAHNAF Safety 
and Environmental Protec¬ 
tion. Working Group. 

| FR Doc.77-21524 Filed 7-22-77; 10:16 ami 

ENVIRONMENTAL PROTECTION 
AGENCY 

|OPP-60316; FRL 767-41 

AGRICULTURE DEPARTMENT, FOREST 
SERVICE. ET AL. 

Issuance of Experimental Use Permits 

The Environmental Protection Agency 
<EPA> has Issued experimental use per¬ 
mits to the following applicants. Such 
permits are In accordance with, and aub- 
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ject to. the provisions of 40 CFR Part 
172. which defines EPA procedures with 
respect to the use of pesticides for experi¬ 
mental purposes. 

No. 27586-EUP22 US, Department of Agri¬ 
culture. Foreat Service. Waahington. DC. 
20013. This experimental use permit al¬ 
lows the use of 45 pounds of the insecti¬ 
cide chlorpyrlfos on pine trees to evaluate 
control of the southern pine bet tie, A total 
of 144 trees is involved; the program la 
authorized only in the States of Alabama, 
Arkansas. Colorado. Florida. Georgia, Lou¬ 
isiana. Mississippi. North Carolina. South 
Carolina. Texas. Tennessee, and Virginia. 
The experimental use permit Is effective 
from June 15. 1977, to June 15, 1978. 

No. 27585- EUP-21. US. Department of Agri¬ 
culture. Forest Service. Waahington. D.C. 
20013. This experimental use permit al¬ 
lows the use of 65 pounds of the insecti¬ 
cide carbaryl on pine trees to evaluate con¬ 
trol of pine belties. A total of 180 trees Is 
Involved; the program Is authorized only 
In the Stale of Colorado. The experimental 
use permit Is effective from June 17, 1977. 
to June 17. 1978. 

No 2758^ EUP-20. Ufl. Department of Agri¬ 
culture. Forest 8ervlce, Washington. DC. 
20013. This experimental use permit al¬ 
lows the use of 110 pounds of the insecti¬ 
cide chlorpyrlfoe-methyl on pine trees to 
evaluate control of southern and western 
pine beetles. A total of 284 trees U in¬ 
volved; the program Is authorized only In 
the States of Alabama. Arkansas. Colorado. 
Plorlda, Georgia. Louisiana. Mississippi. 
North Carolina. South Carolina. Texas. 
Tennessee, and Virginia. The experimental 
use permit is effective from June 15, 1977. 
to June 15, 1978. 

No. 38334-EUP-1. Department of Entomol¬ 
ogy. University of Arizona. Tucson, Arlz, 
85721. This experimental use permit allows 
the use of 100 grama of the pheromone 
(zje)-7.U-hexadecad»en-l-ol acetate and 
U.E) -7.1!-hexadecadlen-l-oi acetate in 
traps placed in cotton to evaluate control 
of pink boll worm. A total of 20,000 acres 
Is involved; the program Is authorized only 
In the State of Arizona. The experimental 
use permit is effective from June 15. 1977, 
to June 15. 1978. 

Interested parties wishing to review 
the experimental use permits are re¬ 
ferred to Room E-315, Registration Di¬ 
vision (WH-567), Office of Pesticide Pro¬ 
grams. EPA, 401 M St. SW., Washington. 
D.C. 20460. It Is suggested that such in¬ 
terested persons call 202-755-4851 be¬ 
fore visiting the EPA Headquarters Of¬ 
fice. so that the appropriate permits may 
be made conveniently available for review 
purposes. These flies will be available for 
Inspection from 8:30 ajn. to 4 pun. Mon¬ 
day through Friday. 

I Section 6 of the Federal Insecticide. Fungi¬ 
cide. and Rodent Iclde Act (PIFTiA), a s 
amended (86 Stat. 973; 89 Stat. 751; 7 USX ;. 
136(a) et acq.).) 

Dated: July 15. 1977. 

Douglas D. Campt. 

Acting Director. 

Registration Division . 

(Fit Doc.77-21234 Filed 7-22-77;8:45 am] 


(OPP-50314; PRL 767-3) 

ELANCO PRODUCTS CO.. ET AL 
Issuance of Experimental Use Permits 

The Environmental Protection Agency 
<EPA> has issued experimental use per¬ 
mits to the following applicants. Such 
permits are in accordance with, and sub¬ 
ject to. the provisions of 40 CFR Part 
172, which defines EPA procedures with 
respect to the use of pesticides for ex¬ 
perimental purposes. 

No. 1471-EUP-43. Elanco Products Co.. In¬ 
dianapolis. Ind. 46206. ThU experimental 
use permit allows the use of 4.000 pound! 
of the herbicide tebuthturon to evaluate 
brush control on rangelands and perma¬ 
nent pastures A maximum of 4,000 acre® 
1* Involved; the program is authorized on 
a maximum of 18 sites within selected 
States. All States except Alaska are po¬ 
tentially Involved. The experimental use 
permit Is effective from June 15. 1977, to 
June 15, 1978. Temporary tolerances for 
residues of the active Ingredient In or on 
grasses <pasture and rangeland) and grass 
hay: liver and kidney of cattle, goats, 
horses, and sheep; In meat. fat. and meat 
byproducts of cattle, goats, horses, and 
sheep; and In milk have been established. 
No. 1016-EUP-37 Union Carbide Corp., 
Washington. D.C. 20006. This experimental 
use permit allows the use of 573 pounds 
of the nematlclde Insecticide 2-methyl-2- 
(methylsulfonyl) propanol O- (methylaml- 
no> carbonyl) oxime also called 2-methyl- 
2- (methylsulfonyl) proprlonaldchydo O- 
(methyl carbonyl) oxime on cotton to eval¬ 
uate control of aphids, nematodes, flea- 
hoppers. spider mites, and thrlps. A total 
of 135 acres Is Involved, the program is au¬ 
thorized only in the States of Alabama. 
Arkansas. Arizona. California, Plorlda. 
Georgia. Kentucky. Louisiana, Maryland. 
Mississippi. North Carolina, Oklahoma, 
South Carolina, Tennessee, Texas, and Vir¬ 
ginia. The experimental use permit Is ef¬ 
fective from June 3. 1977, to June 3, 1078. 
It has been determined that residues in 
or on cottonseed resulting from appli¬ 
cation cf this pesticide wUl be permitted 
If in accordance with 40 CFR 180263. 

No. 1OO-EUP-40. 100'EUP—19, ] 00-EU P-60, 
and 100-EUP-5L Clba-Oelgy Corp. 
Greensboro. N.C. 27409. These experimental 
use permits allow the use of 1,000 pounds 
of the insecticide 0-(5-chloro-1 -(methyl- 
ethyl) - 1H- 12.4-trlaxol-3-yliO.O-dlethy! 
phosphorothloate on turf to evaluate con¬ 
trol of chinch bugs, cutworms, mole crick¬ 
ets. rod W’t'bworms. and while grubs. No. 
100-EUP-18 will use 200 pounds; and No. 
100 EUP-49 will use 300 pounds; No. 10O- 
KUP 50 will use £00 pounds; and No. IQO- 
EUP-51 Will use 300 pounds A total of 
124 5 acres Is Involved in all four permits; 
the programs are authorized only in the 48 
contiguous States. Hawaii, and Puerto Rico. 
The experimental use penults are effective 
from July 1. 1977. to July I. 1978. The per¬ 
mits will use the tame active Ingredient, 
but different formulAttons. 

Interested parties wishing to review 
the experimental use permits are refer¬ 
red to Room E-315. Registration Divi¬ 
sion (WH-567). Office of Pesticide Pro¬ 
grams. EPA. 401 M St. SW., Washington, 
D.C. 20460. It Is suggested that such in¬ 
terested persons call 202-755-4851 lx I ore 


visiting the EPA Headquarters Office, so 
that the appropriate permits may be 
made conveniently available for review 
purposes. These files will be available for 
inspection from 8:30 a m. to 4 p m Mon¬ 
day through Friday. 

(Section 5 of the Federal Insecticide. Fungi- 
cide, and Rodemicido Act (FIPRAi. « 
amended <86 Stat. 973; 89 Stat. 751; 7 U SC. 
136(a) eiseq ).) 

Dated: July 15.1977. 

Douglas D. Campt. 

Acting Director. 

Registration Division . 

JFP. Doc,77-21233 Piled 7-22-77;8 45 am] 


ENVIRONMENTAL PROTECTION 
AGENCY 

(FRL 767-51 

MANAGEMENT ADVISORY GROUP TO THE 
MUNICIPAL CONSTRUCTION DIVISION 

Open Meeting 

Pursuant to Public Law 92-463. notice 
is hereby given that a meeting of the 
Management Advisory Group (MAO) to 
the Municipal Construction Division will 
be held at 9:00 am. on August 35-16, 
1977. The meeting will be held at the En¬ 
vironmental Protection Agencvs Region 
X Office. 1200 Sixth Avenue, Seattle. 
Washington. 

The purpose of the meeting is to re¬ 
view' and discuss the following subjects: 
MAG*s Report on the National Water 
Quality Commission’s Recommendations, 
Legislative Situations and EPA EDA 
Jobs Bill Cooperation. Legislative Initia¬ 
tives of the Administration, Municipal/ 
Industrial Dicharge Enforcement Policy, 
Streamlining the Program, Grant and 
Project Processing Procedures. Opera¬ 
tion and Maintenance Issues, Reuse and 
Recycling, Minority*Enhancement in A E 
and Construction Contracting, Pretreat¬ 
ment, Land Treatment, and Ocean 
Discharges. 

The meeting will be open to the public. 
Any member of the public wishing to 
attend should contact the Executive 
Secretary’. Mr. Harold P. Cahill. Jr , Di¬ 
rector, Municipal Construction Division, 
EPA. Washington, D.C. 20460, The tele¬ 
phone number is area code 202-426-8966 

Thomas C. Jorlinc*. 

Assistant Administrator tor 
Water and Hazardous Afaferiab. 

July 19. 1977. 

JFR Doc,77-21307 Filed 7-22-77.8:4$ sm| 


| FRL 706-11 

MINNESOTA-W1SCONS1N 
Joint Marine Sanitation Device Standard 

On January 4. 1977, (42 FR 837). no¬ 
tice was published that the States 
Minnesota and Wisconsin Jointly na 
petitioned the Administrator. U-S. * * 
vlronmental Protection Agency 
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Agency > to determine that adequate fa¬ 
cilities for the safe and sanitary removal 
and treatment of sewage from all vessels 
are reasonably available for the Min¬ 
nesota-Wisconsin portions of Lake Su¬ 
perior. for the Mississippi River from the 
Iowa border to Lock and Dam No. 2 at 
Hastings. Minnesota, and for the St. 
Croix River from its mouth to Taylors 
palls. Minnesota (42 FR 837, January 4. 
1977». This petition was filed pursuant to 
Section 312(f)(3) of Pub. L. 92-500. 
Section 312(f) (3) states: 

After the effective data of the Initial stand¬ 
ing aad regulations promulgated under this 
section. If any State determines that the 
protection and enhancement of the quality 
cf some or all of the waters within such 
Sure require greater environmental protec¬ 
tion. such State may completely prohibit the 
discharged from all vessels of any sewage, 
whether treated or not, Into such waters! 
ticept that no auch prohibition shall apply 
omi the Administrator determines that 
•dtquate facilities for the safe and sanitary 
ncacrval and treatment of sewage from all 
veseh are reasonably available for such wa¬ 
ter to which such prohibition would apply. 

With respect to the Minnesota por¬ 
tions of Lake Superior, the State of 
Minnesota certifies that four pumpout 
ficilmes and thirteen septic tank pump 
truck operators are available to service 
vessels operating on the waters of Lake 
Superior Of the four cited pumpout fa¬ 
cilities, two are in Duluth, one is to Knife 
River, approximately 18 miles north of 
Duluth, and the fourth is in Grand Ma¬ 
rais, approximately 110 miles north of 
Duluth. Of the thirteen cited septic tank 
pump truck operators, seven are in Du¬ 
luth, two are in Two Harbors, approxi¬ 
mately 28 miles north of Duluth, one is 
in Beaver Bay, approximately 52 miles 
north of Duluth, and one is in Orand 
Marais, approximately 110 miles north 
or Duluth The remaining two cited sep- 
uc tank pump trucks ore located in Clo- 
approximately 18 miles southwest 
of Duluth, 

State of Minnesota also certified 
wat Mr Richard Amatuzio. owner and 
operator of North Star Marine Opera- 
of Duluth. Ind purchased a 5.000- 
Wton self-propelled barge for use in 
Piping out commercial vessels in the 
Duluth Superior harbor. The 8tate fur- 
* r certified that the barge is capable 
*** docbs in the harbor. Com- 
?™* Uon by the Agency with Mr. 
"natuzio revealed that he has pur- 
a surplus ILS. Navy gasoline 
Pumper barge for such an intended use. 

*] ot Minnesota certified that 
h lr ,?^ h Pumpout facilities 

ZS® ° n, y recreations! vessels, the 
n°w, of flxed P u| nPOUt facilities 
* b,e **Pttc tank pump trucks 
no vessel because of insuf- 
it* nL\ at ^ deptha adjacent to a facil- 
HL Ju r U ? er • that a ll wastes removed 
taJK by cithcr Axed pumpout fa- 
cuitm ? r u 8 * Dtlc tank pumpers are re- 
of at a National 
Elimination System 
hcorfn '"^^tted facility, or on land 
coriformance W ith applicable Federal, 
and J <*al requirements. 


The State of Wisconsin certifies that 
pumpout facilities are available for rec¬ 
reational vessels at five sites in Bayfield, 
and at two sites in La Pointe in the Wis¬ 
consin portions of Lake Superior. The 
State further certifies that septic tank 
pump trucks are available to service rec¬ 
reational vessels at Ashland and at Su¬ 
perior and that septic tank pump trucks 
are available to service commercial ves¬ 
sels at Ashland and non-ore carrying 
commercial vessels at Superior. The 
State indicates that because of the load¬ 
ing system used by the ore-carrying ves¬ 
sels (which represent about 50 percent 
of the commercial vessel traffic in Su¬ 
perior Harbor), it is not possible to pump 
sewage wastes from these vessels while 
at the ore docks. The State indicates, 
however, that It is possible for ore ves¬ 
sels to be serviced by septic tank pump¬ 
ers from the grain-loading docks, either 
prior to being loaded with ore or prior 
to leaving the harbor. 

Four comments were received in op¬ 
position to this application; of the four, 
three were from individuals and cne 
was from the Lake Carriers Association. 
The communications from the private 
parties all stated that there are insuffi¬ 
cient pumpout facilities for vessels op¬ 
erating on the Lake, and that the dis¬ 
tances between available facilities Is far 
too large. The Lake Carriers Association 
contends (and the State of Wisconsin ac¬ 
knowledges) that there is no possible 
way for a septic tank pump truck to be 
driven onto the ore-loading docks to 
pump out a vessel, because of the con¬ 
figuration and structure of the docks. 
The Lake Carriers Association acknowl¬ 
edges that it may be possible to have the 
ore boats pumped out by septic pumpers 
at the grain-loading docks; however, to 
do so, wrould require the ore vessel to be 
moved to the grain docks, causing added 
expense in addition to lost operating 
time, and would require space to be 
available at the grain docks for the ora 
vessel. The U.S. Coast Guard in Duluth/ 
8urerior confirms that space at the 
grain docks often mav not be available. 

Investigations by the Agency reveal 
that approximately 2,200 commercial 
vessels u*ed the Duluth/Superior har¬ 
bor In 1976; these figures are confirmed 
by the U.8. Coast Guard. The State of 
Minnesota stated in their petition that 
information on commercial traffic at 
other harbors generally is not available; 
however, investigations by the Agency 
reveal that three Minnesota ports on the 
western shore of Lake Superior have 
commercial vessel traffic in significant 
amounts. Two Harbors. Silver Bay. and 
Taconlte Harbor are all loading points 
for taconlte ore extracted from the Me- 
sabl Range. In 1976, approximately 280 
commercial vessels called at Two Har¬ 
bors (confirmed by the Duluth. Mesabi, 
and Iron Range Mining Company), ap¬ 
proximately 565 commercial vessels 
called at Silver Bay (confirmed by the 
Reserve Mining Company). and approxi¬ 
mately 360 commercial carriers called 
at Taconlte Harbor (confirmed by the 
Erie Mining Company). 


Further investigations by the Agency 
revealed that there arc no pumpout fa¬ 
cilities available for commercial ore ves¬ 
sels in Duluth/Superior. Two Harbors, 
Silver Bay. or Taconlte Harbor. Septic 
tank pumpers cannot service the ore 
docks in Duluth/Superior. It was also 
found that no commercial ore vessel had 
been pumped out by a septic tank pump¬ 
er in Two Harbors. Silver Bay, or Ta¬ 
conlte Harbor. 

Discussions by the Agency with Mr. 
Amatuzlo as recently as May 10. 1977, 
confirm that his self-propelled pumper 
barge is still not operational, even 
though it has been approved for opera¬ 
tion by the U.S. Coast Guard. It is the 
Agency's understanding that operation 
of the barge will require a financial com¬ 
mitment by the State to cover a portion 
of the first year’s operating costs, and 
that this requirement has not been met. 
Fumpout facilities are not now adequate 
for commercial vessels. 

Following an examination of the pe¬ 
tition and the supporting information, 
as well as the additional information as¬ 
certained by the Agency, and a consid¬ 
eration of all comments received pur¬ 
suant to the January 4 Federal Regis¬ 
ter notice. I have determined that ade- 
qute facilities for the safe and sanitary 
removal and treatment of sewage from 
all vessels are not reasonably available 
for the Minnesota-Wisconsin portions of 
Lake Superior. This determination is 
made pursuant to Section 312(f)(3) of 
Pub. L. 92-500. 

With respect to the Mississippi River 
from the Iowa border to Lock and Dam 
No. 2 at Hastings. Minnesota, and the 
St. Croix River from its mouth to Tay¬ 
lors Falls. Minnesota, the State of Min¬ 
nesota certifies that four pumpout fa¬ 
cilities are available to service vessels on 
the St. Croix River, and ten pumpout 
facilities are available to service vessels 
on the Mississippi River. One of the ten 
pumpout facilities cited on the Missis¬ 
sippi is a gasoline service station located 
more than a quarter-mile from the river. 
In addition, the State of Minnesota cer¬ 
tifies that seventeen septic tank pump 
truck operators are available to service 
commercial vessels on the Mississippi 
and St. Croix Rivers. Of the seventeen, 
three are located in municipalities on the 
St. Croix River, eight are located in mu¬ 
nicipalities on the Mississippi River, two 
(Leon D. Gilbert and Caleb Tentis) are 
located in a municipality aoDroximately 
four miles from the Mississippi, one 
(Roger F. Weierke) is located in a mu¬ 
nicipality approximately six miles from 
the Mississippi, one (Bob Freiermuth 
Sanitation Service) is located in a mu¬ 
nicipality approximately 14 miles from 
the Mississippi, one (Marty’s Sewer 
Service) is located in a municipality ap¬ 
proximately 6 m*les from the St. Croix 
and 10 miles from the Mississippi, and 
one (A&B Sanitation Service) is located 
In a municloality approximately 16 miles 
from the St. Croix and 10 miles from the 
Mississippi. 

The State of Minnesota also certifies 
that additional pumpout facilities are 
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available farther upstream adjacent to 
the Mississippi Rtver. The State points 
out that a majority of towboats use the 
commercial pumpout facility in St. Paul 
for taking on fuel, effecting repairs, and 
pumping out sewage. However, it should 
be noted that the facility referred to by 
the State, Twin City Barge and Towing 
Company, is 18 river miles north of the 
northern limit of this petition. 

The State of Minnesota believes that 
the combination of stationary pumpout 
facilities and septic tank pumpers will 
exclude no vessels because of Insufficient 
water depth. Although the stationary 
pumpouts handle recreational vessels 
primarily, the septic tank pumpers are, 
to the best of the State’s knowledge, able 
to reach all docks, recreational and com¬ 
mercial. In addition, the State of Minne¬ 
sota has certified that all wastes from 
vessels removed at stationary pumpout 
facilities and by septic tank pumpers are 
required to be disposed of at an KPDES- 
permitted facility or applied on land in 
conformance with applicable Federal, 
State, and local requirements. 

The information submitted to me by 
the State of Wisconsin pertaining to the 
Mississippi and St. Croix Rivers certi¬ 
fies that two pumpout facilities (both in 
the same municipality) arc available to 
service vessels on the St. Croix River, 
and eleven pumpout facilities (in four 
municipalities) arc available to service 
vessels on the Mississippi River. The four 
municipalities (Prescott, Pepin. Alma, 
and Lacrosse) arc separated by dis¬ 
tances of 44, 15. and 54 rtver miles re¬ 
spectively; there is an additional dis¬ 
tance of 24 river miles from La Crosse to 
the southern limit of this petition, termi¬ 
nating at the northern Iowa border. The 
State believes that the distances between 
pumpout facilities do not cause any 
hardship to recreational craft. The State 
of Wisconsin indicates that there are no 
"in-place" pumpout facilities for com¬ 
mercial vessels along the Mississippi 
within the limits of this petition, but 
states that towboats have used facilities 
to the north and south of the Wisconsin 
portions of the river (in Minnesota and 
Illinois, respectively) in the past. The 
State claims that it is possible to service 
towboats by septic tank pump trucks in 
LaCrosse; however, neither numbers of 
available tank trucks nor operators of 
such trucks are specified. It should be 
noted that LaCrosse is 135 river miles 
south of Twin City Barge and Towing 
Co., in St. Paul, which is, as noted above, 
18 river miles beyond the northern limits 
of this petition. 

Twelve comments were received in on- 
position to this application: of the 
twelve, one was from an Individual and 
eleven were from commercial barge and 
towboat operators. The private commu¬ 
nication stated that the individual was 
aware from personal experience that 
present pumpout facilities are often 
neither safe nor sanitary: equipment 
does not function prooerly. hoses break 
or come unfastened, spillage Is common, 
and most marina personnel are not 


trained in waste handling. In addition, 
the comm enter states that tn his view 
adequate and reasonably available 
pumpout facilities do not exist in this 
area. 

The communications from the com¬ 
mercial barge and towboat operators 
made several points: 

(1) In none of the pumpout facilities 
cited by the States of Minnesota and 
Wisconsin is there sufficient depth of 
water to allow a towboat drawing 8*^ to 
9 feet of water to enter the facility to 
pumpout. 

(2) Even assuming a towboat could get 
into the marina, in most cases there is 
insufficient room to maneuver a 140 to 
160 foot towboat up to a dock in order to 
pump out. To attempt to do so would 
result in a potentially severe danger to 
other boats, docking areas, hosclincs and 
people. 

(3) Even assuming a pumpout facility 
existed that could accommodate a vessel 
the size and weight of a commercial tow¬ 
boat in order to pump out, no method 
exists to safely moor the barges, which 
total approximately 60 million pounds 
deadweight. 

(4) In one of the twelve pumpout fa¬ 
cilities cited by the State of Wisconsin 
and in two of the ten pumpout facilities 
cited by the State of Minnesota, a pump¬ 
out capability does not exist. This is con¬ 
firmed in signed statements by the fa¬ 
cility owners. 

(5) One of the twelve pumpout facili¬ 
ties cited by the State of Wisconsin in its 
petition of June 13. 1975, was out of op¬ 
eration. 

The State of Wisconsin indicates that 
there are no M ln-place” pumpout facili¬ 
ties for commercial vessels along the 
Mississippi River within the limits of this 
petition, and further, that public dockage 
for commercial towboats generally is not 
available. Although the State claims it is 
possible to service towboats by septic 
tank pump trucks at LaCrosse. no avail¬ 
able septic tank pumpers have been 
identified by the State. 

In summary, although the evidence 
submitted reveals that adequate facili¬ 
ties for the removal of sewage from rec¬ 
reational vessels are reasonably avail¬ 
able for both the Mississippi and Bt 
Croix Rivers, the Information available 
also reveals that there are neither iden¬ 
tified pumpout facilities for the removal 
of sewage from commercial towboats 
operating on the portion of the 8t. Croix 
River addressed by this petition, nor arc 
there reasonably available pumpout 
facilities for the removal of sewage from 
commercial vessels operating on the 
portion of the Mississippi River ad¬ 
dressed by this petition. 

Following an examination of the pe¬ 
tition and the supporting information, 
as well as the additional informtlon as¬ 
certained bv the Agency, and a con¬ 
sideration of all comments received pur¬ 
suant to the January 4 Federal Regis¬ 
ter notice, I have determined that ade- 
ouate facilities for the safe and sani¬ 
tary removal and treatment of sewage 
from all vessels are not reasonably 


available for the Mississippi River from 
the Iowa border to Lock and Dam No. 
2 at Hastings. Minnesota, and for the 
St. Croix River from its mouth to Tay¬ 
lors Fails. Minnesota. This determina¬ 
tion is made pursuant to Section 312(f) 
(3) of Pub, L. 92-500. 

Dated: July 15, 1977. 

Barbara Bi.cm. 

Actinff Administrator. 

[ FK Doc.77-21232 Filed 7-22~77;8:45 waj 


fOPP-50317; FRL 766-7| 

MONSANTO AGRICULTURAL PRODUCTS 
CO.. ET AL. 

Issusnce of Experimental Use Permit* 

The Environmental Protection Agency 
<EPA> has issued experimental use per¬ 
mits to the following applicants. Such 
permits are in accordance with, and 
subject to. the provisions of 40 CFR 172, 
which defines EPA procedures with re¬ 
spect to the use of pesticides for experi¬ 
mental purposes. 


No. 524 EUP-35 Monsanto Agricultunl 
Products Company. St. Louis. MUwjuri 
63156. This experimental use permit 
allows the use of 600 pounds of the herbi¬ 
cide alachlor on corn to evaluate control 
of various grsasea and broad leaf weeds, 
especially sandburs. A total of 400 acr»»s is 
Involved; the program la authored only 
In the States of Colorado. Oeorgla. Illi¬ 
nois, Indiana, Iowa. Kansas, Mtnnc'ota, 
Missouri. Nebraska. North Carolina. Ohio, 
South Dakota, and Wisconsin. The experi¬ 
mental use permit is effective from Msy 
27. 1977. to May 37. 1978. A permanent 
tolerance for residues of the active In¬ 
gredient In or on corn has been estab¬ 
lished (40 CFR 180 2491. 

No 4O90-EUP-24 Oulf Oils Chemical Com¬ 
pany. Merrtam. Kansas 66202 This experi¬ 
mental use permit allows the use of $33 
pounds of the herbicide butam on soy¬ 
beans and peanuts to evaluate brosd 
spectrum weed control. A total of 108 8 
acre* Is Involved: the program is author- 
heed only In the States of Alabama, 
Arkansas. Delaware. PloridA. Oeor^ta. till- 
pole. Indiana, Iowa. Kansas. Kentucky. 
Louisiana. Maryland. Michigan. Minne¬ 
sota. Mississippi. Nebraska. New Jersey. 
New York, North Carolina, Ohio. Okla¬ 
homa. Pennsylvania, South Carolina, 
South Dakota. Tennessee. Texas. Virginia 
and Wisconsin. The experimental um 
mlt Is effective from June 27. 1977. to 
June 27. 1978 This permit is being 
under the condition that all treated crop* 
are destroyed or used for research pur¬ 
poses only. 


Interested parties wishing to review 
the experimental use permits are re¬ 
ferred to Room E-315. Registration w* 
vision (WH-567). Office of P<*i ,c ‘? e 
Programs. EPA. 401 M St. SW.. Wash¬ 
ington. DC. 20460. It U suggested th» 
such Interested persons call 202-"5>- 
4851 before visiting the EPA HeadquM* 
tors Office, so that the appropriate per¬ 
mits may be made conveniently ft' 
able for review purposes. These w* 
be available for insoectlon 
am to 4 pm Monday through rnw* 

(Section 5 of the Federal 
Fungicide, and Rodentlcide Act (FIFIwn 
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»* amended (06 Slat. 073; 00 8tat 751; 7 

VJSC 136(a) ctseq.).) 

Dated: July 15, 1977. 

Douglas D. Campt, 

Acting Director . 
Registration Division. 

|PR Doc 77 2123S Piled 7-22-77:0:46 am) 


IOPP-31011; FRL 766 0) 

PENNWALT CORP.. ET AL 


Receipt of Applications to Register Pesti¬ 
cide Products Entailing Changed Use 

Patterns 

Applications to register pesticide prod¬ 
ucts entailing changed use patterns 
have been made to the Environmental 
Protection Agency <EPA>. Notice of re¬ 
ceipt of these applications are given in 
accordance with the provisions of Sec- 
Don 3«c> (4) of FIFRA <40 CFR 102.- 
2(b)(6)) and does not indicate a de¬ 
cision by this Agency on the applica¬ 
tions. 

Any Federal agency or other inter¬ 
ested persons are invited to submit writ¬ 
ten comments on any applications to 
the Federal Register Section. Technical 
Services Division <WH^569), Office of 
Pesticide Programs. Environmental Pro¬ 
tection Acrency. Room 401, East Tower. 
401 M St SW„ Washington. D.C. 20400. 
Three copies of the comments should be 
submitted to facilitate the work of the 
Agency and of others interested in in¬ 
specting them. The comments mast be 
received within 30 days from the publi¬ 
cation of this notice and should bear a 
notation indicating the EPA File Sym¬ 
bol number of the applications to which 
the comment# pertain. Comments re¬ 
ceived within the specified time period 
will be considered before a final decision 
is made with respect to the pending 
applications. Comments received after 
the specified time period will be cen¬ 
tered only to the extent possible with¬ 
out delaying processing of the applica¬ 
tions Specific questions concerning the 
following applications should be di¬ 
rected to the designated Product Man- 
c!! r <PM) * Registration Division iWII- 
567* Office of Pesticide Programs, at 
the above address or by telephone. 

Notice of approval or denial of the ap- 
Pncatloni to register the pesticide prod¬ 
uct listed w ill be announced in the Fco- 
Racism, The label furnished by 
each applicant as well as all written 
comments will be available for public in¬ 
spection in the office of the Federal Reg- 
btor Section from 8:30 a.m, to 4 p.m. 
Monday through Friday. 

Dated: July 15. 1977. 


Douglas D. Campt, 
Acting Director. 
Registration Division. 


AWIJCttlOKU RxcnVKO 

*** No. 4581-223. Pom)wait Corp., 
fA C uS- 017- * PO C. King of Prussia 
It NERBICIDK 273 Active Ingrcdl- 

IXpoiAJMlum suit of Eudothall (7- 
<**»>lcyc!o|22.1)-heptane - 2.3 - dlcarbox- 


ylic acid equivalent 28.6%) 40.3 < X,. Applica¬ 
tion propone* a change in the use pattern 
from ground application to include aerial 
application. Application also proposes that 
the product be cliasUlod for general use. 
PM24 ( 202/756-2196) 

EPA Pile Symbol 40010 R. Ciba-Oclgy Corp , 
Plastics and Additives Division. 444 Saw 
Mill River Rd , Ardslcy, NY 10502. IROA- 
ROL B1649. Active Ingredients: Triphenyi 
lead acetate 90%. Application propones a 
change in the use pattern from formu¬ 
lated product to technical chemical. Ap¬ 
plication also proposes that the product 
be claaeiftcd far restricted use. PM24 (202/ 
756-2166) 

|PR Doc.77-21230 Piled 7-22-77:8:46 am) 


JFT75; PRL 767-2) 

PESTICIDE PROGRAMS 
Filing of Pesticide Petition 

Dow Chemical Company. P.O. Box 
1706. Midland MI 48640. lias submitted a 
petition <PP 7F1970) to the Environ¬ 
mental Protection Agency which pro¬ 
poses the establishment of a tolerance 
for residues of 6-chloropicolInic acid re¬ 
sulting from the use of the microbiocide 
nitrapy rin 1 2-chloro-6- < triclilorometh- 
yl ) pyridine J in or on the raw agricul¬ 
tural commodities potatoes at 1 part per 
million <ppm>; endive, grain crops (ex¬ 
cept rice), lettuce, sugar beets (tops and 
roots) and tomatoes at 0.1 ppm. The 
proposed analytical method for deter¬ 
mining residues of the metabolite is a gas 
chromatographic method. 

Interested persona are invited to sub¬ 
mit written comments on this petition to 
the Federal Register Section. Technical 
Services Division iWH-569>. Office of 
Pesticide Programs. EPA. Rin. 401, East 
Tower. 401 M St SW., Washington. DC. 
20400. Three copies of the comments 
should be submitted to facilitate the 
work ol the Agency and of others inter¬ 
ested in inspecting them. Inquiries con¬ 
cerning this petition may be directed to 
Product Manager (PM) 24. Registration 
Division *WH-507>, Office of Pesticide 
Programs, at the above address, or by 
telephone at 202-755-2190. Written com¬ 
ments should bear a notation indicating 
the petition number. Comments may be 
made at any time while a petition is 
pending before the Agency. All written 
comments filed will be available for pub¬ 
lic inspection in the office of the Federal 
Register Section from 8:30 a.m. to 4 pjn. 
Monday through Friday. 

Duted: July 15. 1977. 

Douglas D. Campt, 

Acting Director. 

Registration DiiHsion. 

f PR Doc 77- 21237 Filed 7-22-77:8:46 am) 


|PF73A; PRL 707-11 

PESTICIDE PROGRAMS 
Filing of Pesticide Petition: Correction 

In FR Doc. 77-18660, appearing on 
page 33303 in the issue of June 30. 1977. 
first paragraph, the 15th Une down 
should read “broccoli at 2.0 parts per 


37847 

million (ppm); brussels sprouts at 1.0 
ppm; • • 

Dated: July 15,1977. 

Douglas D. Campt. 

Acting Director . 
Registration Division . 
)FR Doc 77-21238 FUed 7-22-77;8:45 oxn] 


|OFF-30135; FRL 767-0) 

PESTICIDE PROGRAMS 

Receipt of Applications To Reg ster Pesti¬ 
cide Products Containing New Active 
Ingredients 

Applications have been .submitted to 
the Environmental Protection Agency 
< EPA) to register pesticide products con¬ 
taining active ingredients which have 
not been included in any previously 
registered pesticide products. Notice of 
receipt of these applications is made in 
accordance with the provisions of Sec¬ 
tions 3(c)(4) of FIFRA <40 CFR 102 5 
(b)(6)) and does not indicate a decision 
by the Agency on the applications. 

Any Federal agency or other interest¬ 
ed persons are invited to submit written 
comments on any applications to the 
Federal Register 6ection. Technical Serv¬ 
ices Division < WH-509). Office of Pesti¬ 
cide Programs, Environmental Protection 
Agency. Room 401. East Tower. 401 M 
St. 8W.« Washington. D.C. 20460. Three 
copies of the comments should be sub¬ 
mitted to facilitate the work of the Agen¬ 
cy and of others Interested in inspect¬ 
ing them The comments must be re¬ 
ceived within 30 days from the publica¬ 
tion of this notice and should bear a 
notation indicating the EPA File Symbol 
number of the application to which the 
comments pertain. Comments received 
within the specified time period will be 
considered before a final decision is made 
with respect to the pending applications. 
Comments received after the specified 
time period w ill be considered only to the 
extent possible without delaying process¬ 
ing of the application. Notice ol approval 
or denial of the applications to register 
pesticide produce* listed will be an¬ 
nounced in the Federal Register. The 
labels furnished by each applicant as well 
as all written comments filed will be 
available for public inspection in the Of¬ 
fice of the Federal Register Section from 
8:30 ajn. to 4 p.m. Monday through 
Friday. 

Dated: July 13. 1977. 

Douglas D. Campt, 

Acting Director , 
Registration Division. 

Applications Receives 

EPA File Symbol 147J RRN Banco Products 
Co., Box 1750. Indianapolis IN 46206. Nl- 
BROXANE. Active Ingredients: 0-bromo- 
2-methyl^5-nttro-l,3-dioiane 100'; . Appli¬ 
cation proposes that this product be cUm- 
■lfled for general use eh a bacterial and 
fungal preservative PM 33 
EPA File Symbol 372-LR Malllnckrodt, lnc„ 
3006 N. Second St . St. Louis MO 83147. 
MELTATOX. Active Ingredients: 4-cyc/o- 
dodccyl-2,6-dimcthylmorphollnium acetate 
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43^ Application proposes that this prod¬ 
uct be classified for restricted use as a 
pack In# mildew on roses. PM21 

BPA Pile Symbol 677-0El. Diamond Sham¬ 
rock Corp.. Agricultural Chemicals Div.. 
1100 Superior Av*-. Cleveland OH 44114. 
DECAMOX ST. Active Ingredients: Thto - 
/anas (3 ^-dimethyl-i-imethylthlo)-2-bu- 
tanone 0 -\(methylamino) carbonyl]-oxime 
39 4<7 . Application proposes that this prod¬ 
uct be clasalfled as a nUUdde Insecticide 
for restrtcted use for seed treatment on 
ootton. PM 12 

FPA Pile Symbol 677 0ET Diamond Sham¬ 
rock Corp., Agricultural Chemicals Div.. 
1100 Superior Avo., Cleveland OH 44114. 
DACAMOX 10O. Active Ingredients: Thio- 
fanoz {3^3-dimethyl-l-{methyltHu>-2-buta- 
none 0-| (mcfAy/amlnoJcflrbonyfl-ojrlme 
10% . Application proposes that this prod¬ 
uct be cl attained as a mlttclde insecticide 
for restricted use for soil treatment on cot¬ 
ton. PM12 

| PR Doc 77-21366 Piled 7 22-77;8:46 »m| 


|PRL 768-1) 

SCIENCE ADVISORY BOARD ECOLOGY 
ADVISORY COMMITTEE 

Open Meeting 

Pursuant to Public Law 92-463. notice 
is hereby given that a meeting of the 
Ecology Advisory Committee of the 
Science Advisory Board will be held on 
August 15-16. 1977. beginning at 8:30 
am. in Conference Room llO. Environ¬ 
mental Protection Agency. Region X 
Office, 1200 6th Avenue. Seattle. Wash¬ 
ington. 

This is the thirteenth meeting of the 
Ecology Advisory Committee. The Agen¬ 
da includes briefings on the role of the 


Regional Office in EPA's operational pro¬ 
grams, Region X Water Program. Region 
X Air and Hazardous Materials Program. 
Region X Enforcement Operations, Re¬ 
gion X Surveillance and Analysis Op¬ 
eration. and the relation of the Office of 
Research and Development to Regional 
operations; discussion of possible roles of 
the Ecology Advisory Committee in 
Regional Office affairs/programs; report 
on Science Advisory Board activities: 
presentation and consideration of the Ad 
Hoc Study Group report on "Biologi¬ 
cal and Climate Effects Research 
i BACER >—Effects of Stratospheric 
Modification;" discussion on river 
drainage basin ecosystems research; 
reports on annual program reviews of 
EPA's Environmental Research Lab¬ 
oratories at Research Triangle Park, 
North Carolina, at Gulf Breeze. Florida, 
at Corvallis. Oregon, and at Duluth. 
Minnesota; discussions on the National 
Research Council's report, "Research 
and Development In the Environmental 
Protection Agency." future Committee 
meetings and activities, and member 
items of interest. 

The meeting is open to the public. Any 
member of the public wishing to at¬ 
tend. participate or obtain information 
should contact Dr. J Prances Allen. 
Executive Secretary. Ecology Advisory 
Committee. <703) 557-7720. 

Dated: July 20, 1977. 

Richard M. Dowd. 

Staff Director . 

Science Advisory Board. 

|FR Doc 77-31368 Piled 7-22-77:8:45 ami 


| FRL 767-81 

SCIENCE ADVISORY BOARD, TECHNOt 

OGY ASSESSMENT AND POLLUTION 

CONTROL ADVISORY COMMITTEE 

Open Meeting 

Pursuant to Public Law 92-463. notice 
Is hereby given that a meeting of the 
Technology Assessment and Pollution 
Control Advisory Board will be held he. 
ginning at 8:30 a.m., August 12. 1977, 
in Room 1101 (West Tower> US. En¬ 
vironmental Protection Agency. Water¬ 
side MaU. 401 M Street, S.W., Wash¬ 
ington, D.C. 

Tills meeting Is a regularly scheduled 
meeting of the Committee. The Commit¬ 
tee will review a draft report on its as¬ 
sessment of the quality of EPA's research 
and development related to pollution 
control technology, discuss future Com¬ 
mittee activities, and member items of 
interest 

The meeting is open to the public. 
Any member of the public wishing to at¬ 
tend or.submit a paper should contact 
Lloyd T. Taylor, Executive Secretary. 
Technology Assessment and Pollution 
Control Advisory Committee. <703> 557- 
7720, by c.o.b. August 8. 1977. 

Rickard M. Down. 

Staff Director, 
Science Advisory Board. 

Jtur 20. 1977. 

| PR Doc.77-21369 Plied 7 22-77:8:45 am| 


FEDERAL COMMUNICATIONS COMMISSION 


BROADCAST STATIONS 
Notification List 

List of new stations, proposed changes In existing stations, deletions, and corrections in assignments ofCanadlanjUtid- 
ards broadcast station* modifying the assignments of Canadian broadcast stations contained In the Appendix to the Recom- 
mendations of the North American Regional Broadcasting Agreement Engineering Meeting. January 30. 1941. 
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Wallace E. Johnson, 
Federal Communications Commission , 
C/iic/, Broadcast Bureau . 


PRIVATE LAND MOBILE ADVISORY 
COMMITTEE 

Notice of Meeting 

In preparation for Uie 1979 World Ad¬ 
ministrative Radio Conference <WARC) # 
the Private Land Mobile Advisory Com¬ 
mittee, headed by Neal Pike, will hold a 
meeting on August 11, 1977. In Washing¬ 
ton. D.C. The meeting will be held in 
Conference Room 7327, Federal Commu¬ 
nications Commission, 2025 M Street, 
N.W., at 9:00 A.M. The purpose of the 
meeting is to consider reply comments 
in Docket 20271. Fifth Notice of Inquiry 
for a General World Administrative Con¬ 
ference in 1979. Tlie meeting is open to 
the public and will be conducted in ac¬ 
cordance with the following agenda. 

1. Cali of the agenda. 

2. Opening remarks of the Chairman. 
J;v C J? ns,(ier * Uon °* reply comments in 
mb Notice of Inquiry. Docket 20271. 

Further Business. 

5 Adjournment. 


Federal Communications 
Commission. 

Vincent J. Mullins, 

Secretary. 

|PR Doc,77-2I205 Filed 7-22-77.8:45 am| 


DEPARTMENT of health, 
education, and welfare 


Health Care Financing Administration 
MEDICAL ASSISTANCE PROGRAM 
Handbook of Public Assistance Adminis- 
rati Supplement D; Proposed Revo- 


AOENCY: Health Care Financing Ad- 

ministration, HEW. 


ACTION; Notice of Intent. 


SUMMARY: This notice proposes to re¬ 
voke Handbook of Public Assistance Ad¬ 
ministration Supplement D. Medical 
assistance Programs Under Title XIX 
of the Social Security Act. All material 
in Supplement D either has been super¬ 
seded or is no longer applicable. The 
proposal would result In Supplement D’a 
use as precedent material only. 

DATES: Closing date for receipt of com¬ 
ments: September 8, 1977. Please refer 
to MSA-208-NI. Agencies and organiza¬ 
tions are requested to submit comments 
in duplicate. 

ADDRESSES: Address written com¬ 
ments to: Administrator. Health Care 
Financing Administration. Department 
of Health. Education, and Welfare, PO. 
Box 2366, Washington, D.C. 20013. 

Beginning two weeks from today, the 
public may review comments on Monday 
through Friday of each week, from 8.30 
ajn. to 5 pjn.: Department of Health. 
Education, and Welfare, Health Care Fi¬ 
nancing Administration. Room 5225, 330 
C Street S.W., Washington. DC.. 202- 
245-0950. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Pat HufTord, 245-1960. 

SUPPLEMENTARY INFORMATION: 
Supplement D of the Handbook of Public 
Assistance Administration contains cer¬ 
tain requirements, interpretations, infor¬ 
mational materials, and Instructions for 
the administration of the medical assist¬ 
ance program under title XIX of the So¬ 
cial Security Act. Supplemental D was 
Initially issued June 17. 1966. Additional 
transmittals were issued as needed. 

On August 11. 1975 (40 FR 33697). 
Parts I, II, and HI. and Supplements A. 


B. and C of the Handbook were revoked. 
All material in those parts and supple¬ 
ments had been either superseded by 
regulations published in 45 CFR Chapter 
II. reissued in Social and Rehabilitation 
Service instructions or interpretations, 
or outdated by statutory revisions. 

Supplement D was not revoked at that 
time because of one provision which was 
still in effect and had not been super¬ 
seded or reissued. Section D-5840. Pooled 
Funds, of Part D-5800. Federal Financial 
Participation In Medical Assistance Pro¬ 
grams, allowed a public assistance agency 
to establish, maintain, and operate a 
pooled fund for medical care. The States 
that used a pooled fund have since 
closed them, the last as of September 
30.1976. 

The Department now’ proposes to re¬ 
voke Supplement D. Although it is still 
useful as precedent material, it Is not to 
be relied on as current policy. 

(Section 1102. 40 Stat. 647 ( 42 U-S.C. 1302).) 

(Catalog of Federal Domestic Assistance pro¬ 
gram No. 13 714, Medical AattsUmcc Pro¬ 
gram), 

Note.—T he Ilealth Care Financing Admin¬ 
istration has determined that this document 
doea not require preparation of an Economic 
Impact Statement under Executive Order 
11831. as amended by Executive Order 11949, 
and OMB Circular A-107. 

Dated: June20, 1977. 

Robebt A. Dkrzon, 
Administrator, Health Care 
Financing Administration, 

Approved: July 19.1977. 

Joseph A. Califano, Jr., 

Secretary . 

)FU Doc.77-21312 Filed 7-22-77;8:45 amj 
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NOTICES 


FEDERAL ENERGY 
ADMINISTRATION 

DOMESTIC CRUDE OIL ALLOCATION 
PROGRAM 

Entitlement Notice for May 1977 

In accordance with the provisions of 
10 CFR * 211.67 relating to FEA’s domes- 
tic crude oil allocation program the 
monthly notice specified in I 211.67<l> is 
hereby published. 

Based on reports for May 1977 submit¬ 
ted to FEA by refiners and other firms 
as to crude oil receipts, crude oil runs 
to stills, eligible product imports and 
imported naphtha utilized as a petro¬ 
chemical feedstock in Puerto Rico, ap¬ 
plication of the entitlement adjustment 
for residual fuel oil production for sale 
in the East Coast market provided in 
f 211.67(d) <4>. and application of the 
entitlement adjustment for small re¬ 
finers provided in 5 211.67(e). the na¬ 
tional domestic crude oil supply ratio 
for May 1977 is calculated to be 280251. 

In accordance with 5 211.67<b> <2>. to 
calculate the number of barrels of 
deemed old oil included in a refiners 
adjusted crude oil receipts for the month 
of May 1977, each barrel of old oil is 
equal to one barrel of deemed old oil and 
each barrel of upper tier crude oil is 
equal to .337398 of a barrel of deemed old 
oil. 

The issuance of entitlements for the 
month May 1977 to refiners and other 
firms is set forth in the Appendix to 
this notice. The Appendix lists the name 
of each refiner or other firm to which 
entitlement# have been issued, the num¬ 
ber of barrels of deemed old oil included 
in each such refiner’s adjusted crude oil 
receipts, the number of entitlements Is¬ 
sued to each such refiner or other firm, 
and the number of entitlements required 
to be purchased or sold by each such 
refiner or other firm . 

Pursuant to 10 CFR 5 211.67<1 m 4» , 
FEA hereby fixes the price at which en¬ 
titlements shall be sold and purchased 
for the month of May 1977 at $8.77, 
which Is the exact differential as reported 
for the month of May between the 
weighted average per barrel costs to re¬ 
finers of old oil and of imported and ex¬ 
empt domestic crude oil. less the sum of 
21 cents. 

In accordance with 10 CFR 5 211.67(b) , 
each refiner that has been Issued fewer 
entitlements for the month of May 1977 
than the number of barrels of deemed 
old oil included In its adjusted crude 
oil receipts Is required to purchase a 
number of entitlements for the month 
of May 1977 equal to the difference be¬ 
tween the number of barrels of deemed 
old oil Included in those receipts and tlie 
number of entitlements Issued to and 
retained by that refiner Refiners which 
have been issued a number of entitle¬ 
ments for the month of May 1977 in ex¬ 
cess of the number of barrels of deemed 
old oil Included in their adjusted crude 
oil receipts for that month and other 
firms issued entitlements shall sell such 
entitlements to refiners required to pur¬ 
chase entitlements. In addition, certain 
refiners are required to purchase or sell 


entitlements to effect corrections for re¬ 
porting errors for the months September 
1975 through April 1977 pursuant to 10 
CFR 5 211.67(J)(l). 

The listing of refiners’ old oil receipts 
contained in the Appendix reflects any 
adjustments made by FEA pursuant to 
| 211.67th). 

The listing contained in the Appendix 
identifies in a separate column addi¬ 
tional entitlements issued to refiners 
pursuant to relief granted by FEA's 
Office of Exceptions and Appeals. Also 
set forth In this column are the adjust¬ 
ments for relief granted by the Office 
of Exceptions and Appeals for 1975. 
which adjustments arc being reflected 
in monthly installments commencing 
with the September 1976 entitlement 
notice. The number of installments is 
dependent on the magnitude of the ad¬ 
justment to be made. For a full discus¬ 
sion of the issues involved, see Beacon 
Oil Company, et al. 4 FEA par. 87.024 
(November 5. 1976). 

For the purposes of the adjustments 
to refiners' crude run volumes under 
5 211.67(d)(4). total production of re¬ 
sidual fuel oil for sale in the East Coast 
market (in excess of the first 5.000 bar¬ 
rels per day thereof for each refiner re¬ 
porting such production) w f as 8.997.774 
barrels for May 1977. For that month, 
imports of residual fuel oil eligible for 
entitlement issuances totaled 26,549,034 
barrels. 

The total number of entitlements re¬ 
quired to be purchased and sold under 
this notice is 23.920.624. 

Payment for entitlements required to 
be purchased under 10 CFR 5 211.67(b) 
for May 1977 must be made by July 31. 
1977. 

On or prior to August 10. 1977, each 
Ann which is required to purchase or 
sell entitlements for the month of May 
1977 shall file with FEA the monthly 
transaction report specified in 10 CFR 
5 211.66(1) certifying its purchases and 
sales of entitlements for the month of 
May. FEA has mailed the monthly 
transaction report forms for the month 
of May to reporting firms. FEA requests 
that firms which have been unable to 
locate other Anns for required entitle¬ 
ment transactions by July 31. 1977. con¬ 
tact FEA at 202-254-6296 to expedite 
consummation of these transactions. 
For firms that have failed to consum¬ 
mate required entitlement transactions 
on or prior to July 31. 1977, FEA may 
direct sales and purchases of entitle¬ 
ments pursuant to the provisions of 10 
CFR I 211.67(k). 

Tills notice is issued pursuant to Sub- 
part O of FEA’s regulations governing 
its administrative procedures and sanc¬ 
tions. 10 CFR Part 205. Any person 
aggrieved hereby may file an appeal 
with FEA’s Office of Exceptions and 
Appeals in accordance with Subpart H 
of 10 CFR Part 205. Any such appeal 
shall be filed on or before August 24. 
1977. 

Issued in Washington. D C., on July 
19. 1977. 

Eric J. F*ygi. 

Acting General Counsel . 
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FEDERAL HOME LOAN BANK BOARD 

(H. C. No. 220] 

NEW MEXICO FINANCIAL CORP. ET AL 

Receipt of Application for Permission To 
Acquire Control of Belen Savings and 
Loan Association, Inc. 

July 20, 1977. 

Notice Is hereby given that the Federal 
Savings and Loan Insurance Corporation 
has received an application from New 
Mexico Financial Corporation, Forest 
Products Company, Inc. and McNary 
Lumber Company. Inc. all holding com¬ 
panies located in Albuquerque. New Mex¬ 
ico. for approval of acquisition of control 
of Helen Savings and Loan Association, 
Helen, New Mexico, an insured Institu¬ 
tion, under the provisions of Section 408 
of the National Housing Act, as 
amended (12 U JB.C. 1730a(e) >. and Sec- 
Uou 584.4 of tiie Regulations for Sav¬ 
ings and Loon Holding Companies, said 
acquisition to be effected through the 
purchase of the majority of the out¬ 
standing shares of Belen Savings and 
Loan Association's capital stock. Com¬ 
ments on the proposed acquisition should 
be submitted to the Director, or Deputy 
Director. Office of Examinations and Su¬ 
pervision. Federal Home Loan Bank 
Board, Washington. D.C. 20552. by Au¬ 
gust 24. 1977. 

J. J. Finn. 

Secretary . Federal 
Home Loan Bank Board* 

I PR Doe 77-21293 Filed 7-22-77; 8:45 am] 


FEDERAL POWER COMMISSION 


J Docket No. ER77-48A ] 

CAROLINA POWER & LIGHT CO. 

Order Accepting for Filing and Suspending 
Proposed Increased Rates, Initiating 
Hearing, and Establishing Procedure 


July 19. 1977. 


On June 29, 1977. Carolina Power & 
Light Company (Company) tendered for 
filing proposed increased rates and 
charges for jurisdictional sales to 18 
REA. 24 municipal, and 2 privately 
owned customers. 1 The filing would in- 
erme the Company’s revenues by $10.- 
418.214 or 7 5 percent, based on the 12- 
month period ending December 31. 1977. 
mA*!? 0 * of Cotn P*nys filing indicates 
URL the proposed Increase in rates and 
charges have not beer: shown to be justi- 
1 1 and may be unjust, unreasonable, 
mwiuiy discriminatory or preferential, or 
other* ise unlawful. 


Th<- Commission finds; (i) Good cause 
0 x 1 = u to accept for filing and suspend the 
propoeied increased rates and charges 
ncicred by the Company on June 29, 
hb*. &• hereinafter ordered. 

*2 It is necessary and proper in the 
while interest to aid in the enforcement 
01 lilc Provisions of the Federal Power 


lb/ r t** 1 !* to be supersede 

lubwf «*"*** are being ooU< 
1X1 Dockct No 

^ -.1 rm designation* for tb< 

*^**3m n tQrth ,D th * AtUchj 


Act that the Commission enter upon a 
hearing to determine the justness and 
reasonableness of the proposed Increased 
rates and to establish procedures for that 
hearing, as hereinafter ordered. 

The Commission orders: (A) The pro¬ 
posed Increased rates and charges ten¬ 
dered by the Company on June 29, 1977, 
are hereby accepted for filing. 

(B) Pursuant to the authority con¬ 
tained in and subject to the provisions of 
the Federal Power Act, particularly Sec¬ 
tions 205 and 206 thereof, the Commis¬ 
sion's Rules of Practice and Procedure, 
and the Regulations Under the Federal 
Power Act. a public hearing shall be held 
concerning the lawfulness of the pro¬ 
posed Increased rates and charges ten¬ 
dered by the Company' on June 29. 1977. 

(C) Pending such hearing and deci¬ 
sion thereon, the increased rates and 
charges tendered by the Company on 
June 29. 1977. are hereby suspended and 
the use thereof deferred until December 
29. 1977, when they shall become effec¬ 
tive subject to refund. 

(D) The Staff shall prepare and serve 
top sheets on all parties for settlement 
purposes on or before October 28, 1977 
(see. Administrative Order No. 157). 

(E) A Presiding Administrative Law 
Judge to be designated by the Chief Ad¬ 
ministrative Law Judge for that purpose 
(see. Delegation of Authority. 18 CFR 
3.5<d>). shall preside at an initial con¬ 
ference in this proceeding to be held on 
November 7, 1977. at 10:00 am. (ET) in 
a hearing room of the Federal Power 
Commission, 825 North Capitol Street, 
NE. Washington, DC 20426. Said Law 
Judge is authorized to establish all pro¬ 
cedural dates and to rule upon all mo¬ 
tions (except petitions to intervene, mo¬ 
tions to consolidate and sever, and mo¬ 
tions to dismiss), os provided for in the 
Rules of Practice and Procedure. 

<F) The Secretary’ shall cause prompt 
publication of this order to be made in 
the Federal Register. 

By the Commission. 

Kenneth A. Plumb, 

Secretary . 

Attach mkht 

CAROLINA 1*0wm A LIGHT COMPANY 
DOCJtrr NO, RRT7-4R5. 

RAT* SCHEDULE DSSIONATIONS 

Filing Date: June 29. 1977. 

Instrument Date: June 29. 1977. 

Description: (1) Resale Service. Schedule 
RS-12. (2) Fuel Adjustment Clause, Rider 
No. 2A 

Other Forty and Rate Schedule Dettigncttone 

Town of Apex: Rate Schedule PPC No. 73. 
(1) Supplement No. 15 (Supcracdec Supple¬ 
ment No. 12). (2) Supplement No. 10 (Super¬ 
sedes Supplement No. 13 and No. 14). 

TOwn of BennctUville: Rate Schedule FTC 
No. 49 (I) Supplement No. 16 (Supersede* 
Supplement No. 12). (2) Supplement No. 10 
(Supersede* Supplement No. 13 and No. 14). 

Town of Benson: Rate Schedule FPC No. 
73. (1) Supplement No. !2 (Supersede* Sup¬ 
plement No 9). (2) Supplement No. 13 (Su¬ 
persedes Supplement No. 10 and No. 11). 

City of Camden: Rate Schedule FPC No. 
50. (1) Supplement No. 13 (Super*edee Sup¬ 
plement No. 10). (2) Supplement No. 14 
(Stipe rnedea Supplement No. 11 and No 13), 


Town of Clayton: Rate Schedule FPC No, 
74. (1) Supplement No. 15 (Supersede* Sup¬ 
plement No. 11). (2) Supplement No. 10 
(Supersedes Supplement No. 12 and No. 13). 

Fayetteville No. I: Rate Schedule FPC No. 
93. (1) Supplement No. 11 (Supersede*) Sup¬ 
plement No. 8). (2) Supplement No. 12 (Su¬ 
persedes Supplement No. 9 and No. 10). 

Fayetteville No. 2: Rate Schedule FPC No. 
102. (1) Supplement No. 8 (Supersede* Sup¬ 
plement No 5). (2) Supplement No. 9 (Su- 
pemedes Supplement No. 6 and No. 7). 

Town of Fremont: Rate Schedule FPC No. 
81 (1) Supplement No. 13 (Supersedes Sup¬ 
plement No. 10). (2) Supplement No. 14 
(Supersedes Supplement No, 11 and No. 12). 

City of Kina ton: Rate Schedule FPC No 1)9. 
(1) Supplement No. 10 (Supersedes Supple¬ 
ment No. 7). (2) Supplement No. 11 (Super¬ 
sede* Supplement No 8 and No. 9). 

Town of La Orange: Rate Schedule FPC 
No. 83. (1) Supplement No. 14 (Supersedes 
Supplement No. 11). (2) Supplement No. 16 
(Supersedes Supplement No. 12 and No. 13). 

Town of Louiaberg: Rate Schedule FPC No. 
68. (1) Supplement No. 15 (Supersede* Sup¬ 
plement No. 12), (2) Supplement No. ifl 
(Supersedes Supplement No. 13 and No. 14). 

Otty of New Bern: Rate Schedule FPC No. 

84. (1) Supplement No 13 (Supersede* Sup¬ 
plement No 10). (2) Supplement No. 14 
(Supersede* Supplement No. 11 and No. 12>. 

Town of PlkcvUle: Rate Schedule FPC No. 

85. (1) Supplement No. 14 (Supersede* Sup¬ 
plement No. 11). (2) Supplement No, 15 
(Supersede* Supplement No. 12 and No. 13), 

Town of Red Spring*: Rate Schedule FPC 
No. 77. (1) Supplement No. 14 (Supersede* 
Supplement No. 11). (2) Supplement No. 15 
(Supersede* Supplement No 13 and No. 13). 

City of Rocky Mount: Rate Schedule FPC 
No. 94. (1) Supplement No. 12 (Supersedes 
Supplement No. 8). (2) Supplement No. 13 
(Supersede* Supplement No. 9 oik! No 10). 

Town of SmUbOeld: Rate Schedule FPC 
No. 87. (1) Supplement No. 15 (Supersede* 
Supplement No. 12). (2) Supplement No 1C 
(Supersedes Supplement No. 13 and No 14). 

City of Southport: Rate Schedule FPC No. 
79. (1) Supplement No. 16 (Supersede* Sup¬ 
plement No. 12). (2) Supplement No. 17 
(Supersede* Supplement No, 13 and No. 14). 

Town of Wake Forest: Rate Schedule FPC 
No. 88 (1) Supplement No. 13 (Supersede* 
Supplement No. 10). (2) Supplement No 14 
(Supersede* Supplement No 11 and No 13). 

Town of WayneavlUe: Rate Schedule FPC 
No. 80. (1) Supplement No 14 (Supersede* 
Supplement No 11). (2) Supplement No 15 
(Supersede* Supplement No. 12 and No. 13). 

City of Wilson: Rate Schedule FPC No. 00. 
(1) Supplement No 13 (Supersedes Supple¬ 
ment No. 10). (2) Supplement No. 14 (Su¬ 
persedes Supplement No 11 and No. 12). 

laurel Hill Electric Company: Rate Sched¬ 
ule FPC No, 51. (1) Supplement No. 14 
(Supersedes Supplement No 11). (2) Sup¬ 
plement No 15 (Supersedes Supplement No. 
12 and No. 13). 

Plnehunst, Inc.: Rate Schedule FPC No. 
105. (1) Supplement No 9 (Supersede* Sup¬ 
plement No. 8). (2) Supplement No. 10 
(Supersede* Supplement No 7 and No 8) 

Tariff Customers: FPC Electric Tariff. Flrat 
RavUcd Volume No 1 (Supersedes Original 
Volume No. 1). 

(FR Doc.77-21335 Filed 7 22 77;8:45 am] 


[Docket No. CP77-4861 

COLUMBIA GAS TRANSMISSION CORP. 
Application 

July 18. 1977. 

Tuke notice that on July 5. 1977, Co¬ 
lumbia Gas Transmission Corporation 
(Applicant), 1700 MacCorkle Avenue 
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SE. Charleston. W. Va. 25314. filed in 
Docket No. CP77-486 an application pur¬ 
suant to Section 7<c> of the Natural Gas 
Act and Section 2.79 of the Commission 
General Policy and Interpretations 08 
CFR 2.79> for a certificate of public 
convenience and necessity authorizing 
the transportation of up to 160 Mcf of 
natural gas per day for Bali Corporation 
'Ball). all as more fully set forth in the 
application which is on file with the 
Commission and open to public 
inspection. 

Applicant requests authorization to 
transport the proposed volumes of gas for 
two years for Ball, which volume would 
be received by Applicant into its Line 
V-W11449 in Milton Township. Ma¬ 
honing County. Ohio, at a specific 
point to be mutually agreed upon. Ap¬ 
plicant states that it would redeliver the 
gas for the account of Ball by reducing 
its scheduled receipts from Panhandle 
Eastern Pipe Line Company 'PEPL) at 
an existing point of receipt in Harrison 
Township. Darke County. Ohio, and that 
PEPL would subsequently deliver the 
transported volumes to Indiana Gas 
Company. Inc. (Indiana) for use at 
Ball's Muncie. Ind.. plant. 

It is stated that Ball was severely cur¬ 
tailed by Indiana, with the result that 
the Muncie plant was completely shut 
down for approximately four weeks, and 
that Ball has felt it necessary to secure 
Intrastate gas as a means of assuring the 
continuing operation of its Muncie home 
canning closure plant in the event of a 
1977-78 winter season curtailment. 

It is indicated that Ball s Muncie plant 
produces caps and lids for home canning 
jars, and the caps and lids are blanked 
from decorated tinplate and lined with 
liquid plastisol before being transported 
to gas fired ovens where the liquid plas¬ 
tisol compound is cured. The curing 
process is essential to the setting and 
puffing of the compound, both of which 
are required for adequate sealing, it is 
Indicated. Applicant assorts that Ball 
has installed a standby system utilizing 
No. 2 fuel oil as alternate fuel capability 
to replace natural gas at the Muncie 
plant, vrhore possible, and that the cur¬ 
ing process requires a clean burning 
fuel to avoid contamination of the caps 
and lids which are used for the prepa¬ 
ration and preservation of home canned 
food products. 

Applicant states that it would trans¬ 
port up to 485 Mcf of natural gas per 
dav for Bail up to 160 Mcf per day 
which would be transported hereunder 
and up to 325 Mcf of gas per day would 
be transported under a companion 
filing. 

It is indicated that Montara Petro¬ 
leum Company and Mutual Oil and Ons 
Company (Producers) have contracted 
to sell to Ball for use at its Muncie plant 
up to 125 Mcf of natural gas per day 
from Producers' wells located in Ma¬ 
honing County. Ohio. It is further indi¬ 
cated that the subject gas has never 
been sold In interstate commerce and 
that it would not be sold in interstate 


commerce at present interstate price 
rates. The price at which Ball would pur¬ 
chase gas from Producers is $2.20 per 
Mcf for the first contract year and $2.50 
per Mcf for the second contract year, 
it is said. Applicant states that Ball 
would be required to make an invest¬ 
ment in field gathering facilities costing 
approximately $25,000. which facilities 
would be used for this and other trans¬ 
portation arrangements for Ball. 

Applicant Indicates that it would 
charge its average system-wide unit 
gathering, storage and transmission 
costs exclusive of company-use and un¬ 
accounted-for gas which is currently 
24.75 cents per Mcf for the proposed 
transportation sendee. Applicant further 
indicates that it would retain for com¬ 
pany-use and unaccounted-for gas a 
percentage of the total volumes received 
for the account of Ball, which percentage 
is currently 3.1 percent. 

The gas transported hereunder is sub¬ 
ject to diversion to Applicant hi emer¬ 
gency periods when, in its sole Judgment, 
such gas is required for the protection 
of Priority 1 requirements on its system. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before July 29. 
1977, file with the Federal Power Com¬ 
mission, Washington. D.C. 20426, a pe¬ 
tition to intervene or a protest in ac¬ 
cordance with the requirements of the 
Commission's Rules of Practice and Pro¬ 
cedure (18 CFR 1.8 or 1.10) os the Regu¬ 
lations under the Natural Oas Act (18 
CFR 157.10). All protests filed with the 
Commission will be considered by it in 
determining the appropriate action to 
be taken but will not serve to make the 
protestants parties to the proceeding. 
Any person wishing to become a party 
to a proceeding or to participate as a 
party in any hearing therein must file a 
petition to intervene in accordance with 
the Commission’s Rules 

Take further notice that, pursuant to 
the authority contained in and subject to 
the Jurisdiction conferred upon the Fed¬ 
eral Power Commission by Sections 7 
and 15 of the Natural Gas Act and the 
Commission's Rules of Practice and Pro¬ 
cedure. a hearing will be held without 
further notice before the Commission on 
this application if no petition to inter¬ 
vene is filed within the time required 
herein, if the Commission on its ow f n re¬ 
view of the matter finds that a grant of 
the certificate is required by the public 
convenience and necessity. If a petition 
for leave to intervene is timely filed, or if 
the Commission on its own motion be¬ 
lieves that a formal hearing is required, 
further notice of such hearing will be 
duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Lois D. Cash ell, 
Acting Secretary. 

| FR Doc 77 21330 riled 7-22-77:8 :45 amj 


[Docket No. KR77 488] 

EL PASO ELECTRIC CO. 

Order Accepting for Filing and Suspending 
Proposed Increased Rates 

July 19. 1977 

On July 1. 1977. El Paso Electric Com¬ 
pany (Company) tendered for filing pro¬ 
posed increased rates and charges for 
jurisdictional sales to Rio Oninde 
Electric Cooperative (at Dell City and 
Van Horn delivery points) and Com¬ 
munity Public Service Company.* The 
filing would increase the Company's 
revenues by $883,936, or 15.75%, based 
on the 12-month period ending August 
1, 1978. Company proposes an effective 
date of August 1. 1977. 

As part of its justification for the in¬ 
crease in its rates, the Company included 
an amount for construction w r ork in 
progress (SWIP> in its rate base. Tne 
CWIP was related to its Palo Verde Nu¬ 
clear Generating Project and was based 
on a claim of financial hardship. How¬ 
ever. our Order Nos. 555 and 555-A pre¬ 
cludes the inclusion of similar CWIP tn 
rate base prior to Issuance of a final 
Commission order. Therefore, we will 
accept Company’s rate proposal for fil¬ 
ing. but will require the Company to file 
revised rate schedules to exclude CWIP 
from its rate proposal. Additionally. El 
Paso's rate contains a fuel adjustment 
clause that appears to meet the require¬ 
ments of Order No. 517 except that nu¬ 
clear fuel is not specified. The Company 
will be directed to revise its fuel clause 
to include nuclear fuel at the time it 
makes other revisions directed herein. 

A preliminary review of Company's 
filing indicates that the proposed In¬ 
crease In rates and charges have not 
been show r n to be Justified and may be 
unjust, unreasonable, unduly discrimi¬ 
natory or preferential, or otherwise un¬ 
lawful. 

The Commission finds: Oood cause 
exists to accept for filing and suspend 
the proposed Increased rates and charges 
tendered by the Company on July 1. 
1977. and to require Company to file re¬ 
vised rate schedule supplements, all as 
hereinafter ordered. 

The Commission orders: <A) The pro¬ 
posed increased rates and charges 
tendered by the Company on July 1. 
1977. are hereby accepted for filing. 

< B> Pursuant to the authority con¬ 
tained in and subject to the provision* 
of the Federal Power Act, particularly 
Sections 205 and 206 thereof, the Com¬ 
mission's Rules of Practtce and Pro¬ 
cedure. and the Regulations Under tne 
Federal Power Act, a public hearing wm 
be held at a time and place to be specified 
in a subsequent Commission order con¬ 
cerning the lawfulness of the 
increased rates and charges tendered t>y 
the Company on July L 1977. 

(C> Pending such hearing and decision 
thereon, the increased rates and charge* 

• The filing U designated In the Attachment 
to this order. 
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tendered by the Company on July 1.1077. 
$it hereby suspended and the use thereof 
deferred until December 1. 1977. when 
they shall become effective subject to 

refund. 

tD» Within 90 day's from the date of 
issuance of this order. Company shall 

aV Revised rate schedule supplements 
which shall become effective December 
1 1977, as set forth in ordering para¬ 
ph <C> above; (2) revised Statements, 
period I; <3> revised billing data; and 
< 4 > revised fuel clause to include nuclear 
fuel. 

Subparagraph <1> and (2) above shall 
reflect only the effect of excluding CWIP 

from the rate base. 

iE) The Secretary shall cause prompt 
publication of this order to be made in 
the Federal Register. 

By the Commission. 

Kenneth F. Plumb. 

Secrcforjr. 

Attachment 

EL PASO W SCTRIC COMPANY 

SCHEDULE designations 

Ostcd; Undated: 

Filed: July 1.1977. 

(1) supplement No. 5 to Rate Schedule 
PPC No, 17 <Supersedes Supplement No. 3 

to FPC No. 17). 

\ 2 ) Supplement No. 4 to Rate Schedule 
FPC No 18 (Supersedes Supplement No. 3 

to FPC No. 18). 

(3) Supplement No. 4 to Rate Schedule 
FPC No. 19 (Supersedes Supplement No. 3 

to FPC No. 19). 

[FR Doc .77-21327 Filed 7-22-77:8:45 am) 


(Docket No. CP77-502] 

68CAT LAKES GAS TRANSMISSION CO. 

Application 

July 18. 1977. 

Take notice that on July 12, 1977. 
Great Lakes Gas Transmission Company 
1 Applicant), 2100 Buhl Building. De¬ 
troit, Mich. 48226. filed in Docket No. 
CP77-502 an application pursuant to 
Section 7(c> of the Natural Gas Act for 
ft certificate of public convenience and 
tfccessity authorizing the construction 
and operation of 23.9 miles of 30-inch 
pipeline loop on its existing pipeline 
lyttem in Minnesota, all as more fully 
wt forth in the application which is on 
me with the Commission and open to 
public inspection. 

Applicant states that the loop would 
be added parallel to Its existing system 
fthich U used to render natural gas serv- 
to its interstate and foreign custom¬ 
ers. ^ Applicant further states that it 
would be constructed In two segments; 
segment would consist of 11.3 miles 
would be constructed from mile 86.4 
m wile post 97.7 which are between Ap¬ 
plicant's existing compressor station 
*06- 2 and 3 at Thief River Falls and 
Shevlin, Minnesota, respectively; the 
|>‘hcr segment would be 12.6 miles be- 
* e€n Applicant’s existing compression 


station Nos. 4 and 5 at Deer River and 
Cloquet. Minnesota, respectively. 

The total cost of the proposed loop Is 
estimated at $13,432,200, which would be 
financed from internally generated funds 
together with borrowings from banks 
under short-term line of credit, if re¬ 
quired, It is said. 

Applicant states that it is estimated 
that the addition of the proposed loop 
on its system would have approximately 
1.348.000 Mcf of natural gas on an an¬ 
nual basis, and that over the next decade 
it would save approximately 13,000.000 
Mcf of natural gas. It is stated that the 
economic Justification for addition of 
the loop is mainly attributed to the 
rapidly escalating export price of Ca¬ 
nadian gas. All of the fuel gas used by 
Applicant is imported from Canada, and 
the current export price of the Canadian 
gas is $1.94 (Canadian) per Mcf, and ef¬ 
fective September 23, 1977, the export 
price would be increased to $2.16 (U.S.) 
per Mcf, it is indicated. Applicant asserts 
that the price of Canadian gas has in¬ 
creased very substantially in the past 
three years and it is likely that this 
trend would continue In the foreseeable 
future. Applicant asserts that based upon 
the purchase price of $2,16 per Mcf, and 
the anticipated fuel saving of 1,348,000 
Mcf annually, the fuel costs on its pipe¬ 
line system would be reduced by $2,911.- 
700 annually as a result of the addition 
of the proposed looping. 

Applicant states that the construction 
of the 12.6 miles of loop between Deer 
River and Cloquet would also provide 
added security of service to Applicant’s 
customers. It is stated that approximate¬ 
ly 12 miles of Applicant’s existing main¬ 
line between Deer River and Cloquet tra¬ 
verses the swamp area, and that almost 
all <99 percent) of the gas transported 
by Applicant is delivered dowmstream of 
the swamp area. Applicant indicates that 
any line break in this area could result 
in interruption of service for a minimum 
of two weeks, except In severe winter 
weather when the ground is frozen and 
the pipe is easily accessible. (It is indi¬ 
cated that in the latter case it would 
take less time.) Applicant states that the 
construction of 12.6 miles of the loop 
w'ould provide reinforcement of the pipe¬ 
line in the swamp area. 

Applicant further states that the ad¬ 
dition of the loop would result in reduced 
usage of two compressor units, which 
would be maintained for emergency 
standby, and that these units would be 
used only In emergency situations and 
are required for prudent operation of Ap¬ 
plicant's pipeline system. It is indicated 
that during periods of severe energy 
shortage, such as faced by our nation in 
the past winter, these units would en¬ 
able Applicant to provide additional 
service to those in need. 

The 12.6 miles of loop between Deer 
River and Cloquet traverses the swamp 
area and can only be constructed dur¬ 
ing the coldest part of the winter when 
the ground is frozen and the area is ac¬ 
cessible, it is said. Applicant states that 
post experience Indicates that this would 
occur during January or February and 


would be limited to a period of about 30 
days. Applicant asserts that in order to 
implement the proposed conservation 
program at the earliest possible time, it 
proposes to construct the entire 12.6 
mile section in January-February, 1978, 
and the remaining segment of loop would 
be constructed during the summer of 
1978. Consequently, applicant requests 
that the requested authorization be is¬ 
sued prior to December 1. 1977. in order 
that the proposed construction can com¬ 
mence during the proposed period. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before August 
8. 1977, file with the Federal Power 
Commission. Washington. D.C. 20426, a 
petition to intervene or a protest in ac¬ 
cordance with the requirements of the 
Commission’s Rules of Practice and Pro¬ 
cedure (18 CFR 1.8 or 1.10) as the Regu¬ 
lations under the Natural Gas Act *18 
CFR 157,10). AH protests filed with the 
Commission will be considered by it in 
determining the appropriate action to be 
taken but will not serve to make the Pro¬ 
testants parties to the proceeding. Any 
person wishing to become a party to a 
proceeding or to participate as a party 
in any hearing therein must file a peti¬ 
tion to intervene in accordance with the 
Commission's Rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
the jurisdiction conferred upon the Fed¬ 
eral Power Commission by Sections 7 
and 15 of the Natural Gas Act and the 
Commission's Rules of Practice and Pro¬ 
cedure, a hearing wiU be held without 
further notice before the Commission on 
tills application If no petition to Inter¬ 
vene is filed within the time required 
herein, if the Commission on its own re¬ 
view of the matter finds that a grant of 
the certificate is required by the public 
convenience and necessity. If a petition 
for leave to intervene is timely filed, 
or if the Commission on its own motion 
believes that a formal hearing Is re¬ 
quired. further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised. It will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Lois D. Cashell, 
Acting Secretary. 

(FR Doc.77-21332 Filed 7-22-77:8:45 am( 


| Docket Nos. ARS4 1, et nl | 

HUGOTON ANADARKO AREA, ET AL. 
Order Directing Disbursement of Refunds 
July 14. 1977. 

On March 17, 1975, the Hugoton-Ana- 
darko Area order. Docket Nos. AR64-1, 
et al. was issued which required the pro¬ 
ducers to disburse their refund monies 
and submit disbursement reports and 
buyers' releases on or before June 1,1975. 
On August 19, 1975, the Southern Louisi¬ 
ana order, Docket Nos. AR61-2 and 
AR69-1, et al. was issued which required 
the producers to disburse their refund 
monies and submit disbursement reports 
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aiid buyers* releases on or before October 
30. 1975. On February 23. 1976. the Other 
Southwest Area, Docket Nos. AR67-1 et 
al. and Texas Gulf Coast Area. Docket 
No*. AR64-2. ct al. orders were issued 
which required the producers to disburse 
their refund monies and submit dis¬ 
bursement reports and buyers' releases 
on or before June 1. 1976. 

This order addresses those producers 
who have not complied with the Com¬ 
mission's refund disbursement orders in 
the area rate proceedings and directs 
them to immediately disburse their re¬ 
fund monies, and file the required reports 
and releases. 

Staff's report' lists those producers 
who have not complied with the Commis¬ 
sion's refund disbursement orders. The 
estimated refund amounts were compiled 
from the producer's Initial refund re¬ 
ports, purchasers* reports, or purchasers’ 
flow through plans where reflected as de¬ 
linquent. In some instances, the esti¬ 
mated refund amounts were unavailable. 

We have decided to exclude from the 
provisions of this order those producers 
owing $1,000 or less.* The administrative 
burdens that could be incurred by this 
Commission in locating these producers, 
their sucessors or heirs in order to require 
refunds would be inordinate in relation 
to the small amounts owed. 

The Commission finds: It is necessary 
and proper both in the public interest 
and in carrying out the provisions of the 
Natural Gas Act that the refunds subject 
to this order be disbursed, and that the 
required reports and releases be filed. 

The Commission orders: (A> Within 
sixty days of issuance of this order, each 
producer, to which Ordering Paragraph 
<B> Is not applicable, still owing refunds 
under the respective area rate opinions, 
including interest as required under the 
provisions of the applicable order requir¬ 
ing the disbursement of refunds, shall 
<1 > disburse nil the refunds to the pur¬ 
chaser. <2) flic three copies of a release 
from the purchaser. 

iB> Those producers whose refund ob¬ 
ligations are $1,000.00 or less are not sub¬ 
ject to this order. Those producers whose 
estimated refund obligations arc un¬ 
available at this time are not exempt 
from this order. 

<C> Any purchaser to which refunds 
are disbursed pursuant to the provisions 
of this order shall flic a plan for the flow 
through of such refunds in accordance 
with the provisions af the applicable or¬ 
der requiring the disbursement of such 
refunds. Upon notification by the Secre¬ 
tary, and to the extent directed thereby, 
purchasers shall proceed with the dis¬ 
tribution of refunds to their Jurisdic¬ 
tional customers. 

»Di The Secretary shall cause prompt 
publication of tills order in the Federal 
E aiicm. 

By the Commission. 

Kenneth F. Plumb. 

Secretary. 


Arrrxntx .—Independent producers who 
have not ftled refund disbursement re¬ 
ports and buyers* release* 

(OpfnfciB No. MO. m AranMwl; RtftuxS DWwwwdI 
Onl* r Issued MairJi !?. VJTb. as Amended) 


Producer 


riodtk'ce 


n*C Appcrai- 

r»w rate mate 

schedule r*ftmil du* 
No.CS) (dollar) 


//' AnuSartv Arm 

gaums TVfn4etrm Inc. fBnufco 
Drilling. Inc 


Austin Brady-—--~ 

Fatih ton. Sjoffctn, Powwi A 
XNrbsrdl (Bad C. Brook- 

©*■*)-- 

n. N. Burnet!- 

W S Connlngw- 
Clear? PeCyvkfcsra J m 

Colton Petroleum Carp. 

E&rm OT! Ct»--—— ~— 

Global OBs, Id*- 

GHK Convwaflan {OUrct A 
ttetner rrtroknim l!*na*rv 

«iwn( Corp >--- 

Gf^nr*. Kcr'nn, HoNrtiwi A 
Under? (Paul B. Klobof* 

dimr)_— . - . . 

Markin Corp...._.-. 

PWC Oil 


W 

XT 



Ftirnandnuti Of! Ciicp. (James 
Davis, Jr., d ba. Solar OH 

CoX -.-- — 

Crown C«*nfml Prfrolrtnn 
Cnrp International 

P»Un>hmnj Corp., DcUanmv) 

Yrara Prfmlmm Co- ■ ■■ — 


ix as. 

«X4t 

UHW 


>1600 
• •1.300 


5,400 
1.000 
• 11X000 
1 

son 

100 

VX«« 


••MM 


* son 

XVO 

>000 


*coo 

Xioo 

10.000 


(Ojitnlnn No. OC, ss Amended ’ Rrflind 

Order Imosd February 23. VJTK is Amended) 


Otkrr StmiHweti Arm 

8. P. B«*rdru (Katata)- 1 Cl ^ 

D. H Byrd-- I A3*| 

Clalharu* 5 *0 

Grioby OU A Gas Jack W. _ _ 

Origaby)-- M 257.^2 

D C UMmrv - I «X«0 

UHdsIbee*, Wood** A Frank* _ _ ^ 

l.Mb-Trx OU ProrturvrO- 11 UOno 

Dorr heater and Mortiim* 

(Baity D MoriUw*)- 1 0) 

North Ceeilral Oil Corp- J * 100 

Pfonrrr OH imd Ova Co.. loc... I, X » 01 

j K Mark.Jr. I 

Hufairlem PnHauifl lioaCusp-- * lft.800 

Joseph P. **afnrai A 8on» 

nS-nw Partftc OH Co.)- » •l’® 

Mr Rubirt M. Kry (J. C. 

Trahan Drill! it* C4»lmetor. 

I nr )___. 4.X XM (*> 

Duuyiax Wiatukir (Ketalr).3 0) 

(Oplithm No. M, as Attended; Itofund Dlabumanrtil 
thrlor Imurd Fobmary 33, Iff!*, ae Amended) 


Bee Attached Appendix A. 

The exclusion bus no applicability to 
those situation* where the estimated refund 
amount* are not available. 


Te. re# Q*lf Omd Atm 

Jom Col-man, bh- U. X 
AlatrcruinUe Mine ini Ce^ 

Mr°btal Room. j*. Adams 

Prodnctkm Co.)- -- - 

Am««kaa Prttwflmi Co. of 

Uw^Rm Veaeria (Born A 

Vasnela)---- 

Coy Burnett- --- 

J. Brown C'othklh—-- 

UlfbfmthJ C<*p--- 

I>lv<m Ine—~ 

Lloyd y Frlamt—--- 

VcffKHi W. Piort...—.——- 

W. C. OIiUImc (Glathor. Bar¬ 
on A Co >....-—— —— 

Robert O. uovlol-- 

UNG OO Co. (Ilooetiin Na^ 
fund Go Produrtlcm Co ).... 
liirealora Syrvilcata of the 

South*«al. b»e- 

IwlJrov Pmprrttaa, Inr - 

J A.Bttnmey.. . —— 

Kirby Pelf*4#inn Co... .. — — 

Lesov and Pattonon--- 

Mr». \lae Lmk--- 

John P. SMh- 

Mr. n. J. Mower... 

Mr. Jnbo A VmrniaB-—— 

KCA luvotinoii Corp. 


1X72.78 

7,® 


X7 




u 


ut 


FPC Apprinw 

•esnMa mut* 
*hadole ivfun 1 di# 
No.(s) t do I Li? i 


Joe A. Rayinr (Jack P. Rarzor). 

HmbHc Natfoitai Bonk of 

Dallas, Trust**..... 

Klbcuvey Corp___«... 

ftxith stalre Oil A Oaa Oo...« 

TranslVeau t>ll. Inc- 

Lukin CLubide Pel/iikum <'urp. 

Bcott A Dnuylas (Jam«* A. 

Wood, Tnsstea) 

(Opinion No. MB, as Amended; Refund DisTjun* in*u( 
order Imm d Angus* 10, IV7f.> 


1 


1 

!,« 

• 

1 


yen 

3 

Um 
tM on 
Si S 

no 

8X 00 


Smthtr a Lmftknm . Arm 

rhomlt Knrrry Co. (Aladdin 

ProdrtcrJon (*.)..«.— 1 >M.(M 

Wriaht A KiinUin (Rail G. 

Bateman).... 5 • t S. wo 

FaWm Mun uTUif'nt CorTKaa- 
llon. Inr. (Bwk Oil CoJ?™ 2 mxo 

D. C. Blntllff.. 5.S It 

T.N.T.. Inc. (Lntlir liowliucJ— 1 »» 

David Crow, Trasloe.— S 

Crown Central PeUulruui 

Corp,.... 7 l >8.008 

A. A. Mosbrabi, Acrid (Crown- »r •>•*» 

weD OH Co.. Inc7)—. 3 

Jar* K. Harmor_ I '*90 

OUle B. Blown. Jr.. Attorney 
(II. L. nawkhuA 1L L.lUw- 

Wn*. Jr.). 5,X1X» "3M 

liuch A. Ilawtlmm*. 2 '».•« 

R. B. lllhkMVt_ 8 *>X(«8 

Jaoob GoJdlxrf, Attorney (It 

E. Ilubbard, Jr.»_ 4 »?L3» 

TI ndx»n Gas A OU Corp.. * 1 • 1 «*» 

McCartrr OU Co.. I ‘ • B 

MOttontown 0(1 Co.. Inr _ I ‘ 

Plom^r OUaml Gas Co_ ? '»* 

D. J. Robleluuii. Jr__ i »»*« 

W. K. Walker-Fm-tkan Min- 

‘ - _ 1 >>® 


• Pmdom did no< bit aa Initial refund report pnmsiit 
te the snplkabla opUdoo. AU olhm hWi iuitisl nfusd 
reports. Tfi" rrrjufienwnt for ftllny initial nfund moL 
Is now moot, sine* diabursauimits liav«» Ixvn or»W*d. 

• EaUmaud by t»uyer. 

« Refund disbursement rrjwt filed after In’mist In 
oaaipfled. 

• I^rrlimiuary n-jvirt fllt-d and recrow ai»-ut 4m<-nd 
to disburse ndtunls la boyar. 

| FR Doc.77-31095 FUed 7-22-77.8:45 wn| 
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[Docket No. ER77 412J 

ILLINOIS POWER CO. 

Filing of Modification No. 3 

July 18. 1077. 

Take notice that on June 30, 1977,11U- 
noti Power Company CTUlnoia Power > 
tendered for filing proposed Modification 
No. 3 to the Interconnection Agreement 
("Agreement") dated August W. WX 
between Illinois Power and the City oi 
Mascoutali, Illinois. Ullnois Power indi¬ 
cates that the Commission has previous 
dMlenated the August 18. 1»™ A«ree- 
ment as Illinois Power Bale Schedule 
FPC No 71 

Illinois Power states that Modification 
No. 3 provides for a proposed Uien^* “ 
the demand charges for Short-Ten” 
Pirin Capacity und Maintenance cape- 
city transactions. An effective 
July 1. 1977 Is requested, and DJfooS 
Power therefore requests waiver of th 
Commission’s notice requirements. ■ 

A copy of the flllne was served u^ 
the City of Mascoutah and the lUu 
Commerce Commission, according . (1 
nols Power. . t0 

Any person desiring to be 
protest said appUcatlon should flte * PT 
Ution to intervene or protest 
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Federal Power Commission. 825 North 
Capitol Street NE., Washington. D.C. 
20426 , In accordance with Sections 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure (18 CPR 1.8. 
l.iO). All such petitions or protests 
should be filed on or before August 
1 , 1977. Protests will be considered by 
the Commission in determining the ap¬ 
propriate action to be taken, but will not 
serve to make protestants parties to the 
proceeding. Any person wishing to be¬ 
come a party must file a petition to in¬ 
tervene. Copies of tills application are on 
file with the Commission and are avail¬ 
able for public inspection. 

Lois D, Cashell, 
Acting Secretary . 

|FR Doc.77-21334 Filed 7-22-77:8:45 am] 


(Docket No. ER77-416J 

ILLINOIS POWER CO. 

Filing of Modification No. 3 

July 18, 1977. 

Take notice that on June 30. 1977, Il¬ 
linois Power Company ("Illinois Power**) 
tendered for filing proposed Modification 
No. 3 to the Interconnection Agreement 
(“Agreement") dated August 26, 1974, 
between Illinois Power and the City of 
Highland. Illinois. Illinois Power indi¬ 
cates that the Commission has previously 
designated the August 26, 1974 Agree¬ 
ment as Illinois Power Rate Schedule 
FPC No. 72. 

Illinois Power states that Modification 
No. 3 provides for a proposed increase in 
the demand charges for Short-Term 
Ptrm Capacity and Maintenance Capac¬ 
ity transactions. An effective date of July 
1, 1977 is requested, and Illinois Power 
therefore requests waiver of the Commis¬ 
sion's notice requirements, 

A copy of the filing was served upon 
the City of Highland and the Illinois 
Commerce Commission, according to Il¬ 
linois Power. 

Any person desiring to be heard or 
to protest said application should file a 
petition to intervene or protest with the 
Federal Power Commission, 825 North 
Capitol street NE., Washington, D.C. 
20426, in accordance with Sections 1.8 
jnd l.io of the Commission's Rules of 
Practice and Procedure <18 CFR 1.8, 
U0>. All such petitions or protests 
mould be filed on or before August 1, 
J977. Protests will be considered by the 
Commission in determining the appro¬ 
priate action to be taken, but will not 
*rve to make protestants parties to the 
Proceeding. Any person wishing to be¬ 
come a party must file a petition to in¬ 
tervene. Copies of this application are 
file with the Commission and are 
available for public inspection. 

Lois D. Cashell, 
Acting Secretary. 

IFR Doc 77-21333 Filed 7-22-77:8*45 am] 


|Docket No. ER77-4I1J 
ILLINOIS POWER CO. 

Piling of Modification No. 3 

July 18. 1977. 

Take notice that on June 30. 1977, Il¬ 
linois Power Company ("Illinois 
Power"), tendered for filing proposed 
Modification No. 3 to the Interconnection 
Agreement dated August 13, 1974, be- 
tw'ccn Illinois Power and the Cities of 
Breese and Carlyle, Illinois. Illinois 
Power indicates that the Commission 
has previously designated the August 13. 
1974 Agreement as Illinois Power Rate 
Schedule FPC No. 70. 

Illinois Power states that Modification 
No. 3 provides for a proposed increase in 
the demand charges for 8 hort-Term 
Firm Capacity and Maintenance Capac¬ 
ity transactions. An effective date of 
July 1, 1977, is requested and Illinois 
Power therefore requests waiver of the 
Commission's notice requirements. 

A copy of this filing was served upon 
the Cities of Breese and Carlyle and the 
Illinois Commerce Commission, accord¬ 
ing to Illinois Power. 

Any person desiring to be heard or 
to protest said filing should file a peti¬ 
tion to intervene or protest with the 
Federal Power Commission, 825 North 
Capitol Street NE., Washington, D.C. 
20426. in accordance with Sections 1.8 
and 1.10 of the Commission's Rules of 
Practice and Procedure <18 CFR 1,8, 
1.10). All such petitions or protests 
should be filed on or before August 1. 
1977. Protests will be considered by the 
Commission In determining the appro¬ 
priate action to be taken, but will not 
serve to make protestants parties to the 
proceeding. Any person wishing to be¬ 
come a party must file a petition to inter¬ 
vene. Copies of tills filing are on file 
with the Commission and are available 
for public inspection. 

Lois D. Cashell. 

Acting Secretary. 

|FR Doc 77-21331 Filed 7-22-77:8:45 am| 


(Docket No. ER77 482) 

MICHIGAN POWER CO. 

Order Accepting for Filing and Suspending 
Proposed Increased Rates, Waiving No¬ 
tice Requirements, Initiating Hearing, 
and Establishing Procedure 

July 19.1977. 

On July 1,1977, Michigan Power Com¬ 
pany (Company) tendered for filing a 
proposed two-step increase in its rates 
and charges for jurisdictional sales to 
Indiana & Michigan Electric Company 
(Indiana). The filing has been desig¬ 
nated as Supplement No. 1 to Supple¬ 
ment No. 2 to Company's Rate Schedule 
FPC No. 25 and would increase the Com¬ 
pany’s revenues by $266,577, or 1,203% 
based on the 12 -month period ending 
August 1 , 1978. Company proposes an 


effective date of August 1, 1977. for its 
first-step Increase and December 1.1977, 
for its second-step increase, with waiver 
of the 90-day notice provision requested. 

The filing sets forth a two-step in¬ 
crease In rates. Effective August 1 . 1977. 
the proposed rates will be $0,858 per Kw 
times the sum of the respective single 
maximum non-coincident 15-minute in¬ 
tegrated Kw demands for the month at 
each of the delivery points betw r een 
Company and Indiana's customer. Fruit 
Belt Electric Cooncratlve. Effective De¬ 
cember 1 . 1977. the proposed rates will 
be raised to $1 per Kw, 

In support of Its proposed increases. 
Company bases its August 1 rate on its 
plant in service for 1976. adjusting it 
for reclassification and retirement of 
certain electric plant in service. The 
higher December 1 rate is proposed to 
become effective on that date to corre¬ 
spond to the ln-aervlce date of four 
additional delivery points and to provide 
compensation for editions to plant in 
1977. requested bv Indiana, and is sup¬ 
ported by adjustments to 1976 cost-of- 
service. 

A review of Company's filing indicates 
that the proposed increase in rates and 
charges have not been shown to be Jus¬ 
tified and may be unjust, unreasonable, 
unduly discriminatory or preferential, 
or otherwise unlawful. 

The Commission finds: ( 1 ) Good cause 
exists to waive the 90-day notice re¬ 
quirement and to accept for filing and 
suspend the proposed increased rates 
and charges tendered by the Company 
on July 1 . 1977, as hereinafter ordered. 

<2) It is necessary and proper in the 
public interest to aid in the enforcement 
of the provisions of the Federal Pow-er 
Act that the Commission enter upon a 
hearing to determine the Justness and 
reasonableness of the proposed increased 
rates and to establish procedures IV* 
that hearing, as hereinafter ordered. 

The Commission orders: <A) The no¬ 
tice reouirement of our Regulations <18 
CFR. 35.3) Is hereby waived and the 
proposed increased rates and charges 
tendered by the Company on July 1.1977, 
are hereby accepted for filing. 

<B> Pursuant to the authority con¬ 
tained in and subject to the provisions 
of the Federal Power Act, particularly 
Sections 205 and 206 thereof, the Com¬ 
mission's Rules of Practice and Pro¬ 
cedure. and the Regulations Under the 
FWernl Power Act, a public hearing will 
be held concerning the lawfulness of the 
proposed increased rates and charges 
tendered by the Company on July 1 , 
1977. 

<C> Pending such hearing and deci¬ 
sion thereon, the first-step increased 
rates and charges proposed to become 
effective on August 1. 1977, are hereby 
suspended and the me thereof deferred 
until November 1 . 1977, when they shall 
become effective subject to refund; and 
the second-step increased rates and 
charges proposed to become effective De¬ 
cember 1.1977. are hereby suspended and 
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the uac thereof deferred until Decem¬ 
ber 2.1977. when they shall become effec¬ 
tive subject to refund. 

*D> The Staff shall prepare and serve 
top sheets on all parties for settlement 
purposes on or before November 15. 1977 
<see. Administrative Order No. 157). 

<E) A Presiding Administrative Law 
Judge to be designated by the Chief 
Administrative Law Judge for that pur¬ 
pose (see. Delegation of Authority. IS 
CFR 3.5(d)). shall preside at an Initial 
conference In this proceeding to be held 
on November 22. 1977. at 10 am. <ET> in 
a hearing room of the Federal Power 
Commission. 825 North Capitol Street 
NE. Washington. DC. 20426. Said Law 
Judge Is authorized to establish all pro¬ 
cedural dates and to rule upon all mo¬ 
tions (except petitions to Intervene, mo¬ 
tions to consolidate and sever, and mo¬ 
tions to dismiss ), as provided for in the 
Rules of Practice and Procedure. 

<E> The Secretary shall cause prompt 
publication of this order to be made In the 
Fedkhal Reg ist rs. 

By the Commission. 

Kenneth F. Plums. 

Secretary. 

[PR Doc.77-21328 Filed 7 22 77:8 45 lunj 


| Project Ho. 8) 

MONTANA POWER CO. 

Order Providing for Hearing 

July 19. 1977. 

On August 18. 1976. the Confederated 
Salish and Kootenai Tribes of the Flat- 
head Reservation (Tribes) filed through 
their attorney a motion to consolidate 
for hearing earlier filed petitions: (1) 
That a readjustment be made of the an¬ 
nual charges paid to the tribes pursuant 
to Section 10(e) of the Federal Power Act 
(Act). 16 UJB.C. 803(e). and Article 30(d) 
of the project license for use of Tribal 
lands by The Montana Power Company 
(Licensee). Licensee for Kerr Project No. 
5; and (2i that Licensee be compelled to 
establish and maintain amortization re¬ 
serves pursuant to section 10<d) of the 
Act; 16 UJ3.C. 803(d). and Article 34 of 
the project license. The License filed a 
petition for readjustment of annual 
cliarges on March 30. 1971. The Tribes 
also filed a petition for the readjustment 
of annual charges on May 28. 1975. On 
May 10. 1965. the Tribes petitioned the 
Commission to compel the Licensee to 
establish and maintain amortization re¬ 
serves for Project No. 5. By motion filed 
July 6. 1976. the Tribes moved that the 
May 10. 1965. petition be set for hearing. 

The Ken* * Project lias an installed 
capacity of 168.000 kW and is located on 
the Flathead River approximately five 
miles downstream front Paulson, in Flat- 
head and Lake Counties, Montana. The 
project dam is located entirely on Tribal 
Lands. The Tribes also own one-hall of 
the land inundated by the reservoir. On 
May 23. 1930. the Commission issued a 
50-year license to Rocky Mountain Power 
Co. pursuant to the Federal Water Power 
Act and the Act of March 7.1928.45 Stat. 


200. Rocky Mountain Power Co, Project 
No. 5. 10th Ann. Rpl. 112, 22 2 (1930). 
In 1938 the license for Project No. 5 was 
transferred to the current Licensee. 

Anwual Chaeges 

The annual charges paid by the Licen¬ 
see to the Tribes for Project No. 5 have 
been readjusted twice by the Commission. 
The most recent readjustment occurred 
in 1967 when the Commission Issued 
Opinion No. 529 and Order Readjusting 
Annual Charges, The Montana Power 
Co... 382 FPC 766 (1967), ruling denied. 
30 FPC 321 (196S>. Opinion No. 529 re¬ 
adjusted the annual charges from $238,- 
375 to $950,000 effective as of May 20. 
1959. with a simple Interest rate of six 
percent per annum from such date. The 
Court of Appeals upheld the Commis¬ 
sion’s Opinion and Order with exception 
of reducing the rate of interest from six 
percent to four percent per annum. The 
Montana Power Co. v. FPC; 459 F. 2d 
863 <CADC-1972). cert, denied. 408 U8. 
930 (1972). By Order of July 20. 1972. the 
Commission vacated its stay of Opinion 
No. 529 and ordered the Licensee to pay 
to the Tribes $11,249,213.81 for the pe¬ 
riod May 20, 1959 through December 31. 
1971. The Montana Power Co., 48 FPC 
135 (1972). 

As mentioned above, on March 30.1971. 
Licensee petitioned the Commission to 
set for hearing the matter of the read¬ 
justment of the annual charges for use 
of Tribal lands for the period commenc¬ 
ing May 23. 1969. The Licensee further 
requested that it be allowed to submit 
evidence that the arbitration clause con¬ 
tained in Article 30(d)’ of the license 
was a bargained for feature of the li¬ 
cense. The Licensee stated that it has 
not been afforded the opportunity to pre¬ 
sent evidence that the arbitration clause 
was bargained for. The Licensee stated 
further that the Court of Appeals sug¬ 
gested that the Licensee prove the clause 
was bargained for. The Montana Power 
Co. V. FPC , 445 F. 2d 739 (CADC-1970). 
cert, denied 400 U.8. 1013 (1970). The 
Licensee stated that if allowed to pro¬ 
duce such evidence, and the Commission 
agrees that the clause was bargained for. 
then the readjustment for the period 
beginning May 23, 1969, should be sub¬ 
mitted to arbitration. 


» Article 30(d| of the license provide* that: 

The annual charge* payable under this II- 
ctivm may be readJ tinted at the end of twenty 
<20) yearn after the beginning of operation 
under this license and at period* of not lese 
than ten (10) year* thereafter by mutual 
agreement between the Commission and the 
Licensee, with the approval of the Secretary 
of the Interior. Tn cane the Licensee, the Cora- 
mieeion. and l he Secretary of the Interior 
cannot agree upon readjustment of such 
chargee. It i» hereby agreed that the Axing 
of readjusted chargee ahaU be submitted to 
arbitration In the manner provided for tn 
The United 9tates Arbitration Act (U.S C. 
Title 91. such readjusted annual charges to 
be reasonable charges Axed upon the basis 
provided tn Section 5 of Regulation 14 o t 
the Commission, to wit, upon the commercial 
value of the tribal lands Involved, for the 
most profitable purpose* for which suitable. 
Including power development. 


By pleading of June 28. 1971. and by 
letter of May 2, 1972. the Tribes re¬ 
sponded to the Licensee's petition stat¬ 
ing that the question of whether or not 
the arbitration clause was bargained far 
had already been litigated and that the 
Licensee was bound by the decision. The 
Tribes stated that the Court of Appeals 
in the 1970 decision held that any re¬ 
adjustment of the annual charges was 
to be made by the Commission after no¬ 
tice and opportunity for hearing. Fur¬ 
thermore, the Tribes stated that when 
the Commission ordered a hearing on 
the petition, including the issue of Corn- 
mission Jurisdiction, the Licensee sued 
to enjoip the proceedings. but the suit 
was dismissed. (U.S.D.C. Montana Civil 
No. 1251. Order entered May 24. 1965).' 
The Tribes claimed that it would not 
approve of a new readjustment proceed¬ 
ing until the proceeding pending before 
the Court of Appeals was concluded. By 
letter of July 13. 1972. the Department 
of the Interior (Interior) indicated that 
it supported the Tribes position. 

On May 28. 1975. the Tribes petit ion 
the Commission for a readjustment of 
the annual charges to be paid to the 
Tribe by the Licensee for the period be¬ 
ginning May 20. 1975. and ending 

May 23. 1980. the expiration date of the 
license for Project No. 5. No response to 
the petition was filed by the Licensee 
On July II. 1975, the Tribes in a separate, 
but related, proceeding advised the Com¬ 
mission that negotiations were belns un¬ 
dertaken between the Licensee and the 
Tribes respecting the annua) charges for 
Project No. 5.’ 

By motion filed on July I. 1976. (be 
Tribes requested that their petition for 
readjustment of annual charges be «rt 
for hearing, because the Tribes and the 
Licensee have failed to reach agreement 
on the readjustment. The Tribes argurd 
that lire current annual charge for the 
use of their lands Is no longer reasonable, 
boned on the commercial value of the 
Tribal lands involved. In itt response 
filed July 16. 1976. the Licensee stated 
that It does not oppose the Tribes' re¬ 
quest for a hearing on the readjustment 
of annual charges. The Licensee, how¬ 
ever. requested that any hearing or¬ 
dered commence no earlier than dx 
raontlis from the date of any ruling ou 
the motion. 

On June 16. 1977, the Tribes filed 
amended petition requesting Unit the 


• Subsequent to the Commission order *t- 
Ung for hearing tho readjustment of sam>« 
chargee in 1VC5. the Licensee »ued In U™ 
District Court of Montana to compel com* 
pllmnoe with the arbitration clause in t • 
license and for the appointment of •«* 
blue tor. The court dismissed the suit boio- 
ing that It would not have JurUdlcUon 

It was held In the proceeding pending oe^rv 
the Commission, subject to the review ox t 
Court of Appeals, that the arbitration l* 
vision control*. 

• flee -Motion far Extension of Time 
Which to Answer or Object to MotM* 
Staff Counsel to Dismiss Application f<* 
cense'* filed July 11. 1975 In Project No. 

The application for license for 

2507 was dismissed by Commission order 
sued December 15. 1975. 
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effective date of any readjustment of 
;mmml charges be May 20. I960. As 
stated above, the Licensee requested its 
petition of March 30. 1971, An effective 
date of May 23, 1969. By filing dated 
July 1. 1977, the Licensee requested that 
the amended |>etlUon be .striken and 
that any readjustment be effective 
May 23. 1975. 

We believe that It Is appropriate to 
provide for a hearing to determine 
whether or not the annual charges paid 
to the Tribes by the Licensee should be 
readjusted, and if so. what such read¬ 
justment should be and what the effec¬ 
tive date should be. Concerning the 
Licensee's request of a six-month delay 
before the start of the hearing, we are 
deiesaUng the authority to fix the hear¬ 
ing dates to the Presiding Administrative 
Law Judge. We expect the Judge to take 
the Licensee's request Into consideration 
when setting the hearing date. 

We believe the Licensee should not be 
allowed to present evidence on the is¬ 
sue of whether or not the arbitration 
clause contained in Article 30*d> was 
bargained for. The court has rejected 
the Licensee's argument that the arbi¬ 
tration clause was bargained for. The 
Montana Potoer Co. v. FPC. 445 FJId at 
750. The court further stated: 

Wfl we nothing in the negotiation*, or In 
i!ie Uceuse lueil, to tuggeat that the arbitra¬ 
tion provision wa* more than atmply a means 
«' achieving the goal of impartial appttca- 
tum at the general standard embodied In the 
license (*t page 754). 

Licensee presented no new facts or 
Uw that would necessitate a hearing on 
the issue In ^cafroin Lines v. Pciui&yl- 
rania, 207 F. 2d 225. 259 <CA3- 1952 ) . the 

court slated: 


NonnaUv. if mich an bene, albeit concern- 
the Jurisdiction of the tribunal luelf, has 
once bem decided between the parties be 
competent court, another court will not per¬ 
mit the matter to be remifated between the 
“me parties in another ca*e. • • • yiic p rea . 
•nt cat* doe* not present the additional con¬ 
sideration that the lint decision was by • • • 
■dnunutrative tribunal, rather than a court. 
Bui tn the circumstance* that should make 
no dUfervnce. There was a coo tested proceed- 
l&f before the C'ommlaaion. with decision 
pending upon the present iasuea and the 
P*rtlw taking opposite sides upon it. Res 
judical* should and does apply 


The Supreme Court ha* upheld the 
principle that if an Issue has been rc- 
wived in u contested proceeding then the 
wties or the agency are collaterally 
flopped from arguing the issue in a 
w**<ment proceeding. US. v. Utah Con- 
uruetton Co. 384 U.8 391 (19661. The 
court .stated at page* 421-22: 


th* ****** court* have in»ed language to 
re * J udlc wt* principles do not 
PPty to administrative procoedlntm. but auch 
Iff?* u certainly too broad When au ad- 
»i K ency is scUng in a judicial 
Dranllil u°, U rebo,v<s ® Hinted issues of fact 
r a X Z**t<** h which the parties have had 
r.rt opportunity to litigate, tlu> 

dU tetl!! 1 hesitated to apply res judi- 
• w enforce respese. Sunnktnc Anthracite 
°* f. Adkins, 310 U S. 381 (1959). 


Ajj Mated previously, Uie Court of Ap- 
• ' * rejected Licensee's argument that 


the arbitration clause was a bargained 
for license provision. Wc are, therefore, 
denying the Licensee's request that the 
hearing Include the taking of evidence 
on the arbitration clause as a bargained 
for portion of the license. 

Amortization Reserves 

On July 7. 1976, the Tribes moved the 
Commission to set for hearing their pe¬ 
tition filed May 10. 1965• requesting the 
Commission to compel the Licensee to 
establish and maintain amortization re¬ 
serves pursuant to Section 10(d) of the 
Act and Article 34 of the project license. 
On August 5. 1976. the Licensee re¬ 
sponded to the motion requesting that it 
be denied or dismissed as moot because 
the Licensee was undertaking to deter¬ 
mine the amount, if any. to be placed In 
the amortization reserve. By direction of 
the Commission, the Secretary requested 
the Licensee on December 17, 1976, to 
submit a computation of annual project 
earnings and the current effect on the 
amortization reserve for the project con¬ 
sistent with the principles set forth in 
Order No. 387 and Opinion No. 596-A. 
The Licensee filed the reouested Infor¬ 
mation on February 15. 1977. 

As noted above, on August 18. 1976. 
the Tribes moved for consolidation of the 
readjustment of annual charges and the 
amortization reserve questions. The Li¬ 
censee responded to the motion to con¬ 
solidate on August 30. 1976, objecting to 
the motion. Licensee stated that there 
was nothing to consolidate, because it 
has undertaken to establish and main¬ 
tain an amortization reserve. Bv motion 
filed April 29. 1977. Interior requested 
that the Commission grant the Tribes 
Motion to consolidate. 

We do not believe that the amortiza¬ 
tion reserve question and the readtust- 
mert of annual charges question should 
be consolidated for hearing. As noted by 
the Licensee in its answer fled on August 
5. 1976. the amount that it pays to the 
Tribes for annual charges affects its 
earnings which tn turn would affect any 
amounts to be placed in the amortization 
reserves. Thus, until the question of an¬ 
nual charges has been finally determined 
it would be appropriate to defer any 
hearing on the amounts, if any. to be 
placed in the amortization reserves. Of 
course, the Licensee should continue to 
follow the principles set forth in Order 


* Beginning in 1065, the Licensee end the 
Tribes have rruute mvchU requests respecting 
the smortiEstlon reserves. Also, on J&uuary 
18. 1966. Interior filed a petition to intervene 
tn the proceeding concerning the Tribes* pe¬ 
tition of May 10. 1985. It should be noted 
that because a rulemaking proceeding In¬ 
volving a statement of policy regarding net 
investment and amort nation reserves was 
ongoing at that time and culminated In 
Commission Order No. 387, 42 FPC 329 < I960). 
and because a subsequent proceeding involv¬ 
ing a similar type of amortisation reserve 
question In Project No. 82. which wa* not 
completed until August 31. 1976, no action 
was taken on the Tribes* petitions in this 
matter. (See also. Opinion No. 59 6. Alabama 
Power Co.. 45 FPC 1068 (10711, reversed Ala¬ 
bama Power Co„ v. FPC, 483 F 3d 1316 (CA5- 
1073); and Opinion 506-A Issued August 31, 
1970.) 


No. 387 and Opinion No. 596-A to deter¬ 
mine annually, subject to Commission 
review, the amounts to be placed In the 
amortization reserve. We are. however, 
deferring any action on the Tribes' peti¬ 
tion respecting amortization reserves 
until the appropriate time. 

Petition to Intervene 

On April 29. 1977. the Secretary of the 
Interior petitioned to intervene in the 
proceeding respecting the proposed re¬ 
adjustment of the annual charges. The 
petition stated Unit the Tribal lands 
utilized by the project are under the su¬ 
pervision of the Secretary of the Interior. 
No response to the petition to intervene 
has been received. 

The Commi8ton finds. (1) It is appro¬ 
priate and in the public interest for the 
purposes of the Federal Power Act to 
hold a hearing, as hereinafter provided, 
respecting whether or not the annual 
charge for the use and occupancy of 
Tribal lands by Project No. 5 should be 
readjusted; and, if so, what the read¬ 
justed annual charge should be and what 
the effective date of such charge should 
be. 

(2) It is appropriate and In the public 
interest that Licer-see's request to pre¬ 
sent evidence on whether or not the arbi¬ 
tration clause In Article 30(d) was bar¬ 
gained for be denied. 

(3> It is appropriate and In the public 
Interest that the Tribe's motion of Au¬ 
gust 18. 1976. requesting consolidation 
be denied. 

(4> Participation by the Secretary of 
the Interior in this proceeding may be 
in the public interest. 

The Commission orders. (A) Pursuant 
to the authority contained in. and sub¬ 
ject to the jurisdiction conferred upon, 
the Federal Power Commission by the 
Federal Power Act. particularly Sections 
10(e) and 308. thereof; the license for 
Project No. 5; and the Commission's 
Rules of Practice and Procedure: a Pre- 
hearing Conference shall be held at 9:30 
a.m. on August 17, 1977. In a hearing 
room of the Federal Power Commission, 
825 North Capitol Street. N.E.. Washing¬ 
ton, D.C. respecting the matters involved 
and the issues presented in finding (1) 
above. 

(B> A Presiding Administrative Law 
Judge, to be designated by the Chief Ad¬ 
ministrative Law Judge for that purpose 
pursuant to Section 3.5(d) of the Com¬ 
mission’s Rules and Regulations. 18 CFR 
3.5(d) (1976), shall preside at the hear¬ 
ing in this proceeding, with authority to 
establish and change all procedural dates 
and to rule on all motions with the ex¬ 
ceptions of petitions to intervene, mo¬ 
tions to consolidate and sever, and mo¬ 
tions to dismiss. 

(C) The Commission's Rules of Prac¬ 
tice and Procedure shall apply In tills 
proceeding, except to the extent they are 
modified and supplemented herein. 

<D> Licensee's request to submit evi¬ 
dence at the hearing respecting the is¬ 
sue of whether or not the arbitration 
clause of Article 30(d) of the license was 
bargained for is hereby denied. 

<E) The Secretary of the Interior is 
hereby permitted to intervene in the pro- 


FCDERAL REGISTER, VOl. 42, NO. 142—MONDAY, JULY 25. 1977 








37861 


NOTICES 


ceeding subject to the Commission’s 
Rules and Regulations: Provided, how¬ 
ever, That the participation of such in- 
tervenor shall be limited to matters af¬ 
fecting asserted rights and interests 
specifically set forth in its peUtlon to 
intervene; Provided further. That the 
admission of such intervenor in these 
proceedings shall not be construed as 
recognition by the Commission that the 
intervenor might be aggrieved by any 
order or orders entered in these proceed¬ 
ings. 

By the Commission. 

Kenneth F. Plumb. 

Secretary . 

[FR Doc.77-31329 Filed 7-21-77:8:45 am] 


{Docket No. HP 75-741 

TRANSWESTERN PIPELINE CO. 

Order Accepting Settlement and 
Remanding Rate of Return Issue 


{Docket No. CI77-298] 

TENNECO INC. AND AMOCO PRODUCTION 
CO., ET AL. 

Order Granting Motion 


July 19, 1977. 

On June 20. 1977. Mobil Oil Corpora¬ 
tion (Mobil) filed a motion in this pro¬ 
ceeding requesting the Commission to 
Join Channel Industries Gas Company 
(Channel >, Tennessee Gas Pipeline Com¬ 
pany, a division of Tenneco Inc. (Ten¬ 
nessee) and Tenneco Oil Company, a 
division of Tenneco. Inc. (Tenneco Oil) 
as party respondents. 1 Mobil states in 
support of its motion that these parties 
are involved in the transactions which 
are the subject of the investigation in¬ 
stituted in this docket. 

Mobil states that Tenneco Inc.’s Peti¬ 
tion for Declaratory Order, filed Febru¬ 
ary 28. 1977. as amended, which consti¬ 
tutes the basis for the subject investiga¬ 
tion is replete with references to the sig¬ 
nificant involvement of Channel and 
Tennessee in the sale of natural gas from 
the fields enumerated therein. Mobil also 
alleges that Tenneco Oil is a non-signa¬ 
tory party to the Mobil contract with 
Channel covering sales to Channel from 
the Seeligson Field. In the Commission's 
June 6, 1977 order which set this pro¬ 
ceeding for hearing, these Seeligson sales 
were specifically made subject to this 
investigation. 

In order to penult a full evaluation 
of all the facts and circumstances relat¬ 
ing to the sales of natural gas which 
are the subject of this investigation, we 
find that it is appropriate to Join as 
respondents the parties ILsted in Mobil s 
motion. Therefore, we shall grant Mobil’s 
June 20. 1977 motion. 

The Commission orders, Mobil’s June 
20. 1977 motion is hereby granted and 
Channel, Tennessee and Tenneco Oil are 
hereby made respondents. 

By the Commission. 

Kenneth F. Plumb. 

Secretary. 

(FR Doc.77-21326 Filed 7-22-77:8:45 am| 

i On June 27. 1077, Atlantic Richfield Com¬ 
pany. Shell Oil Company and 8un Company, 
Inc. Joined In Mobil’* motion. 


July 19. 1977. 

The proceedings In this docket were 
Initiated by a general rate increase filing 
on March 14. 1975. by Transwestern 
Pipeline Company. On October 1. 1975. 
the Commission set the matter for hear¬ 
ing. We now have before us a settlement 
certified to the Commission by Presiding 
Administrative Law Judge Israel Convis- 
scr on December 21. 1976. The certifica¬ 
tion states that a partial settlement has 
been reached and certain issues reserved 
for hearing. These reserved issues are 
currently pending before the Adminis¬ 
trative Law Judge. While settlement was 
not reached on a proper allowed rate 
of return, all parties agreed to argue 
their cases In initial and reply comments 
before the Commission rather than in 
hearing. Thus, our action on the con¬ 
tested reserved rate o! return issue does 
not impact upon acceptance of the settle¬ 
ment to which no party or the Commis¬ 
sion staff objected. The rates involved 
herein were effective for the lock-in 
period October 1. 1975. to June 1, 1977. 

The only intervenor who appeared at 
the hearing. City Service Gas Company, 
concurs in the rate of return contained 
in the settlement agreement and no other 
parties object except staff and the Public 
Utilities Commission of the State of Cali¬ 
fornia. Staff counters with Us own pro¬ 
posal as to rate of return. 

Upon review of the settlement agree¬ 
ment, we will accept the settlement and 
grant waiver of the Commission's Rules 
necessary to effectuate all the provisions 
of the stipulation and agreement. 

Upon our review of the evidentiary 
record on rate of return, we find that 
insufficient information exists for a rea¬ 
soned determination of the facts upon 
which to establish the rate of return. 
We, therefore, order that this issue in 
the proceeding be remanded to the Pre¬ 
siding Judge for hearings and for the 
presentation of further evidence and 
argument by the parties on this issue. 
We outline below some of the areas in 
which the record is deficient and to 
which the parties should give special 
attention In their new submittals. 

Tlie agreement provides in Article I 
for the filing of revised tariff sheets 
upon final action by the Commission on 
the issues which are reserved by Article 
II. and provides for the payment of 
appropriate refunds. Article II outlines 
six reserved issues which are now pend¬ 
ing before the Presiding Administrative 
Law Judge. Article III provides specifi¬ 
cally that cost allocation, classification, 
and rate design shall be applied in ac¬ 
cordance with final Commission order 
in Docket No. RP74-52. and specifically 
reserves to stair the right to raise these 
Issues in subsequent filings by Trans- 
western. Article IV defines “advance 
payment tracking" and outlines certain 
provisions with reference to the appli¬ 
cation of advance payment tracking. 


Article V outlines the effectiveness of 
the proposed settlement and Article VI 
provides for the term of the agreement 
Acceptance of the settlement will not 
result In any immediate filing of re¬ 
vised tariff sheets reflecting the settle¬ 
ment nor immediate refunds The 
settlement provides such revised tariff 
sheets need not be filed until within 10 
days after the date of a final Commis¬ 
sion order (no longer subject to Judicial 
review) determining the Issues reserved 
by the settlement for hearing. It further 
provides that refunds are required only 
within 60 days after the date of a final 
Commission order determining the re¬ 
served issues. The hearing on the re¬ 
served issues has concluded, briefs have 
been filed with the Administrative Law 
Judge and the issues are awaiting this 
decision.* Therefore, any refunds flow¬ 
ing to customers as a result of this 
settlement will not be distributed until 
after the reserved issues are finally de¬ 
cided. Remand of the rate of return 
Issue will necessarily require some addi¬ 
tional procedural time but we believe it 
necessary on this record and that the 
resultant delay will be minimal. If any. 
if the Law Judge immediately reopens 
the proceedings on the reserved issues 
to permit submittal of evidence and 
cross-examination on the rate of return 
question and then rules on all issues 
before him In this docket in a single 
initial decision. 


Rate or Return 

The initial and reply comments cl 
Company and Staff argue solely the 
issues of rate of return on common 
equity and overall rate of return. The 
settlement would provide an overall 
rate of return of 10.5% with a resulting 
rate of return on equity of 13.704% - 
Staff proposes a 9.75% overall rate with 
a 12.37% rate on common equity. The 
settlement, however, contains no refer¬ 
ence to agreement on the proper capital 
structure or cost rate for debt. The 
Commission must determine these auc¬ 
tions if it is to Issue an order on the 
proper rate of return to allow on rate 
base. In our revleVr of the testimony 
presented by Company and Staff, we 
find It necessary to reject both prop‘*a« 
put forth on these issues. 

Company witness Bixb.v would have 
us Include in the adjusted capitalist. Ion 
for September 30.1975, a prospective long 
term debt issue at a rate of 12 a t™ 
was apparently never Issued »see 
Reply Comments. App. B. p. 2 of *'• 
While tills sale may have been f***™|" 
bly included in the capitalization at W 
time of the Initial filing In early 19 <5. me 
Company had ample opportunity to on * 
updated capitalization figures for pur¬ 
poses of the comments. Staff revised! 
capitalization and rate of return recom¬ 
mendation in July of 1976. 

Staff witness Adelman. on the 
hand, would substitute a lesser amount w 


i The hearing was closed on a 

1977, and the last brief* were *ubmitt*a. 
April 6. 1977. 


FEDERAL REGISTER, VOL 42, NO, 142—MONDAY, JUIY 25, 1977 









NOTICES 


37865 


abort term debt at a rate of 10% for 
Tramwestern’s prospective 12% issue. 
StidT* argument for the inclusion of 
short term debt is “to bring total capi¬ 
talization in line with the staff-adjusted 
rate base/' (Tr. 162). No evidence, how¬ 
ever, was presented to show a need on 
the part of Transires tern for employing 
short term debt in Its rate base financing. 
Staff simply noted that “the company 
presumably has relied on short-term debt 
to finance a portion of jurisdictional 
rate base since permanent capital (long¬ 
term debt, preferred stock and common 
equity* falls • • • short.'* (Tr. 162).This 
does not appear to be sufficient cause for 
Including short term debt in the capital¬ 
ization. Indeed, the Commission ruled 
in its previous order on Transwestern 
• Docket No. RP74-S2) that short-term 
debt .should be excluded. In that case, 
however, permanent capital was approx¬ 
imately equal to rate base. 

Transwestern is practically a wholly 
owned subsidiary of Texas Eastern which 
has 99.47% ownership. There is evidence 
in the record that, in this parent-subsid¬ 
iary relationship, Tramwestorn does not 
act as an autonomous corporate entity. 
The atoll witness noted that “Transwest¬ 
ern’s equity ratio is currently somewhat 
thicker than cither its parent or the 
fthree comparable utility 1 groups, due 
primarily to net earnings retention av¬ 
eraging 71.5% which is substantially 
greater than is traditional for regulated 
industries." (Tr. 100.) Staff argued that 
this is due to Texas Eastern's ability to 
set Transwestern's dividend payout ratio 
in relation to Texas Eastern’s financial 
requirements. 

In general, the capital structure used 
to arrive at the overall allowable rate of 
return should represent the prospective 
capital structure of the utility consistent 
with the risk profile of is operations. 
Staff’s Exhibit 42 shows that the average 
common equity ratio of 13 Major Class 
A and B Pipelines increased from 33% 
to 38 f ; during the period 1970 through 
1974 During the same period Trans- 
western’s equity ratio changed from 28% 
to 41%. The capital structures proposed 
by Transwestern and Staff as of Septem¬ 
ber 30. 1975. reflect common equity ra¬ 
tios of 42% and 43%. respectively. Fur¬ 
ther, Stuff's reply brief notes that the 
capital structure proposed by Transwest- 
cm hi its latest filing (RP77-19) includes 
kn equity ratio of 54%. These statistics 
raise questions concerning the extent to 
which Transwcatern's capital structure 
»Influenced by Its parent's overall oper- 
ationH with little regard to Transwcst- 
erns financing risks. The propriety of 
i« use In determining the overall allowed 
cate of return for Transwestern U there¬ 
fore questionable. 

Concerning the issue of rate of return 
on common equity, we find Staff’s basing 
£ . 1 recommendation on the Comm Is- 
Jwn s ruling in an earlier docket an in- 
‘UficJent basis for determining return 
u co, umon equity. Staff, in Initial testi- 
* r $ued 111 at a 12% rate of return 
common equity was fair and reason- 
we On March 2, 1976, the Commission 
***** an order approving a settlement 


agreement In Docket No. RP74-52 in¬ 
cluding an overall rate of return for 
Transwestern of 9.75% for the locked-in 
period July 11. 1974. to October 1. 1975. 
Subsequently. Staff revised its capitaliza¬ 
tion exhibit to yield the same overall 
rate of return of 9.75% in the instant 
docket and thereby offering a rate of 
return of 12.37% on common equity for 
the locked-in period beginning October 1, 
1975. and ending June 1. 1977. We reject 
this procedure. 

In remanding this case for hearings 
and for the presentation of additional 
evidence, we are directing all parties to 
address the following issues: 

<1> The appropriate capitalization to 
be used in determining an overall rate 
of return for Transwestern; 

(2) The propriety of including short¬ 
term debt in Trans western's capitaliza¬ 
tion during the period in question, and 

(3 > The extent that the rate of return 
on common equity allowed in the earlier 
docket is appropriate and relevant for 
the period covered by this docket. Par¬ 
ties should take into account changes in 
the cost of common equity resulting from 
changes in the money market, changes 
in the equity ratio, and other changes in 
the period since the earlier docket. 

The Commission finds: (1) It is desir¬ 
able and in the public Interest that the 
settlement agreement submitted by 
Transwestern Pipeline Company’ in this 
proceeding be accepted. 

(2) Good cause exists to remand for 
hearing the issue of the appropriate rate 
of return for Transwestern Pipeline 
Company. 

The Commission orders: (A) The 
Stipulation and Agreement submitted by 
Transwestern Pipeline Company certi¬ 
fied on March 14. 1975. and incorporated 
herein by reference is approved. 

<B) Revised tariff sheets shall be 
filed by Transwestern Pipeline Company 
in accordance with Article I of the Stip¬ 
ulation and Agreement* at such time 
as designated therein, subject to ap¬ 
proval of the Commission. 

(C) Within 30 days of the Commis¬ 
sion's approval of Transwestern Pipeline 
Company's substitute tariff sheets in ac¬ 
cordance with Paragraph (B). above, or 
within 60 days after the date upon which 
the Commission order determining the 
issues reserved by Article II of the Stip¬ 
ulation and Agreement becomes final (as 
provided in Article I. Part 2<d>). which¬ 
ever is later, Transwestern shall refund 
to its customers for the period October 1, 
1975, to June 1, 1977. all amounts. If any. 
collected in excess of those which would 
have been payable under the rates and 
charges approved, in accordance with 
Paragraph (A>, above, and In accord¬ 
ance with such other orders of the Com¬ 
mission on the reserved and remanded 
issues, herein, together with Interest at 
a rate of nine percent per annum from 
the date of payment to Transwestern 
Pipeline Company to the date of refund. 

ID) Within 15 day’s after refunds have 
been made. Transwestern shall file with 
the Commission a compliance report 
showing monthly billing determinants 
and revenues under prior, present, and 
adjudicated rates; monthly adjudicated 


rate Increase, monthly rate refund, and 
the monthly Interest computation, to¬ 
gether with a summary of such informa¬ 
tion for the total refund period. A copy 
of such report shall also be furnished 
to each state commission within whose 
jurisdiction the wholesale customer dis¬ 
tributes and sells natural gas at retail 

(E> The Issue of the proper rate of 
return for Transwestern Pipeline Com¬ 
pany in this docket is remanded for hear¬ 
ing for consideration with the remainder 
of the reserved issues in the docket pres¬ 
ently before the Presiding Administra¬ 
tive Law Judge. 

<F> The Administrative Law Judge 
shall reopen the record on the reserved 
issues for the receipt of evidence and 
cross-examination upon the Issue of the 
proper rate or return In this proceeding. 

(O) The Commission's General Rules 
and Regulations, including, but not lim¬ 
ited to. Part 154 thereof, are waived to 
the extent necessary to effectuate all of 
the provisions of the Stipulation and 
Agreement approved in Paragraph (A), 
above. 

By the Commission. 

Ksiffcrni F. Plumb. 

Secretary. 

|FR Doc.77-21328 Filed 7-23-77; 8:45 am] 

FEDERAL RESERVE SYSTEM 
DETROITBANK CORPORATION 
Order Approving Acquisition of Bank 

DETROITBANK Corporation. Detroit, 
Mich., has applied for the Board's ap¬ 
proval under Section 3(a) (3) of the Bank 
Holding Company Act <12 U.S.C. 1842(a) 
<30. to acquire 100 percent of the vot¬ 
ing shares (less directors* qualifying 
shares) of Kentwood Bank. NA„ Kent¬ 
wood. Mich, (in organization). which will 
acquire the deposits and assume the 
liabilities of Kentwood National Bank, 
Kentwood. Mich. (Bank). The Kent¬ 
wood Bank, N.A.. has been organized 
solely as a means to facilitate the ac¬ 
quisition of Bank's assets and the as¬ 
sumption of its liabilities. Accordingly, 
the acquisition of the bank In organiza¬ 
tion Is treated herein as the proposed ac¬ 
quisition of Bank. 

Notice of the application, affording 
opportunity for interested persons to 
submit comments and views, has been 
given in accordance with Section 3(b) 
of the Act. The time for filing comments 
and views has expired, and the Federal 
Reserve Bank of Chicago lias considered 
the application and all comments re¬ 
ceived in light of the factors set forth 
in Section 3(c> of the Act (12 U.SC. 
1842(0). 

Applicant, the third largest banking 
organization In Michigan, controls five 
banks, all located in the Detroit bank¬ 
ing market* with aggregate deposits of 
$2.7 billion, representing about 8.8 per¬ 
cent of the total commercial bank de¬ 
posits In the State. 1 Consummation of 


1 All banking data are m of June SO. 1976, 
and represent all holding company forma¬ 
tions nnd acquisitions approved through 
AprU 30, 1977. 
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this proposal would Increase Applicant’s 
total State deposits by about 0.01 of a 
percentage point and would not signifi¬ 
cantly affect statewide concentration of 
banking resources in Michigan. 

Bank (deposits of $3.5 million) holds 
about 0.2 percent of the total deposits 
In commercial banks In the relevant 
banking market and ranks as the 14th 
largest of 15 banks operating therein.’ 
The office of Applicant’s subsidiary bank 
closest to an office of Bank is located 
128 mlless from Bank. It appears that no 
meaningful competition presently exists 
between any of Applicant’s bonks and 
Bank; nor does it appear likely that any 
significant competition would develop 
between them In the future in view of 
the distances involved and Michigan’s 
restrictive branching laws. Although Ap¬ 
plicant has the managerial and financial 
resources to enter the market dc novo, 
the acquisition of a financial institution 
of the size of Bank is viewed as an ac¬ 
ceptable alternative to such entry. More¬ 
over, the proposal should have a salutary 
effect on competition by introducing An¬ 
other large banking organization to the 
market. Thus. It is concluded that com¬ 
petitive considerations arc consistent 
w ith approval of the application. 

Considerations relating to the financial 
and managerial resources and future 
prospects of Applicant, its existing sub¬ 
sidiary banks, and Bank, are generally 
satisfactory and consistent with approval 
of the application. 

Bank would oiler specialized services 
such as trust and International banking 
on a correspondent or referral basis 
through Applicant’s lead bank, and 
Bank’s lending limit would be effectively 
increased through loan participations 
w ith Applicant's affiliates. Considerations 
relating to the convenience and needs 
of the community to be served are con¬ 
sistent with and lend some weight toward 
approval of the application. It is the 
judgment of this Reserve Bank tliat the 
transaction would be In the public in¬ 
terest and that the application should 
be approved. 

On the basis of the record, the applica¬ 
tion is approved for the reasons summa¬ 
rized above. The transaction shall not be 
made: (a) before the thirtieth calendar 
day following the effective date of this 
Order, or (b) later than three months 
after the effective date of this Order, un¬ 
less such period is extended for good 
cause by the Board or by the Federal Re¬ 
serve Bank of Chicago, pursuant to dele¬ 
gated authority. 

By order of the Federal Reserve Bank 
of Chicago, acting pursuant to delegated 
authority for the Board of Governors of 
the Federal Reserve System, effective 
July 7.1977. 

Robert P. Mayo, 

President. 

IFR Doc.77 21279 Filed 7-22-77;8:45 aiuj 


• The relevant banking market for purposes 
of analyzing the anticompetitive effect* of 
the proposed transaction Is approximated by 
the Grand Rapids RMA 


LAKE VIEW BANCORP, INC. 
Formation of Bank Holding Company 

Lake View f Bancorp, Inc.. Northbrook, 
Illinois, has applied for the Board’s ap¬ 
proval under 5 3(a)(1) of the Bank 
Holding Company Act (12 U.S.C. 

$ 1842<a) (1>) to become a bank holding 
company through acquisition of 99.9 per¬ 
cent of the voting shares of Lake View 
Trust and Savings Bank, Chicago. Il¬ 
linois. The factors tliat arc considered 
in acting on the application are set forth 
in 5 3<c) of the Act (12U.S.C. 5 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Chicago. 
Any person wishing to comment on the 
application should submit views In writ¬ 
ing to the Secretary, Board of Governors 
of the Federal Reserve System. Wash¬ 
ington. D.C. 20551 to be received no 
later than August 15.1977. 

Board of Governors of the Federal 
Reserve System, July 18,1977. 

Ruth A. Roster, 
Assistant Secretary of the Board . 

|FR Doc.77-21280 Filed 7-22-77:8:45 ami 

DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

IF-19148-H 

ARCTIC SLOPE REGIONAL CORP. 
Alaska Native Claims Selection 

On November 15. 1973, pursuant to 
section 12(c)(3) of the Alaska Native 
Claims Settlement Act of December 18, 
1971 (85 Stat. 688, 702 ; 43 U S.C. 1601. 
1611), the Arctic Slope Regional Cor¬ 
poration filed selection application 
F-19148-1, covering the surface and 
subsurface estates of the lands described 
herein. 

It has been determined that the appli¬ 
cation has been properly filed and meets 
all the requirements of the act and the 
regulations issued pursuant to the act. 
as (veil as the provisions of the special 
agreement between the Department of 
the Interior and the Arctic Slope Re¬ 
gional Corporation dated February 26. 
1974. The selected lands described below 
do not include any lawful entry perfected 
under or being maintained in compliance 
with laws leading to acquisition of title. 

In view of the foregoing, the surface 
and subsurface estates of the following 
described lands, aggregating approxi¬ 
mately 221.575 acres, are considered 
proper for acquisition by Uic Arctic Slope 
Regional Corporation, subject to valid 
existing rights, and are hereby approved 
for Interim conveyance pursuant to sec¬ 
tion 14(e) of the act; 

Umjat Moudxan. Alaska tUNiT7*vmrn>) 

ANAKTUVUK UNIT F-t*14*-l 

T. 13S.R. 1 W. 

Secs. 1 to 17, Inclusive; 

Sec. 18. excluding Native allotment F 17886 
Parcel B; 

Secs 19 to 36, inclusive. 

T. 13 8.. R 1 E. 

Sees. 1 to 21. Inclusive; 


Secs. 22 and 23, excluding Native allotment 
F-16437; 

Secs. 24 to 36, Inclusive. 

T. 13 8*. R. 3 E 

Secs. 1 to 6. inclusive: 

Secs. 7 and 8, excluding Native allot meat 
F-16313; 

Secs. 9 to 18. Inclusive: 

Sec. 19, excluding Native allotment F 
16437, Parcel A; 

Sees. 20 and 21. excluding Native ailottm 
F 028554; 

Secs. 22 to 27. Inclusive; 

Secs. 28 and 29. excluding Native allot¬ 
ments F-028554 and F-17882: 

Bee. 30. excluding Native allotment f 
16437. Parcel A; 

Secs. 82 and 33. excluding Native allotment 
F-17882; 

Secs. 34.35. and 36. 


T. 14 8.. R. 2 E. 

Secs. 1 to 24. inclusive; 

Sec. 25, excluding Native allotment 1 38 
Parcel A; 

Sec. 26; 

Sec. 27. excluding Native allotment F 
17887: 

Secs 28 to 34, Inclusive; 

Sec. 35, excluding Native allotment r 
16415. 

T. 14 S.. R. 4 E. 

Sees. 1 to 5, Inclusive; 

Secs. 7 to 36. inclusive. 

T. 15 8.. R. 1 W. 

Secs. 1 to 14. Inclusive; 

Sec. 15. excluding Native allotment F 

16431; 

Been. 16 to 21. Inclusive; 

Sec. 22, excluding Native allotment F 

16431; 

Secs. 23 to 36. Inclusive. 

T. 15 S., R. 1 E. 

Secs, l to 34. Inclusive. 

T. 15 S- R. 3 E. 

Secs. 1 to 18. Inclusive; 

Sec. 10. excluding Native allotment F 

16445; 

Secs 20 to 24. Inclusive. 

T. 16 8.. R. 2 E. 

All. 

T. 16 S., R. 4 E. 

All. 

T. 17 8..B.1 W. (fractional) 

All. 

T. 17 8.. R. 1 E. (fractional) 

All. 

T. 17 8..R 3E. (fractional) 

All. 


The interim conveyance issued for the 
rface and subsurface estates of the 
nds described shall contain the follow- 
g reservations to the United States 

1. A right-of-way thereon for ditene* 
id canals constructed by the authority 

the United States. Act of August 30, 
(90 (26 Stat. 391; 43 U.S.C. 945). 

2. A right-of-way thereon for the con- 

ruction of railroads, telegraph and teic- 
lone lines, as prescribed and directed 
r the act of March 12. 1914 <38 Stat. 
)5; 43 U.S.C. 975(d)). % , . 

3. Pursuant to section 17<b) oi tne 
laska Native Claims Settlement Act o: 
ecember 18. 1971 <85 Stat. 688. 708 ; 43 
.S.C. 1601. 1616). the following public 
use men Is referenced by easerr.ot.. 
[entifleation number (EIN> on the ease- 
tent map in case file F-21780 we Wj 
>rved to the United States and subjxct 
> further regulation thereby: 

a. (EIN 3 Cl) A streamside easemer... 
venty-flve (25) feet In width, 
oth banks of the Anaktuvuk River ; 
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public recreational use as it traverses 
irgional selected land. This easement 
alM> includes the river bed. 

b EIN 6 C4, L (6a and 6b)) Two (2) 
trails In the John River and Anaktuvuk 
River areas for use by the public to gain 
access to isolated parcels of public land. 
The use of these trails is to be controlled 
by applicable State or Federal law or 
regulation: 

6a An existing trail, twenty-five (25) 
feet in width, following the Hlckel High¬ 
way route, which closely parallels the 
Anaktuvuk River as It traverses regional 

selected land. 

6b. A proposed trail, fifty (50) feet in 
width, roughly paralleling the left bank 
ot Kollutarak Creek as it traverses re¬ 
gional selected land. This trail begins 
near the confluence of the John River 
and Kollutuk Creek, and leads in a north¬ 
westerly direction to Chandler Lake, 
where it Joins with trail 6c. 

c « EIN 19 C5 (19a, 19b. 19c, 19e> > A 
series of four (4) proposed spur trulls 
that branch off of trail 6a, as they tra¬ 
verse regional selected lands, for use by 
the public to gain access to and from 
Isolated parcels of public land. The use 
of these trails is to be controlled by 
applicable State or Federal law or 
regulation: 

19a A spur trail, twenty-five (25 > feet 
In width, proceeding from the Anaktuvuk 
River area in protracted T. 13 8., R. 3 E.. 
Umlat Meridian. The trail extends west¬ 
erly up the right bank of Akmagolik 
Creek to public land in protracted T. 14 
S.. R 1 E., Umlat Meridian. 

19b A spur trail, twenty-five (25) feet 
in width, that proceeds up the left bank 
of Akvalutak Creek to public land near 
Mount Stuver. 


I9r. A spur trail, twenty-five (25) feet 
m width, beginning at the village air¬ 
strip at Anaktuvuk Pass in protracted 
T 15 S.. R. 2 E., Umlat Meridian, leading 
in an easterly direction along the left 
bank of the Anaktuvuk River. This ease¬ 
ment also includes two (2) proposed 
brunch trails extending to public lands 
In protracted T. 16 8., R. 3 E., Umlat 
Meridian. 


l&e A branch trail, twenty-five (25) 
'eet in width, which begins at trail 6u 
® toe River drainage and proceeds 
5? Public lands in protracted T. 16 8.. 
R 1 W., Umlat Meridian. 

d. <EIN 22 C5) A streamslde easement, 
twenty-five (25) feet in width, along both 
osn<& of the John River, for public rec- 
use. as it traverses regional 
•riected lands southwest of the airstrip 
At Anaktuvuk Pass. This easement also 
includes the river bed. 

Q ' E * N 23 C) The right of the United 
ir * to enter upon the lands herein 
yarned for cadastral, geodetic or other 
♦kT 1 1 P urpo5e8 ** reserved together with 
mnrf things necessary’ in 

connection therewith. 

or It 24 C) Eas e*ncnts for the trails- 
on ?( cner *y. fuel and natural re- 

Uniiivf ^ Hre ^ PWWty of Uie 
s tote* or which are intended for 

ur* thc Un,t€d States or which 

produced by the United States. These 


easements also include the right to build 
any related facilities necessary for the 
exercise of the right to transport energy, 
fuel and natural resources, including 
those related facilities necessary during 
periods of planning, locating, construct¬ 
ing. operating, maintaining or terminat¬ 
ing transportation systems. The specific 
location of these easements shall be de¬ 
termined only after consultation with 
the owner of the servient estate. When¬ 
ever the use of such easements will re¬ 
quire removal or relocation of any struc¬ 
ture owned or authorized by the owner 
of the servient estate, such use shall not 
be initiated without the consent of the 
owner of such improvement: provided, 
however, that the United States may ex¬ 
ercise the right of eminent domain if 
such consent is not given. Only those por¬ 
tions of these easements that are actually 
in use or that are expressly authorized 
on March 3. 1996 shall continue to be in 
force. 

The grant of lands by the interim con¬ 
veyance shall be subject to: 

1. Issuance of a patent confirming the 
boundary description of the lands grant¬ 
ed after approval and filing by the Bu¬ 
reau of Land Management of the official 
plat of survey covering such lands. 

2. Valid existing rights therein, in¬ 
cluding but not limited to those created 
by any lease (including a lease issued 
under section 6(g) of the Alaska State¬ 
hood Act (72 Stat. 339. 341)), contract, 
j>ermit. right-of-way or easement, and 
thc right of thc lessee, contractee, per¬ 
mittee or grantee to the complete enjoy¬ 
ment of all rights, privileges and benefits 
thereby granted to him. 

3. The terms and conditions of thc 
agreement dated August 6. 1976 between 
the Secretary of the Interior, Arctic Slope 
Regional Corporation and the eight Arc¬ 
tic Slope village corporations. A copy of 
the agreement shall be attached to and 
become a part of the conveyance docu¬ 
ment and shall be recorded therewith. A 
copy of the agreement is located in the 
Bureau of Land Management easement 
cusefile for Arctic Slope Regional Cor¬ 
poration. serialized F-21780. Any person 
wishing to examine this agreement may 
do so at the Bureal of Land Management. 
Alaska State Office. 555 Cordova Street, 
Anchorage. Alaska 99501. 

No water bodies in the area are de¬ 
termined to be navigable by reason of 
travel, trade or commerce. 

In accordance with Departmental reg¬ 
ulation 43 CFR 2650.7<d>, notice of this 
decision is being published one in the 
Federal Register and once a week, for 
four (4) consecutive weeks, in the Tun¬ 
dra Times. Any party claiming a prop¬ 
erty interest In land affected by this de¬ 
cision may appeal the decision to the 
Alaska Native Claims Appeal Board. P.O. 
Box 2433. Anchorage. Alaska 99510 and 
with a copy served upon the Bureau of 
Land Management and the Regional So¬ 
licitor. Office of the Solicitor. 510 L 
Street. Suite 408, Anchorage. Alaska 
99501; also: 

1. Any party receiving actual notice of 
Uiis decision shall have 30 days from the 


receipt of actual notice to file an appeal. 

2. Any unknown parties, any parties 
unable to be located after reasonable ef¬ 
forts have been expended to locate, and 
any parties who failed or refused to sign 
a receipt for actual notice, shall have 
until August 24. 1977 to file an appeal. 

3. Any party known or unknown who 
may claim a property interest which is 
adversely affected by this decision shall 
be deemed to have waived his rights 
which were adversely affected unless an 
appeal is timely filed with the Alaska 
Native Claims Appeal Board. 

To avoid summary dismissal of the ap¬ 
peal. there must be strict compliance 
with the regulations governing such ap¬ 
peal. Further information on the man¬ 
ner of, and requirements for. filing an 
appeal may be obtained from thc Bureau 
of Land Management. 555 Cordova 
Street. Anchorage, Alaska 99501. 

Robert E. Sorenson, 

Chief, Branch of Lands 
and Minerals Operations . 

|FR Doc 77-21250 Filed 7-22-77.8:45 amj 


t F-14820-A| 

NUNAMIUT CORP. 

Alaska Native Claims Selection 

On November 15. 1973, Nunamiut 
Corporation, the Native corporation for 
the village of Anaktuvuk Pass, filed selec¬ 
tion application F-14829-A under the 
provisions of section 12(a) of the Alaska 
Native Claims Settlement Act of Decem¬ 
ber 18. 1971 (85 Stat. 688, 701; 43 U.S.C. 
1601, 1611), for the surface estate of 
certain lands in the Anaktuvuk Pass 
area. The application was amended on 
December 11, 1974, to top file lands cov¬ 
ered by certain Native allotment appli¬ 
cations filed pursuant to the act of May 
17. 1906 (34 Stat. 197). 

The application, as amended, U prop¬ 
erly filed and meets the requirements of 
the act and of the regulations issued 
pursuant to the act. The selected lands 
described below are unoccupied and do 
not include any lawful entry perfected 
under or being maintained in compliance 
with laws leading to acquisition of title. 

In view of thc foregoing, the surface 
estate of the following described lands, 
aggregating approximately 89.646 acres. 
Is considered proper for acquisition by 
Nunamiut Corporation and is hereby ap¬ 
proved for interim conveyance pursuant 
to section 14<a> of thc act; 

Vuiat Meridian, Ai-a.ska ( UksukveyedI 

T. 13 8.. R. 2 E., Secs. 1 to 8, inclusive: Sec 9, 
excluding Native Allotment F 17893. Parcel 
A; Secs. 10 to 15, Inclusive; Sec. 16, exclud¬ 
ing Native allotment F-17893. Parcel A; 
Secs. 17 to 23. Inclusive; Sec. 24. excluding 
Native allotment P 16437. Parcel A; Secs. 
2ft to 30. inclusive. 

T. 13 S., R. 3 E , Sec. 31, 

T. 14 a. R. 2 E , Sec 36. 

T. 14 8.. R. 3 E., Secs. 1 to 8, inclusive. Secs. 

17 to 20. inclusive; Secs 29. 30, And 31. 
T. 14 a. R 4 E.. Sec. 6. 

T. 15 a. R. 1 E , Secs. 35 and 36. 

T. 15 8.. R. 2 B.. Secs, i to 7. inclusive; See. 8. 
excluding Tract* A and B of U.8. Survey 
4480; Secs. 9 to 10, Inclusive; Secs. 17 and 
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18. excluding Tract A of U.8. Survey 4480. 
Sec*. 10 to 32. inclusive; Sec. 33. excluding 
Native allotment F 17893, Parcel B; 8eca. 
34. 35. and 36. 

T. 15 &, R. 3 K,. Sees. 31 and 32. 

T. 16 a. R. 1 W., Sec*. 1 and 2; Seca. 7 to 30. 

induxlve: Secs. 33. 34. and 35. 

T. 16 a. R. 1 E. 

Secs. 1 to 7. inclusive: 

Sec. 8. excluding Native allotment F-1641C; 
Secs. 0 and 10; 

8ecs. 16 to 19. Indu&lve: 

Sec. 21. 

T. 16 a. R. 3 E-. 

Seen. 4 and 6: 

Bee. 8: 

Bee. 17. 

The interim conveyance issued for the 
surface estate of the lands described 
above shall contain the following reser¬ 
vations to the United States: 

1. A right-of-way thereon for ditches 
and canals constructed by the authority* 
of the United 6tatcs. Act of August 30. 
1890 <26 Stat. 391; 43 UB.C. 945). 

2. A right-of-way thereon for the con¬ 
struction of railroads, telegraph and tele¬ 
phone lines, as prescribed and directed 
by the act of March 12. 1914 <38 Stat. 
305; 43 U8.C. 075<dJ). 

3. The subsurface estate therein, and 
all rights, privileges, immunities and ap¬ 
purtenances, of whatsoever nature, 
accruing unto said estate pursuant, to the 
Alaska Native Claims Settlement Act of 
December 18. 1971 <85 Stat, 688. 702; 43 
US.C. 1601.1613). 

4. Pursuant to section 17<b) of the 
Alaska Native Claims Settlement Act of 
December 18. 1971 <85 Stat. 688. 708: 43 

U. 8.C. 1601. 1616). the following public 
easements referenced by easement iden¬ 
tification number <EIN> on the easement 
map in case file F-14829-EE are reserved 
to the United StAtes and subject to fur¬ 
ther regulation thereby: 

a. <EtN 3 Cl) A streamside ease¬ 
ment. twenty-five <25) feet in width, 
along both banks of the Anaktuvuk 
River for public recreational use as it 
traverses village selected lands. This 
casement also includes the river bed. 

b. (EIN 6 L, C4 <6a. 6b, 6c>) A series 
of trails in the John River and Anak¬ 
tuvuk River areas for use by the public 
to gain access to isolated parcels of pub¬ 
lic land The use of these traUs is to 
be controlled by applicable State or 
Federal law or regulation. 

6a. An existing trail, twenty-five <25> 
feet in width, as it traverses village se¬ 
lected lands, following the winter road 
known as the Hickel Highway closely 
paralleling the Anaktuvuk River and 
going on through Anaktuvuk Pass south 
through the John River drainage. 

6b. A proposed trull, fifty <50t feet in 
width, roughly paralleling the left bunk 
of Kollutarak Creek as it traverses vil¬ 
lage selected lands. The trail begins near 
the confluence of the John River and 
Kollutuk Creek and leads in a north¬ 
westerly direction to Chandler Lake 
where it joins trial 6c. 

6c. A proposed trail, fifty <50> feet in 
width, as it traverses village selected 
lands, between the John River drainage 
and the Upper Chandler Lake area. The 
trail roughly follows Ekokpuk Creek 
along its left bank. 


c. <EIN 19 C5 <19. 19b. 19c. 19d, 19f>) 

A series of proposed spur trolls, as they 
traverse village selected lands, that 
branch ofT of trail 6a. and lead to iso¬ 
lated blocks of public land. The use of 
these trails is to be controlled by appli¬ 
cable 8tate or Federal law or regulation. 

19a. A spur trail, twenty-five <25) feet 
in width, which proceeds from the Anak¬ 
tuvuk River area in protracted T. 13 8.. 
R. 3 E-. Umiat Meridian, and continues 
westerly up tlie right bank of Akmagolik 
Creek to public lands in protracted sec¬ 
tion 1. T 14 8.. R. 1 E.. Umiat Meridian. 

19b. A spur trail, twenty-five <25> feet 
In width which proceeds up the left bank 
of Akvalut&k Creek to public lands near 
Mount Stuver. 

19c. A spur trail, twenty-five <25> feet 
in width, that leaves the village airstrip 
at Anaktuvuk Pass in protracted T. 15 8., 

R 2E., Umiat Meridian, and travels east¬ 
ward. proceeding up the left bank of 
the Anaktuvuk River, with two branches 
leading into public lands In protracted 
T. 16 S., R. 3 E„ Umiat Meridian. 

19d A short branch trail, twenty-five 
<25) feet in width, that leaves trail 6a 
in the John River drainage and provides 
access to public lands in protracted 
T. 16 8,. R. 1 E.. Umiat Meridian. 

19f. A proposed trail, twenty-five <25) 
feet in width, branching off trail 6c. 
roughly paralleling the right bank of 
Momi Creek and then proceeding in a 
northeasterly direction to protracted 
section 4. T. 16 8., R. 1 W„ Umiat 
Meridian. 

d. <EIN 22 C5> A streamsido ease¬ 
ment. twenty-five <25 > feet in width, for 
public recreational use. along both bonks 
of the John River extending from the 
north end of the airstrip at Anaktuvuk 
Paes. southw esterly through the selection 
area. This casement also includes the 
river bed. The easement includes a pro¬ 
posed trail, twenty-five (25 > feet in 
width, connecting the Anaktuvuk Pass 
village airstrip with the streamaide 
casement. The use of the trail is to be 
controlled by applicable State or Fed¬ 
eral law* or regulation. 

e. * EIN 23 C) The right of U>e United 
States to enter upon the lands herein 
granted for cadastral, geodetic, or other 
survey purposes is reserved, together with 
the right to do all things necessary in 
connection therewith. 

t. (EIN 24 C> Easements for the 
transportation of energy, fuel, and nat¬ 
ural resources which are the property of 
the United StAtes or which are intended 
for delivery to the United States or which 
are produced by the United States. These 
easements also include the right to build 
any related facilities necessary for the 
exercise of the right to transport energy, 
fuel, and natural resources Including 
those related facilities necessary during 
periods of planning, locating, construct¬ 
ing. operating, maintaining, or terminat¬ 
ing transportation systems. The specific 
location of these easements shall be de¬ 
termined only after consultation with the 
owner of tlie servient estate. Whenever 
the use of such easements will require re¬ 
moval or relocation of any structure 
owned or authorized by the owner of the 


servient estate, such use shall not be ini¬ 
tiated without the consent of the owner 
of such improvement: provided, however, 
that the United 8tatcs may exercise the 
right or eminent domain if such consent 
is not given. Only those portion* of these 
easements that are actually in use or that 
are expressly authorised on March 3. 
1996. shall continue to be in force. 

The grant of lands by the interhn con¬ 
veyance shall be subject to: 

1. Issuance of a patent confirm! the 
boundary description of the Un<b 
granted after approval and filing by the 
Bureau of Land Management of the of¬ 
ficial plat of survey covering such land*. 

2. Valid existing rights therein, includ¬ 
ing but not limited to those created by 
any lease (including a lease issued under 
section 6<g) of the Alaska Statehood 
Act <72 Btat, 339. 341) >„ contract, per¬ 
mit. right-of-way. or casement and the 
right of the leasee, contractee. permittee, 
or grantee to the complete enjoyment of 
all rights, privilege* and benefits thereby 
granted U) him. 

3. Requirements of section l4<c) of the 
Alaska Native Claims Settlement Act <15 
Stat. 688. 703: 43 UJ3.C. 1601. !613<cM, 
that the grantee hereunder convey thow 
portions of land hereinafter granted, as 
are prescribed in said section. 

4. The terms and condition* of the 
agreement dated August 8, 1976 between 
the Secretary of the Interior, Arctic 
Slope Regional Corporation, Nunamiut 
Corporation, and the seven other Arctic 
81oi>e village corporations. A copy of the 
agreement shall be attached to and be¬ 
come a part of the conveyance document 
and shall be recorded therewith A copy 
of the agreement is located in the Bureau 
of Land Management easement case file 
for Nunnmiut Corporation, serialized 
F~14829 -EE. Any person wishing to 
amine this agreement may do so at the 
Bureau of Land Management, Alaska 
State Office. 555 Cordova Street, An¬ 
chorage. Alaska 99501. 

6. F-030468. airport lease located in 
protracted sections 17, 18. amt 19. T 
15 R. 2 E.. Umiat Meridian 
Interim conveyance of the remaining 
entitlement to Nunamiut Corporation 
w ill be mode at a later date. Interim con- 
vcyance to the subsurface estate of the 
land described above will be issued to the 
Arctic 81ope Regional Corporation pur¬ 
suant to section 14<f) of the act. wne 
conveyance is Issued to Nunamiut < on o- 
ratiou for the surface estate. 

No water bodies in the selected unw 
are determined to be navigable by reason 
of travel, trade, or commerce 

In accordance with Departmental reg¬ 
ulation 43 CFR 2650.7(d). notice of um 
deeUion is being published once In u> 
FfcDicxAi. Recistkk and once a wee*. 
four (4) consecutive weeks, in the raa 
bunks Dally News-Miner Am* 
claiming a property interest io kma * 
fee ted by this decision may appea* » 
decision to the Alaska NaUve Clai m* 
peal Board P.O. Box 2433. Anchor«g 
Alaska 99510, and with a copy 
upon the Bureau of Land 
and the Regional Solicitor. Office of 
Solicitor. 510 L 8treet. Suite 408. 
choragc. Alaska 99501: also: 
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1 Any party receiving actual notice of 
thu decision shall have 30 days from the 
receipt of actual notice to file an appeal. 

2. Any unknown parties, any parties 
unable to be located after reasonable ef¬ 
forts have been expended to locate, and 
any parties who failed or refused to sign 
a receipt for actual notice, shall have 
until August 24. 1977 to file an appeal. 

3. Any party known or unknown who 
may claim a property interest which is 
adversely affected by this decision shall 
be deemed to have waived his rights 
which were adversely affected unless an 
appeal Is timely filed with the Alaska Na¬ 
tive Claims Appeal Board. 

To avoid summary dismissal of the ap¬ 
peal. there must be strict compliance 
with the regulations governing such ap¬ 
peal. Further information on the man¬ 
ner of, and requirements for. filing an 
appeal may be obtained from the Bu¬ 
reau of Land Management. 555 Cordova 
Street. Anchorage, Alaska 99501. 

Robext E. Sorenson. 

Chief, Branch of Lands 
and Minerals Operations . 

|PR Doc 77-21249 Filed 7-22-77;8:45 ami 


Geological Survey 

COAL LAND CLASSIFICATION ORDER 
WYOMING NO. 153 

Pursuant to authority under the Act 
of March 3. 1879 <20 8tat. 394; 43 US.C. 
31 >. and as delegated to me by Depart¬ 
mental Order 2563. May 2. 1950. under 
authority of Reorganization Plan No. 3 
of 1950 <64 Stat. 1262). the following 
described lands, insofar as title thereto 
remains in the United States, are hereby 
clarified as shown: 

Sixth Principal Mrrioun 

COAL LANDS 

T 18 N .R 67 W . 

Sec. 4, lots 7 and 8. SftNW*;. W^8W%; 

See* 5 and 6: 

See. 7. loUl and 2, NEV4.EV4 NW»4; 

Sec. 8. NViNW*4. SWUNW%, 

T 16 ft g 94 \y 

Sec 15. lota i to 7. Include. SViNEV*. SEV4 
KWU.E‘a8Wi4.NW%8B»4; 

Sec. 7, lota 2 to 4. inclusive. *^ 8 W%. W»* 

SB**; 

* Sec. 18; 

Sec. 16. lota 1 to 4, inclusive, NEt*. KV Z W%. 

WViSEV*: 

Sec. 30, lot 1. 

T. 19N..R. 95 W., 

S*ca. 1 to 18. Inclusive; 

Sec. IQ. NE^NBfc; 

Sec 20 . NH, HBKBWH.SBtt; 

Sec 21; 

Se* 2LN^.NW'4SW*4; 

Secs. 23 and 24 ; 

8ec 25, N^NKfc, SW^NBft. NViNW**. 

Sec. 20 ,NSNE^. 

T *9 N . R. 66 W.. 

SecA. 1 to 20 . Inclusive; 

21. W^H.WH; 

NW*4NE«4. NW«4, N*48W%. 8W% 

8W%; 

S«o». 29 and 30; 

**<■ 3i.n>^ne>4: 

1 to 24. Inclusive; 


8ec. 26, N»*NE*/ 4 , NEViNWV*; 

Sec. 28. WVi: 

Secs. 29 to 32. Inclusive; 

Beo. 33. WH. 

T. 20 N.. R. 02 W- 

Sees. 4 to 9. inclusive; 

Seat. 16 to 21. inclusive; 

Soc. 30. 

T 2U N.. R. 93 W.. 

Secs. 1 to 20. inclusive: 

Sec. 21. NVi. N»4SW«4. 8W**SWV 4 . 8EL*; 
Sec. 22; 

Sec. 23. NVa, N»4S»4.8WV*8W^: 

Sec. 24. N£. NHSWV*. NW»*8EVi: 

Sec. 29, NW^NEt*. N^NWU: 

Sec. 30. lot 1. NV,NE%. NEl*NW»4. 

T 20 N., R. 94 W.. 

Secs. 1 to 24. Inclusive; 

Sec. 25. NftNBK. SW^NKV*. NWV*. NW«* 
SWt*; 

Sec. 26. NV,.NHS»4; 

Sec. 27. Ntfc. N^8W«/„ SE 148 W%. 8 F« 4 ; 

Sec 28, N^. 8W<4. NWftSKfc; 

Secs 29 to 31. Inclusive; 

Sec. 32, M‘4. SW*4. NWt48Ri/ 4 . 

T. 20 ft., R. 95 W. 

T 20 N.. R 96 W. 

The area described aggregates 136.095 
acres <55,078 ha), more or less, of which 
all are classified as coal land. 

Dated: July 19,1977. 

W. A. Rablinskj, 
Acting Director. 
|FR Doc.77 21388 Filed 7-22-77;8:45 am] 


COLOWYO COAL CO. 

Proposed Approval of Mine Plan 

In accor dance with the requirements 
of 30 CPK 211.5(c) (2). notice is hereby 
given that Colowyo Coal Company, a 
subsidiary of W. R. Grace and Company 
and Hanna Mining Company. 1935 E. 
Prentice Avenue. Building 40. Engle¬ 
wood. Colorado 80110, has submitted a 
mining plan to mine cool by open pit 
mining methods on Federal coal lease 
Denver 034365. The open pit plan was 
Initially submitted to the Area Mining 
Supervisor on July 13. 1974. A modified 
mine plan was submitted on April 30. 
1975. On May 23, 1977. an updated mine 
plan to comply with 30 CFR 211.10 was 
filed with the Area Mining Supervisor. 

Tlie Colowyo open pit mine will af¬ 
fect all or parts of secs. 2. 3. 4. 9. and 10 
of T. 3 N., R. 93 W.. 6th P.M. The plan 
covers mining 90 million tons of coal at 
the rate of 3 million tons per year for 
30 years. 

The plau was included in the North¬ 
west Colorado Coal Environmental Im¬ 
pact Statement which was filed with the 
President's Council on Environmental 
Quality <CEQ) on January 10, 1977. 

The purpose of this notice is to in¬ 
form the public that the Mining Super¬ 
visor proposes to approve the mining 
plan. Any person having an interest, 
which is or may be adversely affected 
by this action, may request a public 
meeting In writing. Requests should in¬ 
clude the name and address of the re¬ 
questor and should be submitted to the 
Area Mining Supervisor. Conservation 
Division. U.S. Geological Survey, P.O. 
Box 25046. Stop 602. Denver Federal 
Center. Denver. Colorado 80225. All re¬ 
quests should be made by August 15. 


1977. No decision on the mining plan will 
be made prior to 20 days from the date 
of publication of this notice (August 15, 
1977). 

Public meetings were held in prepara¬ 
tion of the NW Colorado EIS. The De¬ 
partment may, after reviewing the com¬ 
ments on the plan, determine that as 
permitted by 30 CFR 211.5(0 (4) no ad¬ 
ditional public meetings will be required. 

Dated: July 18. 1977. 

W. A. Radlinski. 

Acting Director. 

1FR Doc 77 21289 Filed 7-22-77.8:45 am] 


DECKER COAL CO. 

Proposed Approval of Mine Plans 

In accordance with the requirements 
of 30 CFR 211.5(0(2), notice U hereby 
given that Decker Coal Company, P.O. 
Box 746, Sheridan. Wyoming 82801, has 
submitted mining plans to mine coal by 
surface mining methods on the follow¬ 
ing Federal Coal Leases: Montana 
061685. Montana 057934, Montana 
057934-A, Montana 073093, and Montana 
06770. 

The mining plan for East Decker was 
initially received for review by the Area 
Mining Supervisor on April 25. 1975. The 
plan proposes opening a new operation 
east of the Tongue River Reservoir on 
secs. 12. 13. and 14, T. 9 8.. R. 40 E.. 
and secs. 7. 8, 17. and 18. T. 9 S., R. 
41 E. The plan proposes a peak produc¬ 
tion of about 8 million tons per year 
from 1980 to 1997. 

The mining plan for the North Ex¬ 
tension was initially received for review 
by the Area Mining Supervisor on May 
28, 1975. The mining plan proposes ex¬ 
tending the operations of the present 
Decker Mine into secs. 33 and 34, T, 8 
S.. R. 40 E.. and secs. 3, 4. 9, and 10. 
T 9 3.. R 40 E. Production from this 
area will be about 2.3 million tons per 
year. 

The purpose of this notice is to inform 
the public that the Mining Supervisor 
proposes to approve the mining plans. 
An Environmental Impact Statement on 
the two mines was filed with the Presi¬ 
dent's Council on Environmental quality 
on June 13, 1977. Under CEQ guidelines, 
the Mining Supervisor will not take ap¬ 
proval action until at least 30 days after 
the EIS is submitted to the CEQ and 
after Secretarial review and concurrence. 
Any person having an interest, which 
is or may be adversely affected by this 
action, may request a public meeting in 
writing. Requests should include the 
name and address of the requestor and 
should be submitted to the Area Mining 
Supervisor, Conservation Division. U.S. 
Geological Survey. P.O. Box 2550. Bil¬ 
lings. Montana 59103. All requests should 
be made by August 15. 1977. No decision 
on the mining plan will be made prior 
to 20 days from the date of publication 
of this notice (August 15,1977) 

The Department held public meetings 
on the mine plans November 16. 17. and 
18. 1976. The Department may, after 
reviewing the comments on the plan, de¬ 
termine that as permitted by 30 CFR 
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211.5(0(4) no additional public meet¬ 
ings win be required. 

Dated: July 18.1977. 

W. A. Radlinski. 
Acting Director . 

| Fit Doc 77 *21265 Filed 7-22-77;6:45 am| 


ENERGY FUELS CORP. 

Proposed Approval of Mine Plan 

In accordance with the requirements 
of 30 CFR Part 211.5(c)(2). notice Is 
hereby given that Energy Fuels Corpora¬ 
tion. 3 Park Central. Suite 443. 1515 
Arapahoe Street. Denver. Colorado 
80202, has submitted a modification to 
its approved mining plan to mine coal 
by strip mining methods on Federal coal 
leases Colorado 081330. 0128433. and 
Denver 052547. The mining plan was 
initially approved on October 18. 1962, 
and the mine has continued operations 
since that date. A modification was sub¬ 
mitted to the Area Mining Supervisor on 
February 17. 1977, to comply with the 
Coal Mining Operating Regulations 30 
CFR 211. The Energy Mine of Energy 
Fuels Corporation Is an ongoing strip 
mine in secs. 28. 29. 31. 32. and 33. T. 
5 N., R. 86 W.. and secs. 8. 17 and 18. T. 
4 N.. R. 86 W., 6th PM. The modifica¬ 
tion proposes expansion of the current 
operations and extending the mine Into 
secs. 20 and 21. T. 5 N.. R. 86 W. The 
plan covers mining of 2.3 million tons 
of coal per year from Federal leases 
through the year 1984. 

The plan was included in the North¬ 
west Colorado Coal Environmental Im¬ 
pact Statement which was filed with the 
Presidents Council on Environmental 
Quality (CEQ) on January 10, 1977. 

The purpose of this notice is to in¬ 
form the public that the Mining Super¬ 
visor proposes to approve the mining 
plan. Any person having an interest, 
which is or may be adversely affected 
by this action, may request a public 
meeting in writing. Requests should in¬ 
clude the name and address of the re¬ 
questor and should be submitted to the 
Area Mining Supervisor. Conservation 
Division. UB. Geological Survey. P.O. 
Box 25046. 8top 602. Denver Federal 
Center, Denver. Colorado 80225. All re¬ 
quests should be made by August 15. 
1977. No decision on the mining plan will 
be made prior to 20 days from the date 
of publication of this notice (August 15. 
1977). 

Public meetings were held In prepa¬ 
ration of the NW Colorado El8. The De¬ 
partment may, after reviewing the com¬ 
ments on the plan, determine that as 
permitted by 30 CFR 211.5(c)(4) no ad¬ 
ditional public meetings will be required. 

Dated: July 18.1977. 

W. A. Radunski. 

Acting Director. 

|FR Doc 77-21284 Filed 7-22-77;8:45 am] 


PEABODY COAL CO. 

Proposed Approval of Mine Plan 

In accordance with the requirements 
Of 30 CFR Part 2113(c)(2). notice is 


hereby given that Peabody Coal Com¬ 
pany, 301 North Memorial Drive, St. 
Louis. Missouri 63102. has submitted a 
plan to mine by strip mining methods 
coal from Federal coal leases Colorado 
081251 and 081258. The mining plan was 
initially received for review by the Area 
Mining Supervisor on March 20. 1974. 
On May 13. 1977, the company submitted 
an updated mine plan to comply with 
the Coal Mining Operating Regulations. 
30 CFR 211. 

The Seneca 2-W Mine is proposed as 
an expansion of Peabody Coal Com¬ 
pany’s current Seneca operations. The 
area to be rained includes parts of secs. 
14. 15, 22. 23. 26, 34. and 35 in T. 5 N.. R. 
88 W. 6th PM. The mine plan is de¬ 
signed for the production of 900.000 tons 
of coal per year for the time period 1980 
through 1095. 

The plan was Included in the North¬ 
west Colorado Coal Environmental Im¬ 
pact Statement which was filed with 
the President’s Council on Environ¬ 
mental Quality (CEQ) on January 10, 
1977. 

The purpose of this notice is to inform 
the public that the Mining Supervisor 
proposes to approve the mining plan. 
Any person having an interest, which Is 
or may be adversely affected by this ac¬ 
tion, may request a public meeting In 
writing. Requests should Include the 
name and address of the requestor and 
should be submitted to the Area Mining 
Supervisor, Conservation Division, UJ5. 
Geological Survey, P.O. Box 25046, Stop 
C02. Denver Federal Center, Denver. 
Colorado 80225. AH requests should be 
made by August 15, 1977. No decision on 
the mining plan will be made prior to 
20 days from the date of publication of 
this notice (August 15, 1977). 

Public meetings were held in prepara¬ 
tion of the NW Colorado EIS. The De¬ 
partment may. after reviewing the com¬ 
ments on the plan, determine that as 
permitted by 30 CFR 211.5(0 (4) no ad¬ 
ditional public meetings will be re¬ 
quired. 

Dated: July 18, 1977. 

W. A. Radunski, 
Acting Director. 

(PR Doc.77-21287 PUed 7 22-77;8.45 am) 


National Park Service 

ADVISORY BOARD ON NATIONAL PARKS, 
HISTORIC SITES. BUILDINGS AND 
MONUMENTS; OVERSIGHT COMMITTEE 

Meeting 

Notice is hereby given in accordance 
with the Federal Advisory Committee Act 
that a meeting of the Oversight Com¬ 
mittee of the Advisory Board on Na¬ 
tional Parks. Historic Sites. Buildings 
and Monuments will be held on Thurs¬ 
day, August 11, 1977. commencing at 
10:30 am. in Room 3119 at the Depart¬ 
ment of the Interior, 18th and C Streets 
NW., Washington. D.C. 

The purpose of the Advisory Board is 
to advise the Secretary of the Interior 
on matters relating to the National Park 
System and the administration of the 
Historic 8ites Act of 1935. 


The purpose of the meeting of the 
Oversight Committee is U> consider items 
to be recommended to the Director ol 
the National Park Service for inclusion 
on the agenda of the regular business 
meeting of the Advisory Board to be 
held on September 30 and October l 
at LBJ State Park. Tex. The Committee 
also will review the status of legbhtire 
proposals concerning the National Park 
System. 

The meeting will be open to the public. 
However, facilities and space to accom¬ 
modate members of the public are limited 
and persons will be accommodated on 
a first-come, first-served basis. Any 
member of the public may file with the 
committee a written statement concern¬ 
ing the matters to be discussed. 

Persons wishing further information 
concerning the meeting, may contact 
Robert M. Landau, Assistant for Advisory 
Boards and Commissions. National Park 
Service, Washington. DC., at 202-343- 
2012. 

Minutes of the meeting will be avail¬ 
able for public inspection 8 to 10 weeks 
after the meeting in Room 3013, Interior 
Building. Washington. D.C. 

Dated: July 18. 1977. 

Roekrt M. Landau, 
Assistant for Advisory Boards 
and Commissions, National 
Park Service . 

JFR DOC.77-21345 FUed 7-22-77:8 :45 am| 


|lnt Dee 77-20) 

BUFFALO NATIONAL RIVER, ARK. 

Proposed Wilderness Recommendation; 
Availability of Draft Environmental 
Statement 

Pursuant to Section 102«2WC) of the 
National Environmental Policy Act of 
1969, the Department of the Interior has 
prepared a draft environmental suite- 
men t for proposed wilderness recom¬ 
mendations for Buffalo National River. 
Ark., and invites written comments with¬ 
in forty-five (45) days of this notice. 
Written comments should be addressed 
to the Superintendent. Buffalo National 
River, at the address given below 

The draft environmental statement 
considers the wilderness designation of 
10,529 acres of Federal land and the po¬ 
tential wilderness addition of 25,471 
acres of non-Federal lands or lancb 
which have non-Federal interest there¬ 
in for a total of 36,000 acres in three 
separate units within the authorized 
boundary of the Buffalo National River. 

Copies are available from or for in¬ 
spection at the following locations: 
Soutnwttt Regional Office. Wottonvi Port 
Service. Old Santa Fe Trail. P.O. Bo* 728 
Santa Fe. N. Mex. 87501. 

Superintendent. BulTalo National River i <* 
Box 1173. Harriaon. Ark. 72801 
Superintendent. Hot 8prtng* Natinnid r*r • 
P.O. Box I860, Hot Springe. Ark. 71901. 

Dated: June 29. 1977. 

Larry E. Mnnono, 
Deputy Assisted t* 
Secretary of the Interior . 
(FR Doc.77-21338 Filed 7-22-77:8:45 ami 
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CAPE COO NATIONAL SEASHORE 
ADVISORY COMMISSION 

Meeting 

Notice 1 b hereby given in accordance 
iritb Pub. L 92-463 that a meeting of the 
Cape Cod National Seashore Advisory 
Cam minion will be held on Friday. 
August 19. 19T7. at 1:30 pjn.. at the 
Headquarters Building, Cape Cod Na¬ 
tional Seashore, Marconi Station Area, 
South Wdlfleet, Mass. 

The Commission was established pur¬ 
suant to Pub. I*. 91-383 to meet and 
consult with the Secretary of the Interior 
on general policies and specific matters 
relating to the development of Cape Cod 
National Seashore. 

The Commission win consider the 
following matters: (1> Proposed inte¬ 
grated trail system; (2) in-lieu-of-tax 
payments to towns; and (3) study of 
concessions operation. The Superintend¬ 
ent will report on a variety of matters 
relating to Seashore programs and 
operations. 

The meeting Is open to the public. It 
it expected that 15 persons will be able 
to attend the session in addition to 
Commission members. Interested persons 
may make oral/ written presentations to 
the Commission or file written state¬ 
ments. Such requests should be made to 
the official listed below at least seven 
days prior to the meeting. 

Further information concerning this 
meeting may be obtained from Lawrence 
C. Hadley. Superintendent, Cape Cod 
National Seashore, South Wellfleet, 
Mass. 02663; telephone 617-349-3785. 
Minutes of the meeting will be available 
for public Information and copying four 
weeks after the meeting at the office of 
the Superintendent, Cape Cod National 
Seashore. South Wellfleet. Mass. 

Dated; July 13, 1977. 

Jack E. Stark. 

Regional Director . 

North Atlantic Region, 

|FR Doc 77 21046 Filed 7-22-77:6:46 am] 


CAPEHATTERAS FISHING PIER, INC. 
Intention to Negotiate Concession Contract 

Pursuant to the provision of 8ection 
** the Act of October 9. 1965 (79 Stat. 
W: 16 U.S.C. 20>. public notice Is hereby 
nven that on August 24, 1977. the De¬ 
partment of the Interior, through the 
sector. National Park Service, proposes 
Jo negotiate a concession contract with 
Capo Hatter as Fishing Pier. Inc., au- 
worixmg it to continue to provide con- 
5??* on facilities and services for the 
WMtc within Cape Hatteras National 
onshore, for a period of five (5) years 
bom January 1. 1978. through December 


Aa analysis of the environmental im 
22* Proposed action has beci 
wui d l*? d } x has been determined that I 
not MgntftcmnUy affect the quallt 

mtuO. £ n T lraninnit - that it Is notj 
Federal action having a slgnlflcan 

NoMrm i 01 ^ environment under th 
* atonal Environmental Policy Act o 


1989. The environmental analysis may be 
reviewed in the Southeast Regional 
Office. National Park Service, 1895 
Phoenix Blvd., Atlanta. Ga. 30349. 

The foregoing concessioner has per¬ 
formed Its obligations to the satisfaction 
of the Secretary under an existing con¬ 
tract which expires by limitation of time 
on December 31, 1977, and. therefore, 
pursuant to the Act of October 9. 1965. 
as cited above, is entitled to be given 
preference In the renewal of the con¬ 
tract and in the negotiation of a new 
contract. This provision, in effect, 
grants Cape Hatteras Fishing Pier. Inc., 
as the present satisfactory concessioner, 
the right to meet the terms of respon¬ 
sive offers for the proposed new con¬ 
tract and preference in the award of 
the new contract, if the offer of Cape 
Hatteras Fishing Pier, Inc., is substan¬ 
tially equal to others received. The Sec¬ 
retary U also required to consider and 
evaluate all proposals received as a re¬ 
sult of this notice. Any proposal to be 
considered and evaluated must be sub¬ 
mitted on or before August 24, 1977. 

Interested parties should contact the 
Assistant Director. Special Services. Na¬ 
tional Park Sc nice. Washington, D.C. 
20240. for information as to the require¬ 
ments of the proposed contract. 

Dated: June 30.1977. 

William J. Whalen. 

Director . National Park Service. 

|FR Doc.77-21344 Piled 7-23 -77;8:45 tun j 


CH1CAMACOMICO ENTERPRISES, INC. 
Intention to Negotiate Concession Contract 

Pursuant to the provisions of Section 
5 of the Act of October 9. 1965 (79 Stat. 
969; 16 U.S.C. 20). public notice is hereby 
given that on August 24. 1977, the De¬ 
partment of the Interior, through the 
Director. National Park Service, proposes 
to negotiate a concession contract with 
Chicamacomico Enterprises. Inc., au¬ 
thorizing it to continue to provide con¬ 
cession facilities and services for the pub¬ 
lic within Cape Hatteras National Sea¬ 
shore for a period of five (5) years from 
January 1, 1978. through December 31. 
1982. 

An analysis of the environmental im¬ 
pact of this proposed action has been 
made and It has been determined that it 
will not significantly affect the quality of 
the environment, and that it Is not a 
major Federal action having a signifi¬ 
cant impact on the environment under 
the National Environmental Policy Act 
of 1969. The environmental analysis may 
be reviewed in the Southeast Regional 
Office, National Park Service. 1895 Phoe¬ 
nix Boulevard. Atlanta. Ga. 30349. 

The foregoing concessioner has per¬ 
formed its obligations to the satisfaction 
of the Secretary’ under an existing con¬ 
tract which expires by limitation of time 
on December 31. 1977. and. therefore, 
pursuant to the Act of October 9. 1965, 
as cited above, is entitled to bo given 
preference in the renewal of the contract 
and in the negotiation of a new contract. 
This provision, in effect, grants Chica¬ 


macomico Enterprises, Inc., as the pres¬ 
ent satisfactory concessioner, the right 
to meet the terms of responsive offers 
for the proposed new contract and pref¬ 
erence In the award of the new contract, 
if the offer of Chicamacomico Enter¬ 
prises, Inc.. Is substantially equal to 
others. The Secretary is also required to 
consider and evaluate all proposals re¬ 
ceived as a result of this notice. Any pro¬ 
posal to be considered and evaluated 
must be submitted on or before August 
24. 1977. 

Interested parties should contact the 
Assistant Director. Special Services, Na¬ 
tional Park Service. Washington. D.C. 
20240, for information as to the require¬ 
ments of the proposed contract. 

Dated: July l, 1977. 

William J. Whalen. 

Director . National Park Service . 

|FB Doc 77-21343 Filed 7-22 77;8:45 am] 


CUYAHOGA VALLEY NATIONAL RECREA¬ 
TION AREA ADVISORY COMMISSION 

Meeting 

Notice is hereby given in accordance 
with the Federal Advisory Committee Act 
that a meeting of the Cuyahoga Valley 
National Recreation Area Advisory Com¬ 
mission will be held at 7:30 p.m, (exi.t.)* 
August 25. 1977. at the Brecksville City 
Hall Community Room, 9069 Brecksville 
Road. Brecksville. Ohio. 

The Commission was established by 
Pub. L. 93-555 to meet and consult with 
the Secretary of the Interior on matters 
relating to the development of the Cuya¬ 
hoga Valley National Recreation Area 
and with respect to carrying out the 
provisions of the Public Law. 

The members of the Commission are 
as follows: 

Mrs Robert F. Warren (Chairman) 

Mr. Courtney Burton 
Mr. Norman A. Godwin 
Mr. Donald W Haskett 
Mr. Robert L. Hunker 
Mr. James S. Jackson 
Mr. Melvin J. Rebhola 
Mrs. Roger RckmI 
Mrs. Oeorge N. Seltaer 
Ms. Robbie Stillman 
Mr. Barry K Sudgen 
Mr Robert W. Teater 
Mr. William O Walker 

Tills meeting will be devoted to a dis¬ 
cussion of public and quasipubllc lands 
within the authorized boundaries of 
Cuyahoga Valley Notional Recreation 
Area. Reports on the status of land ac¬ 
quisition and operations will also be 
presented. 

The meeting will be open to the public. 
It is expected that about 100 persons in 
addition to members of the Commission 
will be able to attend this meeting. In¬ 
terested persons may submit written 
statements. Such statements should be 
submitted to the official listed below prior 
to the meeting. 

Further information concerning this 
meeting may be obtained from William 
C. Birds ell. Superintendent. Cuyahoga 
Valley National Recreation Area, P.O. 


FEDERAL REGISTER, VOL 42, NO. 142—MONDAY, JULY 25, 1977 









37872 NOTICES 

Box 158. Peninsula. Ohio 44264. tele- Atlantic Region of the National Park 


phone: 216-653-9036. Minutes of the 
meeting will be available for public in¬ 
spection three weeks after the meeting 
at the office of Cuyahoga Valley National 
Recreation Area, located at 501 West 
Streetsboro Road ‘State Route 303). two 
miles east of Peninsula, Ohio. 

Dated July 18,1977. 

Merrill D. Beal. 

Regional Director, 
Midwest Region . 

(FR Doc.77- 21360 Filed 7-22-77:8:45 am] 


GENERAL MANAGEMENT PLAN; GREAT 

SMOKY MOUNTAINS NATIONAL PARK, 

N.C. AND TENN. 

Availability of Environmental Review on 
Environmental Assessment 

In January 1977. the National Park 
Service completed and placed on public 
review an Environmental Assessment on 
the General Management Plan for Great 
Smoky Mountains National Park. Public 
meetings were held in the vicinity of the 
park in February 1977. 

After making an Environmcnatl Re¬ 
view of the alternatives presented in the 
assessment and after public comment 
thereon, the National Park Service de¬ 
termined that this proposal would have 
a significant effect on the human envi¬ 
ronment; therefore, an Environmental 
Impact Statement will be prepared and 
will be available for public review in the 
spring of 1978. 

Anyone needing additional informa¬ 
tion or wishing to provide information 
for consideration during preparation of 
the statement, please advise the Super¬ 
intendent. Great Smoky Mountains Na¬ 
tional Park. Gatlinburg, Tenn. 37738, 
telephone: 615-436-5615. or the Regional 
Director. Southeast Regional Office, Na¬ 
tional Park Service, 1895 Phoenix Boule¬ 
vard, Atlanta. G. 30349. telephone: 404- 
996-2520. Copies of the Environmental 
Review may be obtained from the above 
locations. 

Dated June 21,1977. 

David D. Thompson. Jr., 

Regional Director . 

Southeast Region, 

(FR Doc.77-21342 Filed 7-22-77:8:45 am] 


MID ATLANTIC REGIONAL ADVISORY 
COMMITTEE 

Meeting 

Notice is hereby given in accordance 
with the Federal Advisory Committee Act 
that a meeting of the Mid-Atlantic Re¬ 
gional Advisory Committee will be held 
at 8:30 ajn.. e.d.t., on August 23,24.1977, 
at the office of the Regional Director, 
Mid-Atlantic Region, at 143 South Third 
Street, Philadelphia, Pa. 

The Committee w as established pursu¬ 
ant to Pub. L. 91-383 to provide for the 
free exhange of ideas between the Na¬ 
tional Park Service and the public and 
to facilitate the solicitation of advice or 
other counsel from members of the pub¬ 
lic on programs pertinent to the Mid- 


Service. 

The members of the Committee are as 
follows: 

Mr. Hyman J. Cohen 
Mrs. Beverly B. Fluty 
Mrs. Otto F. Haas 
Dr. M. Graham Netting 
Mr. Meade Palmer 
Mr*. A. St. Clair Wright 

The matters to be discussed at this 
meeting include: 

The Land Heritage Program In the Region 
Urban Impact on Parks 
Chatham House at Fredericksburg 
National Historic Landmark Inspections 

The meeting will be open to the public. 
However, facilities and space for accom¬ 
modating members of the public are 
limited, and persons will be accom¬ 
modated on a first-come, first-served 
basis. Any member of the public may 
file with the Committee a written state¬ 
ment concerning the matters to be dis¬ 
cussed. 

Persons wishing further information 
concerning this meeting, or who wish 
to submit written statements, may con¬ 
tact George A. Palmer, Special Assist¬ 
ant to the Regional Director. Mid- 
Atlantic Regional Office at 215-597-7015. 
Minutes of the meeting will be available 
for public inspection four weeks after 
the meeting at the office of the Mid- 
Atlantic Region. 143 South Third Street, 
Philadelphia. Pa. 19106. 

Dated: July 12. 1977. 

Benjamin J. Zerbey, 
Acting Regional Director , Mid- 
Atlantic Region , National 
Park Service. 

(FR Doc 77-21348 Filed 7 22-77,8:45 ami 


MINING PLAN OF OPERATION AT GLEN 
CANYON NATIONAL RECREATION AREA 

Availability 

Notice is hereby given that pursuant 
to the provisions of section 2 of the 
act of September 28. 1976, 16 UB.C. 1901 
et seq.. and In accordance with the pro¬ 
visions of Section 9.17 of 36 CFR Part 9. 
Century XXI Mining. Inc., has filed a 
plan of operations in support of proposed 
mining activities on lands embraced by 
mining claim locations within the Glen 
Canyon National Recreation Area. Tills 
plan is available for public Inspection 
during normal business hours at the Glen 
Canyon National Recreation Area Head¬ 
quarters, 337 North Navajo Drive, Page, 
Ariz. 

Dated: May 31. 1977. 

Temple A. Reynolds, 
Superintendent, Glen Canyon 
National Recreation Area. 

|FR Doc.77-21349 Filed 7-22-77.8.45 om] 


PEST CONTROL PROGRAM 
Availability of Environmental Assessment 

Pursuant to the National Environ¬ 
mental Policy Act of 1969 (42 LJS.C. 
4332). the National Park Service has pre¬ 


pared an environmental assessment on 
its Pest Control Program. The assess¬ 
ment addresses Itself to all aspects of 
pest control activities that are currently 
carried out. Special attention is given 
to the role of pesticides and other chem¬ 
icals and their relative impacts on the 
environment. Also discussed are the me¬ 
chanical and biological methods tliat are 
used in the pest control program. 

The environmental assessment exam¬ 
ines the effects of alternative courses of 
action including those of taking no ac¬ 
tion. The assessment also Includes and 
analyzes the impacts of proposed guide¬ 
lines for operation of the Service's pest 
control program in the future. 

The environmental assessment is on 
hie and will be available upon request 
for inspection at the following National 
Park Service offices: 

North Atlantic Regional Office. 160 Caumwai 
S t., Boston. M&m. 02114. 

Mid-Atlantic Regional Office. 143 S. Third 
St . Philadelphia, Pm. 19106. 

National Capital Regional Office, 1100 Ohio 
Dr. SW . Washington, D.C. 20242 
South cart Regional Office. 1895 Phoenix Bird. 
Atlanta. Oa 30349. 

Midrest Regional Office, 1709 Jackson B*. 
Omaha, Nebr. 68102. 

Rocky Mountain Regional Office. 666 Parfet 
St.. P.O. Box 26287. Denver. Colo. 80225 
Southwest Regional Office. P.O. Box 72B. Old 
Santa Fe Trail. Santa Fe. N Mcx. 87501 
Pacific Northwest Regional Office. 623 Fourth 
and Pike BuUdtng. Seattle. Wash. 98101. 
Western Regional Office. 450 Golden Ost« 
Ave . Box 36063, 8an Francisco. Calif. W101 

Copies of the assessment are available 
and can be obtained from the Chief, 
Natural Resources Management Division. 
National Park Service, 18th and C 
Streets NW„ Washington. DC. 20340. 
Comments will be accepted until Septan* 
ber 5, 1977. 

Dated: July 14. 1977. 

William J. Whalen 
Director, National Park Sen ice . 
(PR Doc.77-21841 Filed 7-22-77:8:45 ami 


SOUTHEAST REGIONAL ADVISORY 
COMMITTEE 

Meeting 

Notice is hereby given in accordance 
with the Federal Advisory Commits 
Act that a combined meeting and 
trip of the Southeast Regional Advfconr 
Committee will be held on ^ 

1977. at 9 ajn. at the headquarters « 
Vicksburg National Military Par*. Vlcts 
burg. Mississippi, and on Sep en.to J 
at 9 a.m. at the Ramada Inn. U0 Jg • 
R. Junkin Drive. Natchez. Miss. 

The purpose of the Southeast Ren 
Advisory Committee Is to provide l« 
the free exchange of ideas between 
National Park Service and the pud 
and to facilitate the solicitation of** 
vice or other counsel from mem JjV in8 
the public on problems and proara®* 
pertinent to the Southeast Region « » 
National Park Service. 

The members of the Advisory Commii 
tee areas follows: 


FEDERAL REGISTER, VOt. 42. NO. 142—MONDAY, JULY 25, 1977 











NOTICES 


37873 


Or JohnM King (Chairman). Jackson,M»w. 
Mr Robert Gable (Secretary). Frankfort. Ky. 
jto Ann Smith BeOaole, Mobile Ala. 

Mr. Tutt 8 Bradford. Maryvtllo, Tcnn. 

Dr. Arthur W Cooper. Raleigh. N.C. 

Dr Michael V. Oannon. Gainesville. Fla 
Mr Char left Edward Lee. Columbia. 8.C. 

Mr* Jane Hurt Yarn. Atlanta, Ga. 

The matter* to be discussed at the 
meetings include: 

1 Restoration and exhibition of the Gun¬ 
boat Cairo. 

2 Preservation alternatives for Fort Jef¬ 
ferson . 

y Natchea Trace Parkway operation* and 

construction. 

After meeting at Park Headquarters on 
September 1, the committee will tour the 
park and view the Gunboat Cairo, then 
travel to Natchez* Miss. After meeting at 
the Rama da the morning of September 2* 
the committee will view the Natchez 
Terminus area in the afternoon. 

The meetings will be open to the pub¬ 
lic. However, facilities and space for ac¬ 
commodating members of the public are 
limited and it is expected that not more 
than 25 persons will be able to attend. 
Space will not be available for members 
of the public on the committee tours. 
Any member of the public may file with 
the committee a written statement con¬ 
cerning the matters to be discussed. 

Persons wishing further Information 
concerning this meeting or who wish to 
submit written statements may contact 
Paul C. Swartz. Chief. Cooperative Serv¬ 
ices Division. Southeast Regional Office, 
it 404-996-2520, extension 253. Minutes 
of the meeting w in be available for public 
inspection at the Southeast Regional 
Office, 1895 Phoenix Boulevard. Atlanta. 
Ga 30349. approximately four weeks 
after the meeting. 


environmental Information to be filed 
with an application associated with a 
fossil-fueled powerplant. 

Copies of the final report may be 
examined at the following locations: 

Office of Environmental Project Review, 
Room 4256. Interior Building. Washington. 
D C. 20240 

William P. Patterson. Regional Environmen¬ 
tal Officer. Department of the Interior, c/o 
Geological Survey. Room 1304. 150 Cause¬ 
way Street. Bouton. MaosarhiuietU 02114. 
James H Lee, Regional Environmental Of¬ 
ficer, Department of the Interior, Suite 410, 
146 International Boulevard NE.. Atlanta, 
Georgia 30903. 

David L. Jcrvis. Regional Envlrcmmenal Of¬ 
ficer. Department of the Interior, Suite 
217. 2510 Dempster Street, Des Plainer. Il¬ 
linois 60016. 

Raymond P. Churan, Regional Environmental 
Officer. Department of the Interior. Post 
Office Box 2066, Suite 600. 5301 Central 
Avenue. NJL. Albuquerque. New Mexico 

67103. 

John E. Rayboum. Regional Environmental 
omcer, Department of the Interior. Room 

690. Building 67. Denver Federal Center. 
Denver. Colorado 80225. 

Charles S. Polityka, Regional Environmental 
Officer. Department of the Interior, Post 
Office Box 6737. 1500 NX. Irving Street, 
Porf tland. Oregon 97206. 

Paul D. Oates. Regional Environmental Offi¬ 
cer. Department of the Interior, Poet Of¬ 
fice Box 120. Room 233. 1675 C Street, An¬ 
chorage, Alaska 99510. 

Copies of the final report may also be 
purchased through NT1S, Order Number 
PB266071 for $6.75 per copy. 

All comments received within 60 days 
by the Director. Office of Environmental 
Project Review. Room 4256. main Interior 
Building. Washington, DC. 20240. will be 
considered. 

Dated: July 18.1977. 


Dated: July 13, 1977. 

Davto D. Thompson. Jr.. 

Regional Director , 
Southeast Region. 

{FR Doc.77-21347 Filed T 22-77;l:45 amj 


Office of the Secretary 
FOSSJL-fUELED STEAM ELECTRIC 

generating stations 

Madeline* for Preparation of Environmen¬ 
tal Reports; Availability of Final Report 

Notice is hereby given that United En- 
imeers and Constructors. Inc., of Phila- 
Pcm wl vania, has recently com- 
g"** ^al report on Guidelines for 
** Preparation of Environmental Re- 
PGrts for Fossil -Fueled Steam Electric 
^ffierating Stations. The report applies 
o«iy to the actual site and facilities of 
“^tmeraun* station itself. It was pre- 
w«d under contract to the Department 
W the interior, office of Water Research 
with technical advice 
° fflcc o* Environmental Project 
oSl-5'4 mder ContrBct Numb * r 14-31- 

nm^nw D ! parUncut 18 considering the 
{jgyijgaikm of Departmental guide- 

la om! 1 ^ Upan Uie *bove final report, 
nob£*‘ ovicJ e utilities with advance 
ce of tbe Department’s needs for 


Larry E. Maicnorro. 

Deputy Assistant 
Secretary oj the Interior. 
JFR Doc.77-21261 Filed 7 22-77:6:45 ami 


IINT FES 77-241 

WILSON'S CREEK NATIONAL 
BATTLEFIELD, MISSOURI 

Master Plan; Availability of Final 
Environmental Statement 

Pursuant to Section 102(2X0 of the 
National Environmental Policy Act of 
1969. the Department of the Interior has 
prepared a final environmental state¬ 
ment for the master plan, WtLson’s Creek 
National Battlefield. 

The environmental statement consid¬ 
ers the probable effects of implementa¬ 
tion of the plan upon the natural, socio¬ 
economic and cultural components of 
the environment of the Battlefield, lo¬ 
cated in Greene and Christian Counties, 
Missouri. 

Copies of the final environmental 
statement are available from or for in¬ 
spection at the following locations: 

Midwest Regional Office. National Park Serv¬ 
ice, 1709 Jackaon Street. Omaha. Nebr 
68102. 

Superintendent. Oeorge Washington Carver 
National Monument, PO. Box 36. Dia¬ 
mond. Mo 64840. 


Management Assistant. Wilson * Creek Na¬ 
tional Battlefield, Rural Route 2. Box 76. 
Republic. Mo. 65736 

Dated: July 7.1977. 

Larry E Muter otto. 
Deputy Assistant Secretary 
of the Interior . 
|FR Doc.77 21337 Filed 7-22-77;8:46 am] 


INTERNATIONAL TRADE 
COMMISSION 

1337-TA-3I | 

STEEL TOY VEHICLES 

Amendment of Notice of Investigation 

A complaint was filed with the United 
States International Trade Commission 
on March 11, 1977, under section 337 of 
the Tariff Act of 1930. as amended (19 
U.S.C. 1337), and the complaint was 
amended on March 24. 1977, on behalf of 
Tonka Corporation. 10505 Wayzata Bou¬ 
levard. Hopkins. Minn. 55343. alleging 
that unfair methods of competition and 
unfair acts exist in the importation of 
certain steel toy rchiclcs Into the United 
States, or In their sale, by reason of the 
alleged coverage of such steel toy ve¬ 
hicles by all claims of U S. Letters Patent 
Nos. 3.462.879 and 3,730,594. and by rea¬ 
son of their simulation of the size, ap¬ 
pearance. and design of certain domesti¬ 
cally manufactured products of said 
Tonka Corporation in such a w ay as to 
pass off such steel toy vehicles os prod¬ 
ucts of said Tonka Corporation. The com¬ 
plaint further alleged that the effect or 
tendency of the unfair methods of com¬ 
petition and unfair acts was to destroy 
or substantially injure on Industry, effi¬ 
ciently and economically operated. In the 
United States. Based on the March 24. 
1977, amended complaint, a Notice of 
Investigation was printed in the Fkdzral 
Rscxster on April 15.1977 (42 FR 19933). 

A motion to amend its complaint (mo¬ 
tion docket number 31-1) was filed on 
behalf of the complainant on May 27, 
1977. Complainant moved to amend its 
complaint by additionally alleging in¬ 
fringement of U.S. Design Patent No. 
225.251 for a toy vehicle cab design, and 
by amending paragraph 7 of the original 
complaint to delete reference to certain 
wheeled vehicles inadvertently listed as 
utilizing the tire construction of U.8. 
Patent No. 3.730.594. The Commission 
received an Order Certifying Complain¬ 
ant’s Motion to Amend the Complaint 
from the presiding officer on June 9.1977. 
Said Order recommended that complain¬ 
ant's motion be granted. 

Having considered the motion, the re¬ 
sponse to said motion, and the presiding 
officer’s recommendation, the United 
States International Trade Commission 
on June 23.1977, voted to grant the com- 
plainment's motion thereby allowing the 
addition of allegations of infringement of 
U.S. Design Patent No. 225.251 for a toy 
vehicle cab design, and the amendment 
of paragraph 7 of the original complaint 
to delete reference to certain wheeled 
vehicles inadvertently listed as utilizing 
the tire construction of UJ3 Patent No. 
3.730.594. Therefore, it is hereby ordered: 
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That the Notice of Investigation is¬ 
sued in connection with investigation No. 
337-TA-31 is amended to reflect the 
amendments of the complaint as granted 
on June 23, 1977. 

The Order Certifying Complainant’s 
Motion to Amend the Complaint is avail¬ 
able for inspection by interested persons 
at the Ofllcc of the Secretary, located in 
the United States International Trade 
Commission Building, Washington. D.C. 
20436, and in the New York City Office of 
the Commission, located at C World Trade 
Center. 

Issued: July 20. 1977. 

By order of the Commission. 

Kenneth R. Mason, 

Secretary . 

IFR Doc.77-21305 Filed 7 22-77;8:45 ami 


DEPARTMENT OF JUSTICE 


Antitrust Division 


PROPOSED CONSENT JUDGMENT IN 
UNITED STATES v. PARKER-HANNIFIN 
CORPORATION AND COMPETITIVE IM¬ 
PACT STATEMENT THEREON 


Notice Is hereby given pursuant to the 
Antitrust Procedures and Penalties Act, 
15 UJ3.C. 16 <b) through <h). that a pro¬ 
posed Final Judgment and a Competitive 
Impact Statement as set out below have 
been filed with the United States District 
Court for the Northern District of Ohio, 
Eastern Division, in Civil Action No. C 
72-493, United States of America v. 
Parker- Hannifin Corporation. The Com¬ 
plaint in this case alleges that the 
merger of Parker-Hannifin Corporation 
(Parker> and Ideat Corporation (Ideal) 
violated Section 7 of the Clayton Act. 
The Complaint alleges that the effect of 
the merger of Parker and Ideal may be 
to substantially lessen competition in 
both the tire hardware and the worm- 
drive hose clamp markets. 

The proposed Judgment requires 
Parker to divest itself of the Acme Air 
Appliance Co.. Inc., a wholly-owned sub¬ 
sidiary of Ideal which manufactures and 
sells tire hardware. In the event Parker 
docs not complete the divestiture within 
two (2) years from the entry of the pro¬ 
posed Judgment, then, upon application 
of the United States, the Court will ap¬ 
point a trustee to accomplish the di¬ 
vestiture. Regardless of whether the 
United States applies for such appoint¬ 
ment, the United 8tates retains the right 
to request other remedies from the Court, 
such as a finding of contempt of Court 
for failure to divest within the two <2> 
year period. Parker and Ideal would also 
be prohibited, for a two (2) year period 
after entry of the proposed Judgment, 
from offering to combine certain Parker 
and Ideal products with worm-drive hose 
clamps manufactured by Ideal with the 
result that a customer may obtain pooled 
quantity discounts or meet minimum 
freight requirements. In addition. Parker 
and Ideal would be enjoined for ten (10) 
years from directly or indirectly acquir¬ 
ing entities engaged In whole or in part 
in tlie manufacture of stated tire hard¬ 


ware products or w orm-drive hose 
clamps. 

Public comment is invited on or be¬ 
fore September 19, 1977. Such comments 
and the responses thereto will be pub¬ 
lished in the Federal Register and filed 
with the Court. Comments should be di¬ 
rected to John A. Wcedon. Chief, Great 
Lakes Field Office. Department of Jus¬ 
tice, Antitrust Division. 995 Celebrczze 
Federal Building, Cleveland. Ohio 44199. 

Dated: July 15.1977. 

John H. Shenefield, 

Acting Assistant Attorney 
General , Antitrust Division. 

United Statts Dinner Corn rom the 

Noithdin District or Ohio, Eastern 

Division 

United Staten of America, plaintiff, v. 
Parker-Hannifin Corporation, defendant. 
(Civil No. C 72-493: Judge John M. Manor, 
filed: July 15. 1977.) 

Stipulation 

It is stipulated by and between the under¬ 
signed parties, by their respective attorneys, 
that: 

1. A final judgment in the form hereto 
attached may be filed and entered by the 
Court, upon the motion of either party or 
upon the Court’s own motion, at any time 
after compliance.with the requirements of 
the Antitrust Procedures and Penalties Act 
(15 UAC. f 16). and without further notice 
to either party or other proceedings, pro¬ 
vided that Plaintiff has not withdrawn its 
consent, which It may do at any time be¬ 
fore the entry of the proposed Pinal Judg¬ 
ment by serving notice thereof on Defendant 
and by filing that notice with the Court. 

2. In the event Plaintiff withdraws Its con¬ 
sent or if the proposed Final Judgment is 
not entered pursuant to this Stipulation, 
this Stipulation shall be of no effect what¬ 
ever and the making of this stipulation 
shall be without prejudice to plaintiff and 
defendant in this and any other proceeding. 

For the plaintiff: United States of Amer¬ 
ica John H. 8heneflcld, Acting Assistant At¬ 
torney Oeneral; William E. Swope. Charles 
F. B. McAleer, John A. Weedon, Kenneth L 
Jost Gerald H. Rubin. Joan Farraehcr, 
Baundra B. Wallack. William J. Oberdlck. 
Attorneys, Department of Justice, Antitrust 
Division. 995 Celebreza* Federal Building. 
Cleveland. Ohio 44199. Telephone 216-522- 
4076. 

. .United States Attorney, 


For the defendant: Parker-Hannlfln Cor¬ 
poration. Thompson. Hine and Flory. 

By: John F. McClatchey, National City 
Bank Building. Cleveland. Ohio 44114. 
Dated: July 15. 1977. 


United States District Court rot 711 1 
Northern District of Ohio, Eastern 
Division 


United States of America, plaintiff. ▼. 
Parker-Hannifin Corporation, Defendant*. 
(Civil No. C 72-493; Judge John M Manos. 
filed: July 15, 1977 ) 

Final Judgment 

Plaintiff, United States of America, having 
filed Its Complaint herein on May 15, 1972, 
and Defendant. Parker-Hannlfln Corporation, 
having appeared by lu» attorney and filed its 
Answer denying the substantive allegation* 
of the Complaint; and the Plaintiff and De¬ 
fendant. by their respective attorneys, having 
consented to the entry of this Pinal Judg¬ 
ment without trial or adjudication of any 


issue of fact or law herein and without this 
Pinal Judgment constituting evidence or an 
admission by any party with respect to suy 
such issue; 

Now. therefore, before the taking of UG y 
testimony and upon the consent of lbs 
parties hereto. It Is hereby. 

Ordered, adjudged and decreed: 

I 

This Court has Jurisdiction of the subject 
matter herein and of the parties hereto The 
Complaint states a claim upon which relief 
may be granted against the Defendant uwSrr 
Section 7 of the Clayton Act, 16 U.8.C. 118 

n 


As used In this Pinal Judgment: 

(A) ••Person” means any Individual, ror- 
portatlon, partnership, firm, association or 
other business or legal entity; 

(B) “Defendant” means Parker-Hsmiifta 
Corporation and all its subsidiaries and divi¬ 
sions. including Ideal Corporation; 

(C) •'Parker” means Parker-Hannifin Cor¬ 
poration and all Us subsidiaries and division 
other than Ideal Corporation, but Including 
persons acquired by Defendant alter the 
entry of this Pinal Judgment; 

(D) •'Ideal” means Ideal Corporation, s 
wholly-owned subsidiary of Parker, m «* 
existed on May 15. 1972; 

(B) “Acme” means Acme Air Appliance Co. 
Inc. a subsidiary of Idea); 

(P) ’Tire valve” means snap-in type or 
clamp-in typo tubeleea valves for u*c wUb 
pneumatic tires or typo typo valve* lor at¬ 
tachment to tire tubes; 

(O) ’Tiro hardware” means tire vaive\ 
tiro valve extensions, Uro valve core hounnfv 
tiro valve core*, air pressure gauger,. Ur Hat 
gauge assemblies, air line gauge?, tire prtt* 
sure gauges, service gauges, air chucks, 
blow guns, automatic quick change coupler* 
and nipples, and tire toIvc service and rep*tf 
tools; 

(H) ‘ Worm-drive hoee damp” mean* i 
device consisting of a serrated nteel band 
with a threaded worm-drive screw which fit* 
into an attached housing and which can b« 
turned In the ban’s serration; 

(I) ' Pooled quantity discount*, inm- 
any reduction In purchase price due to th« 
quantity of products purchased from D«- 
fondant; 

(J) -Minimum freight requirement a* 
means the price or poundage which s pur¬ 
chaser must exceed for Defendant to pof 
freight costs or any part thereof. 

m 

The provisions of this Final Judgment 
shall apply to Defendant, to Its subsldlarln. 
divisions, and affiliates, to the offloers. direc¬ 
tors, agents, employees, successor* and ** 
signs of each, and to all other persons i» 
active concert or participation with any « 
them who receive actual notice of this Finsi 
Judgment by personal service or other*.!' 


IV 

(A) Within two years of the date of cntff 
of this Final Judgment, Defcrvdan. aw 
divest all of Its Interest, direct and 
in Acme, which shall be an COgO^I 
tlty competing in the automotive Rfl®**®** 
ket and capable of continuing : $o u> . 
pete as of the date of the divestiture - 
ing divestiture of Acme. Defendant^** 
dispose of any asset of Acme othe .ban 
in the ordinary course of business. 
not for its own benefit encumber any a 

° f (B) If two years after the 6ate 
of this Final Judgment. Defendsint 
divested Itself of Acme as provided In w 
graph (A) of this Section, then, 
to any other remedy the Plaintiff n. 
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tiom the Court, the Court, upon uppli ca¬ 
tion of Plaintiff miid notice to the De¬ 
fendant, shall appoint a Trustee, ror a 
period of 18 months from his appointment. 
!!it Trustee shall have full authority to 
ti»poe of Acme, subject to the supervision 
e( this Court. Defendant shall continue 
to manage Acme subject to Plaintiff's right 
to *yk from the Court an order giving the 
managerial authority. Defendant, 
upon the expiration of 18 months from the 
Appointment of the Trustee, and In the 
rttnt he has not disposed of Acme, shall, 
upon application of Plaintiff. Immediately 
cewey to the Trustee all of its interest in 
Arc* The Trustee shall thereafter have 
full authority to manage and dispose of 
Anar, subject to the supervision of this 
Court. The Trustee shall, as expeditiously 
to possible after his appointment, subject 
v> the iupervlslon of this Court after hear- 
m the parties on any Issue presented, dis¬ 
pore of Acme as an ongoing entity compet¬ 
ing In the automotive aftermarket and 
capable of continuing so to compete. The 
fwa and expenses of the Trustee shall be 
remitted to this Court for approval and 
jafioent by Defendant. 

K) The details of any proposed divesti¬ 
ture tinder Paragraph (A) of this Section 
•ail be submitted to the Plaintiff. Follow¬ 
ing the receipt of such details and any 
MklitloruU information that It may request. 
Plainuff ahall have thirty (30) days In which 
to object to the proposed divestiture. If 
Plaintiff does not object, the proposed dives- 
bturt may be consummated; if Plaintiff 
object*, the proposed divestiture shall not 
be consummated until Defendant obtains 
m order of this Court approving the pro- 
paed divestiture or Plaintiff withdraws its 
objection. 

V 


Defendant shall, until the divestiture re- 
quiml by Section IV of this Final Judgment 

U completed; 

0) Maintain Acme In lta present status 
u * wparate and viable company; 

cl) Mate no changes in any of Dercud- 
wta recordkeeping which may hinder the 

flitwtuur* of Acme; 

Cl) Maintain the existing production and 
jad distribution facilities of Acme except 
bf changes in the ordinary course of 

bwtiwea-, 

<4) Maintain a sales organisation for Acme 
l *P arnt * from that of Parker; 
Maintain sufficient and adequate per- 
"Ofie! at Acme separate and distinct from 
urmdanfa other personnel and capable of 
Drfetid A< J m * effectl vely after divestiture 

JJ! p * wnf 9 existing competition bc- 
^ Acm# *«d other subsidiaries of 


< 7 ) Direct Acme to continue to publicize 
7T V* Overuse distinctly the name ol 
eutriK 10 . c .° nneK:tlon wltb products made oi 
wnmted by Acme and not indicate Acme * 
•^hiUon with It to the detriment of third 
rompetlng with Defendant, except 
g wlu known to be a subsidiary 

or Parker; 

to lt# TPH 017141011 Acme access 

lu..--™*® werets, customer lists, supplier 

** Pnces of the other. 


BhAl1 keep written n 
*n£n °Ly i ltK l ulrl *» receives, wh« 
Hrioct’ u ^^Pbonlc. or otherwise, 
butin#* •® c ^ ln 8 information regarding 
17 Tit ** dlv ® 8ted Pursuant to Sa 
th411 induff* the n 
iztabtr And business telep 

*bd ^ >tT%on **eklng Informs 

] Indicate the nature of the Inq 


Defendant’s response to the Inquiry, the date 
of the inquiry, and the date of Defendant's 
response 

(B) Beginning on the 80th day after entry 
of this Final Judgment, and on every 80th 
day thereafter until the divestiture ordered 
by Section IV has been completed. Defend¬ 
ant shall furnish a written report to Plaintiff 
which shall include: 

(1) A list of all persons who contacted De¬ 
fendant during the reporting period seeking 
Information about the business to be di¬ 
vested pursuant to Section IV, plus copies 
of the memoranda required by Paragraph 
(A) of this Section; 

(2) A description of steps taken during 
the reporting period to accomplish divesti¬ 
ture and of the status of all ongoing nego¬ 
tiations for the dlverstlture of Acme, unless 
a trustee has been appointed pursuant to 
Section IV <8). 

VII 

For two years from the date of entry of tills 
Final Judgment. Defendant shall not offer to 
combine products manufactured by Defend¬ 
ant (other than (a) products manufactured 
by Ideal and (b) products Internally devel¬ 
oped by Ideal), with worm-drive hose clamps 
manufactured by Ideal, with the result that 
a customer may obtain pooled quantity dis¬ 
counts or meet minimum freight require¬ 
ments 

VIII 

Por a period of ten years from the date of 
entry of this Final Judgment, Defendant 
shall not directly or Indirectly acquire any 
person engaged in whole or In part In the 
manufacture of any product named In Sec¬ 
tion 11(0) or 11(H) of this Final Judgment 

IX 

(A) For the purpose of determining or 
securing compliance with this Final Judg¬ 
ment. and for no other purpose, any duly 
authorized representative of the Department 
of Justice shall be permitted, upon written 
request of the Attorney General or the As¬ 
sistant Attorney General In charge of the 
Antitrust Division, and on reasonable notice 
to the Defendant made to Its principal office, 
subject to any legally recognized privilege: 

(1) Access during Defendant's office hours 
to Inspect and copy oil books, ledgers, ac¬ 
counts. correspondence, memoranda and 
other records and documents In the posses¬ 
sion or under the control of Defendant relat¬ 
ing to any of the matters contained in this 
Final Judgment; and 

(2) Subject to the reasonable convenience 
of Defendant and without restraint or Inter¬ 
ference from It. to Interview officers, direc¬ 
tors, agents, partners or employees of Defend¬ 
ant. who may have counsel present, regard¬ 
ing any of the matters contained In this Final 
Judgment. 

(B) Defendant, upon written request of 
the Attorney General or the Assistant Attor¬ 
ney General in charge of the Antitrust Divi¬ 
sion, shall submit such reports in writing 
with respect to any matters contained In this 
Final Judgment as may from time to time be 
requested. 

No Information obtained by the means 
provided in this Section IX aha!] be divulged 
by any representative of the Department of 
Justice to any person other than a duly au¬ 
thorized representative of the Executive 
Branch of the United States, except in the 
course of legal proceedings to which the 
United States Is a party, or for the purpose 
of securing compliance with this Final Judg¬ 
ment. or as otherwise required by law. 

If at any time Information or documents 
are furnished by Defendant to Plaintiff, De¬ 
fendant represents and identifies in writing 
the material In any such Information or doc¬ 
uments of a type described in Rule 26(c) (7) 


of the Federal Rules of Civil Procedure, and 
Defendant marks each pertinent page of such 
material. “8ubject to claim of protection 
under Rule 26(c) (7) of the Federal Rules of 
Civil Procedure." then 10 days notice shall 
be given by Plaintiff to Defendant prior to 
divulging such material in any legal pro¬ 
ceeding (other than a Grand Jury proceed¬ 
ing) to which the Defendant is not a party. 

X 

Jurisdiction Is retained by this Court for 
the purpose of enabling any of the parties 
to this Final Judgment to apply to this Court 
at any time for such further orders and 
directions aa may be necessary or appro¬ 
priate for tbo construction or implementa¬ 
tion. for the modification of any of the pro¬ 
visions. for the enforcement of compliance, 
and for the punishment of violations of this 
Final Judgment. 

XI 

Entry of this Final Judgment U in the 
public Interest. 

Dated. ..1877, 

United States District Judge. 

United States District Coust for the 

NoftTHVRN District or Ohio. Eastern Divi¬ 
sion 

United States of America, plaintiff, v. 
Parker-Hannifin Corporation, defendant. 

Civil No. C 72-483. 

Judge John M. Maims 

Filed; July 15. 1877. 

CoMncTirivE Impact Statement 

The United States, pursuant to Section 
2(b) of the Antitrust Procedures and Penal¬ 
ties Act. 15 UJB.C. | 16(b)-(h), files this 
Competitive Impact Statement relating to 
the proposed Final Judgment submitted for 
entry in this civil antitrust proceeding 

I 

Nature and Purpose or the Proceeding 

On May 15, 1872. the United States In¬ 
stituted a civil action against Parker-Hon - 
nlfln Corporation ("Parker") under Section 
15 of the Act of Congress of October 15. 1814. 
as amended (1ft U5.C. f 2ft), commonly 
known as the Clayton Act, to prevent and 
restrain the continuing violation by Parker 
°f Section 7 of the Clayton Act, as amended 
(16 U.8.C. | 18). The Complaint alleged that 
the 1971 merger of Parker with the Ideal 
Corporation ("Ideal") violated Section 7 of 
the Clayton Act by eliminating actual and 
potential competition between Parker and 
Ideal in the markets discussed below, and 
that Ideal’s leading market position In the 
manufacture and sale of worm-drive hose 
clamps may be entrenched by the merger. 
The Complaint requested the merger be de¬ 
clared unlawful, and that Parker be re¬ 
quired to divert Itself of Ideal 

II 

Th* Events Giving Roue to the Atixcrn 
Violation 

Parker la an Ohio corporation which had 
8211 million in sales in 1970. In 1975, Park¬ 
er's sales were about 8411 million. Parker is 
engaged in the manufacture and sale of prod¬ 
ucts for fluid systems, automaUve uses and 
environmental uses. In 1865, Parker acquired 
Tru-Ptate Inc., a manufacturer and seller of 
tire hardware Tire hardware products are 
sold In the automatlvo aftermarket, that is, 
to persons who resell them, ax distributors 
and mass merchandisers. Prior to Its merger 
with Ideal, the Complaint alleges, Parker was 
the sixth largest company In the tire hard- 


FfOEftAl tfOISTEt, VOl. 42, NO. 142— MONDAY. JULY 25. 1927 






37876 


NOTICES 


wfc.ro market, with 8 1 percent of that market. 

Ideal, the acquired company, hiul sales in 
1870 of about $27 million. Ideal waa engaged 
In the manufacture and sale of three princi¬ 
pal product linen: worm-drive hose clamp*, 
tire hardware, and signal flashers. Worm- 
drive hoee damps are tautening device*, 
which are principally used to hold a piece of 
low pressure hose In a fixed position and con- 
slat of a serrated steel band with a threaded 
word-drive screw which flu Into an attached 
housing and turns in the band’s serrations, 
serving to tighten or loosen the clamp. 
Worm-drive hoee clamps are sold mainly In 
the automotive aftermarket, but are also 
eoki to manufacturers of mobile equipment, 
such as tractors am! truck*. The Complaint 
alleges Ideal la the leading manufacturer of 
worm-drive hose damps, accounting for 
about 49 percent of the sales in the worm- 
drive hose clamp market. The Complaint also 
alleged the four largest manufacturers ac¬ 
counted for about 90 percent of the total in¬ 
dustry sales. 

Ideal’s manufacturing capability In tire 
hardware derived primarily from its 1908 ac¬ 
quisition of the Acme Air Appliance Co., Inc. 
("Acme”). The Complaint allege* that prior 
to the merger of Parker and Ideal. Ideal waa 
the fifth largest company In the tire hard¬ 
ware market with 102 percent of that market, 
and that oomblned, Parker and Ideal were the 
largest company in the tire hardware market 
with 18.3 percent of the market. The Com¬ 
plaint alleged that after tills merger, the live 
largest companies In the tire hardware mar¬ 
ket accounted for about 70 percent of that 
market. 

The Complaint alleged that Porker’s acqui¬ 
sition of Ideal eliminated actual competition 
between Parker and Ideal In the ttre hard¬ 
ware market, increased concentration in the 
tiro hardware market, e l i m inated potential 
competition between Parker and Ideal in the 
manufacture and sale or worm-drive hose 
clamps, entrenched the market position of 
Ideal in the manufacture and sale of worm- 
drive hose clamps, foreclosed Ideal's worm- 
drive hose clamp competitors from selling to 
various customer’s and Increased barriers to 
entry aa well as concentration in the manu¬ 
facture and sale of worm-drive hoee clamps, 
ail In violation of Section 7 of the Clayton 
Act.. 

HI 

Exflxmayjon or tot PaoPOBro Pinal 

JWCMLKT 

The United States and the defendant have 
agreed. In a Stipulation, that the proposed 
Pinal Judgment may be entered by the Court 
at any time after compliance with the Anti¬ 
trust Procedures and Penalties Act. The stip¬ 
ulation also provides that there has been no 
admission by any party with respect to any 
Issue of fact or law. Under the provUions of 
Section 2(e) of the Antitrust Procedures and 
Penalties Act (15 UB.C. I 10(e)), entry of 
sakl Judgment by the Court is conditioned 
upon Its determination that the proposed 
Judgment is in the public Interest. 

The proposed Pinal Judgment require* 
Parker to divest Acme within two (2) years 
from the date of entry of the Judgment upon 
terms and conditions acceptable to the Anti¬ 
trust Division and the Court. If PArkcr does 
not accomplish the divestiture within two 
(2) years, then, upon application of the 
United States, the Court will appoint a 
trustee who will dispose of Acme ns expedi¬ 
tiously as possible. However, regardless at 
whether the United State* requests appoint¬ 
ment of such trustee, the United States re¬ 
tains the right to request other remedies from 
the Court, such as a finding of contempt of 
Court against Parker far not divesting Acme 
within two (2) year*. While the Complaint 
requested Parker be ordered to divest Ideal, 


the divestiture of Acme will achieve the re¬ 
lief requested in the Ure hardware market, 
which was one of the primary objectives of 
the Complaint. That is. concentration In that 
market will decrease, and competition will 
Increase as a result of Acme being Independ¬ 
ent of Parker. 

The proposed Pinal Judgment also pro¬ 
hibits Parker and Ideal, for a two year period 
after entry of the proposed Final Judgment, 
from offering to combine Parker and Ideal 
products, other than products manufactured 
by Ideal or internally developed by Ideal, 
with worm-drive hose clamps manufactured 
by Ideal, with the result that a customer may 
obtain pooled quantity discounts or meet 
minimum freight requirements. This re¬ 
quirement should diminish any potential 
anticompetitive effects of the merger in the 
worm-drive hoee clamp market. 

The proposed Pinal Judgment prohibits 
Parker and Ideal for ten (10) years from, di¬ 
rectly or Indirectly, acquiring entitles en¬ 
gaged In whole or In part In the manufacture 
of stated Ure hardware products or worm- 
drive hose clamps. 

Finally, the propored Final Judgment pro¬ 
vides the Antitrust Division with Tights to 
inspect Parker’s records and to Interview Its 
ameers and employees In order to determine 
and secure compliance with the Final Judg¬ 
ment. 

IV 

REMEDIES AVAILAMJC TO POTENTIAL PWVAT* 
PLAurnm 

Any potential private plaintiffs who might 
have been damaged by the alleged violation 
will retain the same right to sue for mone¬ 
tary damages of three times the damages 
such persons have suffered and any other 
legal and equitable remedies which they 
would have had ware the proposed Final 
Judgment not entered. This proposed Pinal 
Judgment, however, may not be used as 
prim a facie evidence In private litigation 
pursuant to Section 5(a) of the Clayton Act. 

V 

Paocrocacs AvAnjuu vri tot MootnanoN 
or tux Paoroaao JcMancr 

The proposed Final Judgment Is subject to 
a Stipulation by and between the United 
States and the defendant, which provides 
that the United States may withdraw Its 
consent to the proposed Final Judgment un¬ 
til the Court hiis found that entry of the pro¬ 
posed Judgment Is In the public Interest. 
Within the statutory period of sixty (60) 
days (15 UwS.C. I 10) af the filing of the pro¬ 
posed Final Judgment with the District 
Court for the Northern District of Ohio in 
Cleveland. Ohio, any person may submit 
written comments regarding the proposed 
Final Judgment to: 

John A Weedon. Chief, Orest l akes Field 

Office. Antitrust Division. UB Department 

of Justice, 905 Oelebrea-ne Federal Building, 

Cleveland. Ohio 44199. 

Such comments and the Antitrust Divi¬ 
sion’s responses thereto will be filed with 
the District Court and published in the Fed¬ 
eral Register, The Department of Justice 
will evaluate such comments and determine, 
prior to iu entry, whether there U any reas¬ 
on for withdrawal of I to consent to the pro¬ 
posed Final Judgment. 

VI 

ALinnATim to tiuc Psoposm JuocxrrwT 

CONBUUOUB ST Tit* UmTTSP STATES 

One alternative to the proposed Final 
Judgment considered by the Antitrust Di¬ 
vision of the Department of Justice was a 
full trial on the mertts in order to obtain 
full divestiture by Parker of all of Its In¬ 


terest in Ideal. The Antitrust DlvUioa t*. 
Ueves that the divestiture of Acme. In 
tton to the other provisions of the prepoiei 
Final Judgement, la sufficient to 
the anticompetitive effects of tike acquia/jco 
In the tire hardware market. Also, the Ar.tj. 
trust Division believes that the additional 
relief which might have been obtained aid 
not warrant the MibatanlLal risk, time, *n 4 
expense normally associated with a full told 
on the merits. Finally, the relief contea- 
plated by the proposed Final Judgment v911 
be implemented more quickly than ant ra¬ 
il of obtained af ter a trial 
While the proposed final Judgment pr>-; 
vide* only limited relief in the worm-drlTt | 
hoe© clamp market, the Antitrust Dinuac 
does not believe that a full trial on tat 
merit* would result In additional rtlisT 
Changing industry condition* together with 
further analysis of the allegations concern* 
lng the worm-drive hose clamp market htw 
caused the Antitrust Division to conduce 1 
that It would be very difficult to prove 0* 
anticompetitive effect in that market 
At one point In the negotiations, the Anti¬ 
trust Division sought to require Parker to 
divest Ideal within four years of the d»u' 
of entry of the Judgment if it did not 41- 
vest Acme withtn two yearn of the Judirnarat 
Parker rejected this proposal, bowevrr. ons 
represented to the Antitrust Division tint 
Acme’s manufacturing operations are new] 
profitable and efficient, with further lucrum 
in profits projected, that Acme ia now an at- j 
tractive company to offer for sale, and tha: | 
Parker anticipate* no difficulty in dtopodrg 
of Acme within two year* Retyln ;* on ibex 
representations and information supplied by j 
Parker, the Antitrust Division agreed to flit 
proposed Final Judgment which orden di* j 
▼esttture of Acme within two years. Tb» j 
Antitrust Division also deleted freon the pro- , 
posed Judgment a provision which wcmM 
have required Parker to offer to sell certain 
of Us products to Acme's purchaser tee * 
four year period and which would lure re* I 
quired Parker to offer to purohs*^ certain i 
of Acme's products for the same period. Tlw j 
Antitrust Division concluded that these w- 
quire menu did not materially enluir.ee Am-* 
as a divestiture candidate. In addition b* 
Antitrust Division deleted from tl** p-opn«f 
Judgment a pro vision that would tore in¬ 
quired Parker to offer to purchase rarytof' 
amounts of Its worm-drive ho«e clomp re¬ 
quirements over a four year period from oo* 
or more vendors other than Ideal, if 
pricing conditions were met. The AcUtran 
Division concluded that this provision *** 
unnecessary Inasmuch as Parker ho* repre¬ 
sented that it will have only minimal re¬ 
quirement b for worm-drive hose clsmpt* Ik 
addition, the prlrlng condition* would 
to disclosure of third party pricing data u> 
Parker. Finally, such a provision would l®*j 
part an unwarranted artificiality to 
marketplace. J 

Further, the Antitrust Dtvinton o!*o socjtV 
to require Parker and Ideal not to cuicDlt*j 
products with stated exception* for a p**® 
of three year*. It agreed to a two ywr P cTV ^ 
after the defendant dropped a requiremtfr 
for a meeting of competition exception *J 
on exception permitting 11 to outwit* 11 * 
products of its TPII Division for Acme « 
Acme were diverted within two years fre® 
iho date of entry of the Judgment 
VII 

DRTXaMtNATtVE DOCUMENTS 

Tli ere are no materials or document' 
were determinative In formulating tb* 
posed Final Judgment Consequently. n 
are being filed by the Plaintiff 
Section 3(b) of the Antitrust Proeemw— 
and Penalties Act (16 Ufl.C. 116(*»)* 
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John A Wcedon, Attorney, Department of 

jnittce. 

Orald H Rubin, Joan FftiTAghor, &*undr» 
9 VVftllacfc. William J. Obcrdlck, Attorneys, 
Department of Justice. Anti trust Division, 
tviebrezae Federal Building. Cleveland, 
Obio 44109. Telephone: (216) 522-4076. 

(PR Doc.77-21286 Filed 7-22-77:8:45 am] 


national foundation on the 

ARTS AND HUMANITIES 

National Endowment for the Humanities 
FELLOWSHIPS PANEL 
Notice of Meeting 

July 20, 1977. 

pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Pub. L. 92- 
463, as amended), notice is hereby Riven 
lhAt a meeting of the Fellowships Panel 
riD be held at 806 15th Street NW., 
Washington. D.C. 20506. in room 314, 
from 9:30 a m. to 5 30 p m. on August 11. 

The purpose of the meeting is to re¬ 
new Fellowships for Independent Study 
and Research applications in the field of 
Sociology and Psychology submitted to 
the National Endowment for the Hu¬ 
manities for projects beginning after 
October 1.1977. 

Because the proposed meeting will 
consider financial information and dis¬ 
close information of a personal nature 
the disclosure of which would constitute 
a clearly unwarranted invasion of per¬ 
sonal privacy, pursuant to authority 
gronted me by the Acting Chairman's 
Delegation of Authority to Close Advi¬ 
sory Committee Meetings, dated April 28, 
1977.1 have determined that the meeting 
would fall within exemptions <4) and 
of 5 US.C. 552b(c) and that it is 
essential to close the meeting to protect 
the free exchange of Internal view's and 
to avoid Interference with operation of 
the Committee. 

It Is suggested that those desiring more 
Specific information contact the Advi- 
wry Committee Management Officer, Mr. 
John W. Jordan. 806 15th Street NTW., 
Washington. DC. 20506. or call area 
code 202-724-0256. 

John W. Jordan, 
Advisory Committee 
Management Officer. 

IFR Doc 77 21277 Fliod 7 22-77;8:45 »mj 


FELLOWSHIPS PANEL 
Notice of Meeting 

July 20. 1977. 

Pursuant to the provisions of the Fed- 

J? 1 Advisory Committee Act <Pub. L. 
«-463, as amended), notice is hereby 
Itten that a meeting of the Fellowships 
wd wm be held at 806 15th Street 
jw.. Washington, D.C. 20506. in room 
fr °™ *30 am. to 5:30 pm. on August 

Purpose of the meeting is to review 
uowshJps for Independent Study and 
^search abdications in the field of 
w and Political Theory submitted to 


the National Endowment for the Human¬ 
ities for projects beginning after Oc¬ 
tober 1.1977. 

Because the proposed meeting will con¬ 
sider financial information and disclose 
information of a personal nature the 
disclosure of which would constitute a 
clearly unwarranted Invasion of per¬ 
sonal privacy, pursuant to authority 
granted me by the Acting Chairman’s 
Delegation of Authority to Close Ad¬ 
visory Committee Meetings, dated April 
28, 1977, I have determined that the 
meeting would fall within, exemptions 
<4> and (6) of 5 UB.C. 552b(c> and that 
it is essential to close the meeting to pro¬ 
tect the free exchange of internal views 
and to avoid interference with opera¬ 
tion of the Committee. 

It is suggested that those desiring more 
specific Information contact the Advisory 
Committee Management Officer, Mr. 
John W. Jordan. 806 15th Street NW., 
Washington, DC. 20506, or call area 
code 202-724-0256. 

John W. Jordan, 
Advisory Committee 
Management Officer. 

| PR Doc.77-21267 Filed 7-22-77:8:45 «m| 


FELLOWSHIPS PANEL 
Notice of Meeting 

July 20. 1977. 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act <Pub. L. 
92-463. as amended >. notice is hereby 
given that a meeting of the Fellowships 
Panel will be held at 806 15th Street NW., 
Washington. D.C. 20506, in room 314, 
from 9:30 am to 5:30 pm. on August 15. 

The purpose of the meeting Is to review 
Fellowships for Independent Study' and 
Research applications in the field of 
Non-European History submitted to the 
National Endowment for the Humanities 
for projects beginning after October 1, 
1977. 

Because the proposed meeting will 
consider financial information and dis¬ 
closure information of a personal nature 
the disclosure of which would constitute 
a clearly unwarranted invasion of per¬ 
sonal privacy, pursuant to authority 
granted me by the Acting Chairman’s 
Delegation of Authority to Close Advisory 
Committee Meetings, dated April 28, 
1977, I have determined that the meet¬ 
ing would fall within exemptions (4) 
and (6) of 5 US.C. 552b(3) and that it 
Is essential to close the meeting to pro¬ 
tect the free exchange of internal views 
and to avoid interference with the oper¬ 
ation of the Committee. 

It is suggested that those desiring more 
specific information contact the Advisory 
Committee Management Officer. Mr. 
John W. Jordan. 806 15th Street NW., 
Washington. D.C. 20506, or call area 
code 202-724-0256. 

John W. Jordan, 
Advisory Committee 
Management Officer. 

(FR Doc 77-21270 Filed 7-22-77:8:45 am) 


FELLOWSHIPS PANEL 
Notice of Meeting 

July 20. 1977. 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Pub. L. 
92-463, as amended), notice is hereby 
given that a meeting of the Fellowships 
Panel will be held at 806 15th Street NW.. 
Washington, D.C. 20506. in room 314, 
from 9:30 aun. to 5:30 p.m. on August 17. 

The purpose of the meeting is to re¬ 
view Fellowships for Independent Study 
and Research applications in the field of 
English Literature submitted to the Na¬ 
tional Endowment for the Humanities for 
projects beginning after October 1, 1977. 

Because the proposed meeting will con¬ 
sider financial Information and disclose 
information of a personal nature the dis¬ 
closure of which would constitute a 
clearly unwarranted invasion of personal 
privacy, pursuant to authority granted 
me by the Acting Chairman’s Delegation 
of Authority to Close Advisory Commit¬ 
tee Meetings, dated April 28. 1977.1 have 
determined that the meeting would fall 
within exemptions (4> and (6) of 5 UB.C. 
552b(c) and that it is essential to close 
the meeting to protect the free exchange 
of internal views and to avoid interfer¬ 
ence with operation of the Committee. 

It is suggested that those desiring more 
specific information contact the Advisory 
Committee Management Officer, Mr. 
John W. Jordan. 806 15th Street NW . 
Washington. D.C. 20506. or call area code 
202-724-0256. 

John W. Jordan, 
Advisory Committee 
Management Officer. 

(FR Doc.77 21273 Filed 7-22-77:8:45 am) 


FELLOWSHIPS PANEL 
Notice of Meeting 

July 20. 1977. 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Pub. L. 
92-463. as amended), notice Is hereby 
given that a meeting of the Fellowships 
Panel will be held at 806 15th Street NW. 
Washington. D.C. 20506, In room 314, 
from 9:30 a m. to 5:30 p.m. on August 20. 

The purpose of the meeting Is to re¬ 
view' Fellowships for Independent Study' 
and Research applications in the field of 
Recent U.S. History submitted to the 
National Endowment for the Humanities 
for projects beginning after October 1, 
1977. 

Because the proposed meeting will con¬ 
sider financial information and disclose 
information of a personal nature the dis¬ 
closure of which would constitute a 
clearly unwarranted invasion of personal 
privacy, pursuant to authority granted 
me by the Acting Chairman’s Delegation 
of Authority to Close Advisory Commit¬ 
tee Meetings, dated April 28. 1977,1 have 
determined that the meeting would fall 
within exemptions (4) and (6) of 5 U S.C. 
552b<c) and that It Ls essential to close 
the meeting to protect the free exchange 
of internal views and to avoid Interfer¬ 
ence with operation of the Committee, 
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It Is suggested that those desiring more 
specific information contact the Advisory 
Committee Management Officer. Mr. 
John W. Jordan. 806 16th Street NW, 
Washington. D.C. 20606, or call area code 
202-724-0256. 

John W. Jordan. 
Advisory Committee 
Management Officer . 

IFR Doc.77-21266 Filed 7 22~77;8 45 tun] 


FELLOWSHIPS PANEL 
Notice of Meeting 

July 20. 1977. 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Pub. L. 
92-463, as amended!, notice is hereby 
given that a meeting of the Fellowships 
Panel will be held at 806 15th Street 
NW.. Washington. D.C. 20606. in room 
314. from 9:30 am. to 5:30 pjn. on Au¬ 
gust 22. 

The purpose of the meeting is to re¬ 
view Fellowships for Independent Study 
and Research applications in the held 
of English submitted to the National En¬ 
dowment for the Humanities for projects 
beginning after October 1.1977. 

Because the proposed meeting will 
consider financial information and dis¬ 
close information of a personal nature 
the disclosure of which would constitute 
a clearly unwarranted invasion of per¬ 
sonal privacy* pursuant to authority 
granted me by the Acting Chairman’s 
Delegation of Authority to Close Advi¬ 
sory Committee Meetings, dated April 28. 
1977.1 have determined that the meeting 
would fall within exemptions <4> and 
(6) of 5 U-S.C. 552b(c) and that it is 
essential to close the meeting to protect 
the free exchange of internal views and 
to avoid interference with operation of 
the Committee. 

It Is suggested that those desiring 
more specific information contact the 
Advisory Committee Management Offi¬ 
cer. John W. Jordon, 806 15th Street 
NW.. Washington. D.C. 20506. or call area 
code 202-724-0256. 

John W. Jordan. 

Advisory Committee 
Management Officer . 

| FR Doc. 77-21268 Filed 7 -23-77:8:45 ami 


FELLOWSHIPS PANEL 
Notice of Meeting 

Jolt 20, 1977. 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Pub. L. 
92-463. as amended), notice is hereby 
given that a meeting of the Fellowships 
Panel will be held at 806 15th Street 
NW.. Washington. D.C. 20506. in room 
314. from 9:30 am. to 5:30 p.m. on 
August 23. 

The purpose of the meeting is to re¬ 
view Fellowships for Independent Study 
and Research applications in the field 
of Religion submitted to the National 
Endowment for the Humanities for proj¬ 
ects beginning after October 1. 1977. 

Because the proposed meeting will con¬ 
sider financial information and disclose 


information of a personal nature the 
disclosure of which would constitute a 
clearly unwarranted invasion of personal 
privacy, pursuant to authority granted 
me by the Acting Chairman's Delegation 
of Authority to Close Advisory Commit¬ 
tee Meetings, dated April 28.1977,1 have 
determined that the meeting would fall 
within exemptions (4) and <6> of 5 U.S.C. 
552b(c) and that it is essential to close 
the meeting to protect the free exchange 
of internal views and to avoid Interfer¬ 
ence with operation of the Committee. 

It Is suggested that those desiring more 
specific information contact the Advisory 
Committee Management Officer. Mr. 
John W. Jordan. 806 15th Street NW.. 
Washington. D.C. 20506. or call area code 
202-724-0256. 

John W. Jordan. 

Advisory Committee 
Management Officer . 

(FR Doc.77-21300 Filed 7 - 22 - 77.8 45 am] 


FELLOWSHIPS PANEL 
Notice of Meeting 

July 20. 1977. 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Pub. L. 
92-463, as amended), notice is hereby 
given that a meeting of the Fellowships 
Panel will be held at 806 15th Street NW„ 
Washington, D.C. 20506. in Room 314. 
from 9:30 am. to 5:30 pjn. on August 25. 

The purpose of the meeting is to review 
Fellowships for Independent Study and 
Research applications in the field of U.S. 
History submitted to the National En¬ 
dowment for the Humanities for projects 
beginning after October 1.1977. 

Because the proposed meeting will con¬ 
sider financial Information and disclose 
information of a personal nature the dis¬ 
closure of which would constitute a clear¬ 
ly unwarranted invasion of personal 
privacy, pursuant to authority grant¬ 
ed me by the Acting Chairman's Dele¬ 
gation of Authority To Close Advisory 
Committee Meetings, dated April 28, 
1977, I have determined that the meet¬ 
ing would fall within exemptions (4) and 
(«i of 5 U JBC. 552b<c> and that it is 
essential to close the meeting to protect 
the free exchange of internal views and 
to avoid Interference with operation of 
the Committee. 

It is suggested that those desiring more 
specific information contact the Advisory 
Committee Management Officer. Mr. 
John W. Jordan. 806 15th Street NW.. 
Washington. D.C. 20506. or call area code 
202-724-0256. 

John W. Jordan. 

Advisory Committee 
Management Officer. 

|FR Doe 77-21270 PUMl 7 23-77:8:45 ana] 


FELLOWSHIPS PANEL 
Notice of Meeting 

July 20. 1977. 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Pub. L. 
92-463. as amended), notice is hereby 


given that a meeting of the Fellowship* 
Panel will be hold at 806 15th Street NW 
Washington. D.C. 20506. in Room 3lf 
from 9:30 a an. to 5:30 pm. on August 34 
The purpose of the meeting is to re¬ 
view Fellowships for Independent str¬ 
and Research applications in the field of 
Art History submitted to the National 
Endowment for the Humanities for proj¬ 
ects beginning after October 1. 1977. 

Because the proposed meeting will con¬ 
sider financial information and disclose 
information of a personal nature the dis¬ 
closure of which would constitute a clear¬ 
ly unwarranted invasion of personal pri¬ 
vacy. pursuant to authority granted me 
by the Acting Chairman's Delegation of 
Authority to Close Advisory Committr* 
Meetings, dated April 28. 1977. I hate 
determined that the meeting would fall 
within exemptions (4) and (6) of 51760 
5S2b(c) and that it is essential to close 
the meeting to protect the free exchange 
of internal views and to avoid inter¬ 
ference with operation of the Committee 
It is suggested that those desiring more 
specific information contact the Advi¬ 
sory Committee Management Officer. Mr. 
John W. Jordan. 806 15th 8treet NW. 
Washington. D.C. 20506. or call area code 
202-724-0256. 

John W. Jordan. 

Advisory Committee 
Management Officer. 

|FR Doc.77-21271 Filed 7-22-77 6:45 aa] 


FELLOWSHIPS PANEL 
Notice of Meeting 

July 20. 1977. 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Pub. L. 92- 
463. as amended). notice is hereby given 
that a meeting of the Fellowship Panel 
will be held at 806 15th Street NW, 
Washington. D.C, 20506, in room 31L 
from 9:30 am. to 5:30 pm. on August 
26. 

Tlie purpose of the meeting U to re¬ 
view Fellowships for Independent Stud! 
and Research applications in the n» 
of International Relations. Politics! Be¬ 
havior and Comparative Politics sub¬ 
mitted to the National Endowment lor 
the Humanities for projects beglnniM 
after October 1, 1977. 

Because the proposed meeting jw 
consider financial Information and dis¬ 
close information of a personal nature 
the disclosure of which would const it ut 
a clearly unwarranted invasion of 
sonal privacy, pursuant to> authow 
granted me by the Acting c JJf llrTn AH . 
Delegation of Authority to Close Aj 
visory Committee Meetings, datfd Apr 
28, 1977, I have determined that u* 
meeting would full witfiln exempt** 
<4> and (6. of 5 U-S.C. flMMe>«£J** 
It Is essential to close the 
protect the free exchange of Intros* 
views and to avoid Interference 
eration of the committee. 

It is suggested that U>«e ***** 
more specific information contact 
Advisory Committee UMUglfOinlum 
cer. Mr. John W. Jordan, 806 15th Str<* 
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KW., Washington* D.C. 20506, or call 
trca code 202-724-0256. 

John W. Jordan, 
Advisory Committee 
Management Officer. 
[FR Doc 77-21272 Piled 7-22-77;8:45 am) 


FELLOWSHIPS PANEL 
Notice of Meeting 

July 20. 1977. 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Pub. L. 

463. as amended), notice L$ hereby 
Iftrn that a meeting of the Fellowships 
pine) will be held at 806 15th Street NW., 
Washington. D.C. 20506. in room 314, 
from 9:30 am. to 5 :30 pin. on August 29. 

The purpose of the meeting is to re¬ 
tie* Fellowships for Independent Study 
and Research applications in the field 
of Philosophy of Mind Linguistics and 
Philosophy of language Aesthetics sub¬ 
mitted to the National Endowment for 
the Humanities for projects beginning 
after October 1. 1977. 

Bcchukc the proposed meeting will 
consider financial Information and dis¬ 
close information of a personal nature 
the disclosure of which would constitute 
i clearly unwarranted invasion of per¬ 
sonal privacy, pursuant to authority 
punted me by the Acting Chairman's 
Delegation of Authority to Close Advi¬ 
sory Committee Meetings, dated April 28. 
1977,1 have determined that the mcet- 
mi would fall within exemptions (4) 
Mid *6) of 5 tLS.C, 553b(c) and that It 
b essential to close the meeting to pro¬ 
tect the free exchange of internal views 
*nd to avoid interference with operation 
of the Committee. 

It is suggested that those desiring 
awre specific information contact the 
Advisory Committee Management Offl- 
Mr. John W. Jordan. 806 15th 
Street NVV Washington. D.C. 20506. or 
m area code 202-724-0256. 

John W. Jordan. 

Advisory Comm If fee 
Management Officer . 

(fR Doc 77-21274 Filed 7-22-77; 8 :45 am} 


FELLOWSHIPS PANEL 
Notice of Meeting 

July 20,1977. 

Pttfnuun to the provisions of the Fed- 
™ Advisory Committee Act (Pub. L, 
Mntnd&dit notice is hereby 
“J * meeting of the Fellow .ships 
held at 806 15th Street 
lu f Wakhin * u,n ’ Dc - 20506. in room 
9;3 0 am. to 5:30 »>m. on Au- 

ot Llle "acting is to rc- 
PrUowdilps foT Independent Study 
ap l’ llcf *tton* In the field of 
u Literature Classics submitted to 
^ BDdow ®«rt for the Hu- 

Octofe? l. l0 i977 roJeCtS teglnnlnB afU:r 

the proposed meeting win 
™ er Obftnctal information and dls- 


close Information of a personal nature 
the disclosure of which would constitute 
a clearly unwarranted invasion of per¬ 
sonal privacy, pursuant to authority 
granted me by the Acting Chairman’s 
Delegation of Authority to Close Advisory 
Committee Meetings, dated April 28, 
1977. I have determined that the meet¬ 
ing would fall within exemptions (4) and 
<6> of 5 USC. 552b(c) and that it is 
essential to close the meeting to protect 
the free exchange of internal views and 
to avoid interference with operation of 
the Committee. 

It is suggested that those desiring more 
specific information contact the Advisory 
Committee Management Officer. Mr. 
John W. Jordan. 806 15th Street NW.. 
Washington. D.C. 20506. or call area code 
202-724-0256. 

John W. Jordan. 

Advisory Committee 
Management Officer . 

|FR Doc 77-2J275 Filed 7-23-77;8:45 am) 

NUCLEAR REGULATORY 
COMMISSION 

ABNORMAL OCCURRENCE EVENT 

Overexposure of Two Radiographers 

Section 208 of the Energy Reorganiza¬ 
tion Act of 1974, as amended, required 
the NRC to disseminate information on 
abnormal occurrences <Lc. unscheduled 
Incidents or events which the Commis¬ 
sion determines are significant from the 
standpoint of public health and safety). 
The following incident was determined 
to be an abnormal occurrence using the 
criteria published in the Federal Regis¬ 
ter on February 24. 1977 ( 42 FR 10950). 
Appendix A (Example I. A. 1) of the 
Policy Statement notes that exposure of 
the whole body of any individual to 25 
rems or more of radiation can be con¬ 
sidered an abnormal occurrence. 

Overexposure of Two Radiographers 

Date and Place. —On June 20, 1977 
the NRC was notified by J. G. Sylvester 
Associates. Inc.. Rockland. Mass., that 
two radiographers had been exposed to 
radiation on June 16.1877. while working 
at the licensee's Rockland. Mass., facility. 
The licensee estimated that the dose to 
the head of one radiographer could have 
been as much as 400 rems. Film badge 
results indicated exposures of 3-4 rems 
to the bodies of the radiographers. 

Nature and Probable Consequences. _ 

On June 16. 1977. at approximately 5 
a.m.. a radiographer and radiographer's 
assistant completed a series of exposures 
using a 35 curie cobalt-60 source. They 
moved the guide tube attached to the co¬ 
balt-60 exposure device to another posi¬ 
tion but left Uie exposure device unlocked 
and the control cables attached. A sec¬ 
ond exposure device containing 94 curies 
of iridium-192 w*as then taken from stor¬ 
age. prepared for use and an exposure 
was begun. The control crank for the 
iridium-192 exposure device was placed 
near the control crank for the cobalt- 
60. At the completion of the time allotted 


for the iridium-192 exposure, the radi¬ 
ographer's assistant mistakenly oper¬ 
ated the cobal-60 crank, resulting in the 
exposure of the cobalt-60 source. The 
radiographer's asr.isunt then entered 
the cell carrying a survey instrument, but 
failed to detect the strong radiation field 
caused by the exposed sources. The as¬ 
sistant retrieved the exposed film and 
left the cell. The radiographer then en¬ 
tered the cell and placed a new film tn 
place. He spent 2-3 minutes in close 
proximity to the exposed iridium-192 
source and actually bumped the exposed 
source with hLs head twice. 

From film badges worn by the two in¬ 
dividuals and reconstruction of the inci¬ 
dent, it is estimated that the radiog¬ 
rapher received a dose of 4 rems to the 
trunk of the body, up to 11 rems to the 
gonads, up to 18 rems to the eyes and 
from 100-400 rems co two small areas 
of the left side of the head. It is esti¬ 
mated that the radiographer's assistant 
received a whole body exposure of 4 rems. 

The consequences of this type of inci¬ 
dent are limited to the individuals in¬ 
volved and Are expected to be small. 
Both individuals were examined by a 
physician. No observable effects are ex¬ 
pected for the radiographer's arintant. 
The radiographer may experience a 
slight reddening and temporary hair 
loss at the sites of contact with the 
source. The event was classified as an ab¬ 
normal occurrence based on the high 
dose to the small area of the radiog¬ 
rapher’s head ns a dese to the head is 
considered equivalent to a whole body 
dose. 

Cause or Causes.—The direct cause of 
these exposures was a failure to perform 
an adequate radiation survey on entry 
into the cell Contributing to this was 
the fact the radiographer's assistant was 
Inexperienced and was not directly su¬ 
pervised by the radiographer in operat¬ 
ing the crank and performing the survey. 

Actions Taken to Prevent Recurrence 

Licensee. —All radiographers and radi¬ 
ographer’s assistants have been retrained 
in the proper use of survey Instruments. 
Radiographers have been Biven specific 
instructions concerning supervision of 
radiographer’s assistants. Company 
management now conducts more fre¬ 
quent audits of radiograph performance. 

NRC. —An investigation, including re¬ 
enactment of the exposure, was com¬ 
pleted on June 22, 1977. Enforcement ac¬ 
tion for activities which were not in 
compliance with NRC regulations is be¬ 
ing evaluated. The NRC has contacted 
the President of Sylvester Associates to 
emphasize the seriousness of the event 
and express NRC’s concern. 

For the Nuclear Regulatory Commis¬ 
sion. 

Dated at Bethesda. Md. this 19th day 
of July 1977. 

Lee V. Gossicx, 

Executive Director 
for Operations . 

(FR Doc.77-21392 Filed 7-22-77; 8:45 Am) 
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AD 'ISORY COMMITTEE ON REACTOR 
bAFEGUARDS SITING EVALUATION 
SUBCOMMITTEE 

Meeting 

In accordance with the purposes of 
sections 29 and 182b. of the Atomic En¬ 
ergy Act <42 U.S.C. 2039 2232 b>, the 
ACRS Siting Evaluation Subcommittee 
will hold an open meeting on August 9, 
1977 ill Room 1062. 1717 H St. NW- 
Washington, D C. 20555, The purpose of 
this meeting is to discuss general nuclear 
facility siting considerations with mem¬ 
bers of the NRC Staff. 

The agenda for subject meeting shall 
be as follows: 

Tuesday. August 9. 1977 

8.30 A-M. UNTIL CONCLUSION OF BUSINESS 

The Subcommittee, with any of its 
consultants who may be present, will 
meet in Executive Session to explore 
their preliminary opinions regarding 
matters which should be considered in 
order to formulate a report and recom¬ 
mendations to the full Committee. 

At the conclusion of the Executive 
Session, the Subcommittee will meet to 
hear presentations by representatives of 
the NRC Staff, and its consultants, and 
will hold discussions with these groups 
pertinent to general nuclear facility sit¬ 
ing considerations. 

At the conclusion of this session, the 
subcommittee may caucus to determine 
whether the matters identified in the 
initial session have been adequately 
covered. _ . . 

Practical considerations may dictate 
alterations in the above agenda or sched¬ 
ule The Chairman of the Subcommittee 
is empowered to conduct the meeting in 
a manner that, in his judgment, will 
facilitate the orderly conduct of busi- • 
ness, including provisions to carry over 
uncompleted open session from one day 
to the next. „ 

The Advisory Committee on Reactor 
Safeguards is an Independent group 
established by Congress to review and 
report on each application for a con¬ 
struction permit and on each application 
for an operating license for a reactor 
facility and on certain other nuclear 
safety matters. The Committee's reports 
become a part of the public record. Al¬ 
though ACRS meetings are ordinarily 
open to the public and provide for oral 
or written statements to be considered 
as a part of the Committee’s information 
gathering procedure concerning the 
health and safety of the public, they are 
not adjudicatory type hearings such as 
are conducted by the Nuclear Regulatory 
Commission’s Atomic Safety and Licens¬ 
ing Board as part of the Commission x 
licensing process. ACRS meetings do not 
normally treat matters pertaining to en¬ 
vironmental impacts outside the radio¬ 
logical safety area. 

With respect to public participation in 
the open portion of the meeting, the 
fallowing requirements shall apply: 

<a» Persons wishing to submit written 
statements regarding the agenda may do 
so by providing a readily reproducible 
copy to the Subcommittee at the begin¬ 


ning of the meeting. Comments should 
be limited to safety related areas within 
the Committee’s pun lew. 

Persons desiring to mail written com¬ 
ments may do so by sending a readily 
reproducible copy thereof in time for 
consideration at this meeting. Comments 
postmarked no later than August 2. 1977. 
addressed to Dr. Andrew L. Bates, ACRS, 
NRC, Washington. D.C. 20555, will nor¬ 
mally be received in time to be considered 
at this meeting. 

<b> Persons desiring to make an oral 
statement at the meeting should make a 
written request to do so. identifying the 
topics and desired presentation time so 
that appropriate arrangements can be 
made. The Subcommittee will receive 
oral statements on topics relevant to its 
purview at an appropriate time chosen 
by the Chairman. 

(c) Further information regarding 
topics to be discussed, whether the meet¬ 
ing has been canceled or rescheduled, the 
Chairman's ruling on requests for the op¬ 
portunity to present oral statements and 
the time allotted therefor can be obtained 
by a prepaid telephone call on August 8, 
1977 to the Office of the Executive Direc¬ 
tor of the Committee (telephone 202- 
634-1919. Attn.: Dr. Andrew L. Bates* 
between 8:15 and 5 pjn. EDT. 

(d> Questions may be propounded only 
by members of the Subcommittee, its 
consultants, and Staff. 

<e> The use of still, motion picture, 
and television cameras, the physical in¬ 
stallation and presence of which will not 
Interfere with the conduct of the meet¬ 
ing. will be permitted both before and 
after the meeting and during any re¬ 
cess. The use of such equipment will be 
allowed while the meeting is in session 
at the discretion of the Chairman to a 
degree that is not disruptive to the meet¬ 
ing. When use of such equipment is per¬ 
mitted. appropriate measures will be 
taken to protect proprietary or privi¬ 
leged information which may be in docu¬ 
ments. folders, etc. being used during the 
meeting. Recordings will be permitted 
only during those sessions of the meeting 
when a transcript is being kept. 

<f> A copy of the transcript of the por¬ 
tion (si of the meeting where factual in¬ 
formation is presented and a copy of the 
minutes of the meeting will be available 
for inspection on or after August 16 and 
November 9. 1977, respectively, at the 
NRC Public Document Room, 1717 H 
St. NW., Washington. D.C. 20555. 

Copies may be obtained upon payment 
of appropriate charges. 


Dated: July 21,1977. 

John C Hoyle. 
Advisory Committee 
Management Officer. 

IFR Doc 77 21446 Filed 7-22-77.8 45 am | 


ADVISORY COMMITTEE ON REACTOR 
SAFEGUARDS, SUBCOMMITTEE ON 
REGULATORY ACTIVITIES 
Meeting 

In accordance with the purposes of 
sections 29 and 182b. of the Atomic En¬ 


ergy Act (42 UJS.C. 2039. 2232 b.). the 
ACRS Subcommittee on Regulatory Ac¬ 
tivities will hold an open meeting on 
August 10. 1977 in Room 1046. 1717 H 
St. NW.. Washington, D.C. 20555. 

The agenda for subject meeting shall 
be as follows: 

Wednesday. August 10. 1977 

8.49 A.M.-U A M 

A. The Subcommittee will hear pres¬ 
entations from the NRC Staff and will 
hold discussions with this group perti¬ 
nent to the following: 

(1) Regulatory Guide 1.124, Revision 

1. -Design Limits and Loading Combina¬ 
tions for Class 1 Linear-Type Compo¬ 
nent Supports.’’ 

(2) Regulatory Guide 1.52. Revision 

2. "Design. Testing, and Maintenance 
Criteria for Engineered-Safety-Feature 
Atmosphere Cleanup System Air Filtra¬ 
tion and Adsorption Units for Light 
Water Cooled Nuclear Power Plants.” 

(3> Regulatory Guide l.XX. "Normal 
Water Level and Discharge at Nuclear 
Power Plants.’* 

(4) Regulatory Guide l.ZZ, 'Design, 
Testing, and Maintenance Criteria for 
Normal Ventilation Exhaust System Air 
Filtration and Adsorption Units of Light 
Water Cooled Nuclear Power Plants.” 

11 A.M. UNTIL THE CONCLUSION OF BUSINESS 

B. The Subcommittee will hear pres¬ 
entations from the NRC Staff and will 
hold discussion with this group perti¬ 
nent to activities which affect the current 
licensing process on reactor operations 
Including those related to "The Statu* 
of Modification or Lack of Mod.ttciiUaii 
to 10 CFR 50.55a<g > Relevant to Ap¬ 
proval or Disapproval of ASME Code* 
Other matters which may be of a p«* 
decisional nature relevant to reactor op¬ 
eration or licensing activities may 
discussed following this session 

Practical considerations may dicUt** 
alterations in the above agenda « 
schedule. The Chairman of the Subcow- 
mittee is empowered U> conduct the meet¬ 
ing in a manner that, in his Judgmen • 
will facilitate the orderly conduct of bim- 
ness, including provisions to carry 
an incompleted open session from one 
to the next. 

The Advisory Committee on Heaewr 
Safeguards is an independent gw> P 
established by Congress to review and re 
port on each application for a construe 
tlon permit and on each ■ 

an operating license for a «*etfflrf»wl 
and on certain other nuclearsafety 
ter* The Committee’s reports l** c *‘i* | 

part of the public record. Although , ACJ ,] 
meetings are ordinarily open to 
lie and provide for oral or written svs- , 
menu to be considered as a l*' 101 
Committee’s Information 
cedure concerning the health aJ __ j 
of the public, they are not «*Jui » • j 

type hearings such as are ®° nduc *V., 
the Nuclear Regulatory Con *^‘^^ r! 
Atomic Safety & Licensing Board asp 
of the Commissions licensing 
ACRS meetings do not normal > 
matters pertaining to environing 
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impacts ouUlde the radiological safety 


area. 

With respect to public participation in 
the meeting, the following requirements 

shall apply: 

<A) Persons wishing to submit written 
statements regarding Regulatory Guides 
1.124 and 1.52 may do so by providing a 
readily reproducible copy to the Sub¬ 
committee at the beginning of the meet¬ 
ing. Such comments shall be jased upon 
documents on file and available for public 
inspection at the NRC Public Document 
Room, 1717 H St. NW„ Washington. D.C. 
20555. 


Persons desiring to mail written com¬ 
ments may do so by sending a readily 
reproducible copy thereof in time for 
consideration at this meeting. Comments 
postmarked no later than August 3. 1977 
to Mr G. R. Guittschreibcr. ACRS, NRC, 
Washington. D.C. 20555. will normally 
be received in time to be considered at 
this meeting. 

<B) Persons desiring to make an oral 
statement at the meeting should make a 
written request to do so. identifying the 
topics and desired presentation time so 
that appropriate arrangements can be 
made The Subcommittee will receive oral 
statements on topics relevant to its pur¬ 
view at an appropriate time chosen by 
the Chairman. 

<C> further information regarding 
topics to be discussed, whether the meet¬ 
ing has been canceled or rescheduled, 
the Chairman's ruling on requests for the 
opportunity to present oral statements 
and the time allotted therefor can be 
obtained by a prepaid telephone call on 
August 9,1977 to the Office of the Execu¬ 
te* Director of the Committee (tele¬ 
phone 202-634-1374, Attn: Mr. O. R. 
(fciittschroiber) between 8:15 a.ra. and 
5 p.m, EDT. 


<Dj Questions may be propounded 
only by members of the Working Group, 
its consultants, and Staff. 

The use of 8till, notion picture, and 
television cameras, the physical installa¬ 
tion and presence of which will not in¬ 
terfere with the conduct of the meeting, 
will be r-ermitted both before and after 
the meeting and during any recess. The 
«« of such equipment will be allowed 
J»ite the meeting is in session at the 
Ohcretion of the Chairman to a degree 
HJ? 1 in not disruptive to the meeting, 
when use of such equipment is per¬ 
mitted. appropriate measures will be 
r? en to protect proprietary or privileged 
wuomuiUon which may be on documents. 

‘ ctc be4n * during the meet- 
R4X*ording8 of the proceedings will 
w permitted only during those sessions 
wn a transcript is being kept. 

A c °Py of the transcript of the 
Wsori«s) of the meeting where factual 
“formation is presented and a copy of 
t* mliiutca of the meeting will be avail- 
Jrf for hispection »t the NRC Public 
j**ument Room, 1717 H 8t. NW, Wash- 
4ton, DC. 29555 on or after August 17, 

lively^ Novcmber l0 * 1977 ‘ rcspec- 


Coples may be obtained upon payment 
of appropriate charges. 

Dated: July 21. 1977. 

John C. Hoyle, 
Advisory Committee 
Management Officer . 

IFR Doc .77-21449 Filed 7-23-77,8:45 ami 


ADVISORY COMMITTEE ON REACTOR 
SAFEGUARDS WORKING GROUP NO. 2 
OF THE REACTOR SAFETY RESEARCH 
SUBCOMMITTEE 

Meeting; Addition to Agenda 

The agenda for the meeting on Tues¬ 
day. August 9, 1977 of the ACRS Reactor 
Safety Research Subcommittee s Work¬ 
ing Group No. 2 will now* include re¬ 
view of safety research pertaining to fuel 
behavior as wen as metallurgy and mate¬ 
rials used in light water reactors. 

Previous announcements of this meet¬ 
ing were made in the Federal Register 
on June 30, 1977. page 33388 and July 
14.1977, Page 36329 (change of date from 
July 18, 1977 to August 9. 1977 >. 

All other items remain the same. 

Dated: July 21.1977. 

John C. Hoyle, 
Advisory Committee 
Management Officer. 
|FR Doc 77-21447 Filed 7-22-77;8:45 am) 


ADVISORY COMMITTEE ON REACTOR 
SAFEGUARDS WORKING GROUP NO. 6 
OF THE SUBCOMMITTEE ON REACTOR 
SAFETY RESEARCH 

Meeting; Change of Time 

The meeting of the ACRS Reactor 
Safety Research Subcommittee's Work¬ 
ing Group No. 6 on Thursday. August 4. 
1977 will begin at 10:00 ajn. Instead of 
A’30 a.m. as announced in the Federal 
Register. July 18, 1977. pare 36900. 

All other items remain the same. 

Dated: July 21. 1977. 

John C. Hoyle. 
Advisory Committee 
Management Officer. 
|FR Doc.77 21448 Filed 7-22-77:8:45 am| 


ADVISORY COMMITTEE ON REACTOR 
SAFEGUARDS WORKING GROUP NO. 5 
OF THE REACTOR SAFETY RESEARCH 
SUBCOMMITTEE 

Meeting; Change of Date 

The July 27. 1977. meeting of the 
ACRS Reactor 8afety Research Sub¬ 
committee's Working Group No. 5 an¬ 
nounced in the Federal Register, July 
11, 1977, page 35708. has been resched¬ 
uled to be held August 3, 1977 in Room 
1046. 1717 H St. NW.. Washington. D.C. 
20555. 

Written comments postmarked no 
later than July 27. 1977, addressed to 
Mr. John C. McKinley, ACRS. NRC. 
Washington. D.C. 20555 will normally be 


3788. 

received in time to be considered at this 
meeting. 

A copy of the transcript of the open 
portion(s) of the meeting where factual 
information is presented and a copy of 
the minutes of the meeting will be avail¬ 
able for Inspection on or after August 10 
and November 3. 1977. respectively, at 
the NRC Public Document Room. 1717 
H St. NW., Washington, D C. 20555. 

All other matters pertaining to this 
meeting remain the same. 

Dated: July 20.1977. 

John C. Hoyle. 

Advisory Committee , 
Management Officer . 

I PR Doc 77 21381 Filed 7-23-77.8.45 Atn| 


| Dockets No* 50-269. 50 270 and 50-287 J 

DUKE POWER CO. 

Issuance of Amendments to Facility 
Operating Licenses 

Notice is hereby given that the U S. 
Nuclear Regulatory Commission (the 
Commission* has issued Amendments 
Nos. 43. 43 and 40 to Facility Operating 
Licenses Nos. DPR-38. DPR-47 and 
DPR-55, respectively, issued to Duke 
Power Company which revised Technical 
Specifications for operation of the Oco¬ 
nee Nuclear Station Units Nos. 1. 2. and 
3. located in Oconee County. South Caro¬ 
lina. The amendments are effective as 
of the date of issuance. 

These amendments delete the require¬ 
ment that containment Integrity be 
maintained when the reactor coolant sys¬ 
tem is open to the containment atmos¬ 
phere and the requirements lor a refuel¬ 
ing shutdown are not met. 

The application for these amendments 
complies with the standards and require¬ 
ments of the Atomic Energy Act of 1954, 
as amended (the Act). and the Commis¬ 
sion's rules and regulations. The Com¬ 
mission has made appropriate findings as 
required by the Act and the Commission's 
rules and regulations in 10 CFR Chapter 
I. which are set forth In the license 
amendments. Prior public notice of the^* 
amendments was not required since the 
amendments do not Involve a significant 
Inwards consideration. 

The Commission has determined that 
the issuance of these amendments will 
not result in any significant environ¬ 
mental impact and that pursuant to 10 
CFR 2 51.5(d)(4) an environmental 
statement, negative declaration, or en¬ 
vironmental impact appraisal need not 
be prepared in connection with issuance 
of these amendments. 

Fbr further details with respect to this 
action, see (1) the application for 
amendments dated February 5, 1976, <2> 
Amendments Nos. 43, 43 and 40 to Li¬ 
censes Nos. DPRr-38. DPR-47 and DPR- 
55, respectively, and (3) the Commis¬ 
sion's related Safety Evaluation. All of 
these items are available for public in¬ 
spection at the Commission's Public 
Document Room. 1717 H 8trcot NW.. 
Washington, D.C. 20555 and at the Oco- 
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nw Country Library, 201 South Spring, 
Walhalla. South Carolina 29691. 

A copy of items (2) and <3* may be ob¬ 
tained upon request addressed to the 
U.3. Nuclear Regulatory Commission. 
Washington. D.C. 20555, attention: Di¬ 
rector. Division of Operating Reactors. 

Dated at Bethesda. Maryland, this 5th 
day of July 1977. 


For the Nuclear Regulatory Commis- 


; lun. 


A. SCHWENCER. 

Chief Operating Reactors 
Brajich No. 1, Division of 
Operating Reactors. 


j FR Doc 77 21032 Filrd 7-22-77;8:45 ami 


| Docket No*. 50 387 and 50-3881 

PENNSYLVANIA POWER ANO LIGHT CO. 
AND ALLEGHENY ELECTRIC COOPERA 
TIVE. INC. 

Receipt of Additk>nal Antitrust Information; 
Time for Submission of Views on Anti¬ 
trust Matters 

Pennsylvania Power and Light Com¬ 
pany. pursuant to Section 103 of the 
Atomic Energy Act of 1954. as amended. 
Hied on April 12. 1977. information re¬ 
quested by the Attorney General for An¬ 
titrust Review as required by 10 CFR 
Part 50. Appendix L. This information 
adds Allegheny Electric Cooperative, 
Inc. us an owner of the Susquehanna 
Steam Electric Station. Units 1 and 2. 

The information was filed by Pennsyl¬ 
vania Power and Light Company in con¬ 
nection with their application for con¬ 
struction permits and operating licenses 
for two boiling water nuclear reactors 
The Pennsylvania Power and Light 
Company was issued two construction 
permits on November 2. 1973 for their 
Susquenhanna Steam Electric Station. 
Units 1 and 2. Construction is underway 
on a site located in Salem Township. 
Luzerne County. Pennsylvania. 

The original antitrust portion of the 
application was submitted on March 23. 
1971 nnd Notice of Receipt of Applica¬ 
tion for Construction Permits and 
Facility Licenses; Time for Submission 
nf Views on Antitrust Matters was pub¬ 
lished In the Federal Register on May 
7 1971 (36 FR 8529». The Notice of 

Hearing was published in the Federal 
Register on September 23. 1972 (37 FR 
2C090». 

A copy of all the above stated docu¬ 
ments are available for public inspection 
at the Commission's Public Document 
Room. 1717 H Street NW., Washington. 
D.C, 20555 and at the Osterhoul Free 
Library, 71 South Franklin Street. 
Wilkes-Barre, Pennsylvania 18701. 

Information in connection with the 
»nt (trust review of this application can 
be obtained by writing to the U.S. Nu¬ 
clear Regul ator y Commission. Washing¬ 
ton. DC. ATTN: Antitrust and Indem¬ 
nity Group. Office of Nuclear Reactor 
Regulation. 

Any person who wishes to have his 
views on the antitrust matters w'ith re¬ 
spect to the Allegheny Electric Coopera¬ 
tive. Inc. presented to the Attorney Gen¬ 


eral for consideration should submit 
such views to the U.S. Nuclear Regula¬ 
tory Commission on or before August 23, 
1977. 


Dated at Bethesda. Maryland, this 
16th day of June, 1977. 

For the Nuclear Regulatory Commis¬ 
sion. 

Anthony Bournia, 
Acting Chief, Light Water Reac¬ 
tors Branch No. 3, Division 
of Project Management. 

1 FR Doc 77-20443 Filed 7-15-77:8:45 ami 


l Docket No. 50-3331 

POWER AUTHORITY OF THE STATE OF 
NEW YORK 

Proposed Issuance of Amendment to 
Facility Operating License 

Note. —Thin document originally appeared 
at page 37608 In the Federal Rcctcrra lor 
Friday. July 22. 1077. It ia reprinted in this 
issue to meet the assigned day-of-the-week 
publication schedule. 

The Nuclear Regulatory Commission 
(the Commission* Is considering issu¬ 
ance of an amendment to Facility Oper¬ 
ating License No. DPR-59 issued to the 
Power Authority of the State of New 
York (the licensee), for operation of the 
James A. Fitzpatrick Nuclear Power 
Plant (the facility), located in Ostvego 
County. New York. 

In accordance with the licensee's re¬ 
quest dated July 7. 1977, the amendment 
would consider a revaluation of Emer¬ 
gency Core Cooling System <ECCS> cool¬ 
ing performance submitted In accord¬ 
ance with the Commission's Order for 
Modification of License dated March 11, 
1977. This revaluation not only cor- 
rcted the errors noted In the March 11, 
1977 Order but aLso included the effect 
of certain other recently approved model 
changes In the ECCS evaluation models. 
These changes would permit an increase 
in authorized Maximum Average Planar 
Linear Heat Generation Rates, and ar 
the aspects of the amendment covered 
by this notice. 

The Commission will act upon the 
amendment upon: (1) The completion 
of a Safety Evaluation by the Office of 
Nuclear Reactor Regulation; and (2) 
completion of the findings required by 
the Atomic Energy Act of 1954. as 
amended (the Act), and the Commis¬ 
sion’s rules and regulations. 

By August 22. 1977. the licensee may 
file a request for p hearing and any per¬ 
son whose interest may be affected by 
this proceeding may file a request for a 
hearing In the form of a petition for 
leave to Intervene with respect to the 
Issuance of the amendment to the sub¬ 
ject facility ojierating license. Petitions 
for leave to intervene must be filed under 
oath or affirmation in accordance with 
the provisions of Section 2.714 of 10 CFR 
Part 2 of the Commission's regulations. 
A petition for leave to intervene must set 
forth the interest of the petitioner in the 
proceeding, how that Interest may be 
affected by the results of the proceeding, 
and the petitioner’s contentions with re¬ 


spect to the piopased licensing action. 
Such petitions must be filed in accord- 
ance with the provisions of this Fedejui. 
Register notice and Section 2.714, and 
must be filed with the Secretary of the 
Commission. U.S. Nuclear Regulator) 
Commission. Washington, D.C. 20555, At¬ 
tention: Docketing and 8ervice Section 
by the above date. A copy of the petition 
and/or request for a hearing should be 
sent to the Executive Legal Director. 
U.S. Nuclear Regulatory Commission 
Washington. D.C. 20555, and to Lex Lar¬ 
son. Esquire. LeBoeuf. Lamb. Leiby i 
MacRae. 1757 N Street NW.. Washing¬ 
ton. D.C. 20036, the attorney for the 
licensee. 

A petition for leave to Intervene must 
be accompanied by a supporting affidavit 
which Identifies the specific aspect or as¬ 
pects of the proceeding as to w hich inter¬ 
vention is desired and specifies with par¬ 
ticularity the facts on which the peti¬ 
tioner relies as to both his interest and 
his contentions with regard to each as¬ 
pect on which intervention Is requested 
Petition’s stating contentions relating 
only to matters outside the Commission*! 
Jurisdiction will be denied. 

All petitions will be acted upon by the 
Commission or licensing board, desig¬ 
nated by the Commission or by the 
Chairman of the Atomic Safety and Li¬ 
censing Board Panel. Timely petidotu 
will be considered to determine whether a 
hearing should be noticed or another ap¬ 
propriate order issued regarding the dis¬ 
position of the petitions. 

In the event that a hearing is held and 
a person is permitted to intervene, hf 
becomes a party to the proceeding and 
has a right to participate fully Jn tlie 
conduct of the hearing. For example, hr 
may present evidence and examine and 
cross-examine witnesses. 

For further details with respect to thb 
action, see the licensee’s request dated 
July 7. 1977. and General Electric *5 sub¬ 
mittal dated June 29. 1977. which are 
available for public inspection at the 
Commission's Public Document Room 
1717 H Street N.W.. Washington. D.C. 
and at the Oswego County Office Build¬ 
ing. 46 E Bridge Street. Oswego. New 
York. 


Dated at Bethesda, Maryland, tills 20th 
day of July 1977. 

For the Nuclear Regulutory Commis¬ 
sion. 

Robert W Rrio. 
Chief. Operating Reactors 
Branch No. 4. Division of 
Operating Reactors. 

|FU Doc 77 21380 Filed 7-21-77 10:26 auiJ 


REGULATORY GUIDE 
Issuance and Availability 
The Nuclear Regulatory Communion 
has issued a guide in its 
Guide Series. This series has been de¬ 
veloped to describe and mAke *' 

to the public methods acceptable 
NRC staff of implementing specific 
of the Commission's regulations ana. t 
some cases, to delineate techniques u. 
by the staff in evaluating specific proo- 
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]«ns or postulated accidents and to pro¬ 
tide guidance to applicants concerning 
certain of the information needed by the 
ttaff in its review of applications for 

permits and licenses. 

Regulatory Guide 1.123, Revision 1. 
•Quality Assurance Requirements for 
Control of Procurement of Items and 
Services for Nuclear Power Plants.*' 
describes a method acceptable to the 
NRC stafT for complying with the Com¬ 
mission's regulations with regard to 
quality assurance requirements for the 
control of procurement of items and 
services during the design, construction, 
and operations phases of nuclear power 
plant*. This guide was revised as the 
result of public comment and additional 
Btstr review. 

Comments and suggestions in connec¬ 
tion with: (1) items for inclusion in 
guides currently being developed, or (2) 
Improvements in all published guides 
ire encouraged at any time. Comments 
ihould be sent to the Secretary of the 
Commission, UB. Nuclear Regulatory 
Commission. Washington. D.C. 20555, 
Attention: Docketing and Service 
Branch. 

Regulatory guides are available for 
inspection at the Commission’s Public 
Document Room, 1717 H Street NW.. 
Washington, D.C. Requests for single 
copies of Issued guides (which may be 
reproduced) or for placement on an 
automatic distribution list for single 
copies of future guides in specific divi¬ 
sions should be made in writing to the 
UjS. Nuclear Regulatory Commission. 
Washington. D.C. 20555. Attention: Di¬ 
rector. Division of Document Control. 
Telephone requests cannot be accom¬ 
modated, Regulatory guides are not 
copyrighted, and Commission approval 
b not required to reproduce them. 


Water-Cooled Reactors." describes basic 
features of calculational models and as¬ 
sumptions for the estimating of atmos¬ 
pheric transport and dispersion of gas¬ 
eous effluents in routine releases from 
land-based light-water-cooled reactors. 
This guide was reviewed as the result of 
public comment and additional staff 
review. 

Comments and suggestions in connec¬ 
tion with: (1) Items for inclusion in 
guides currently being developed, or (2) 
improvements in all published guides are 
encouraged at any time. Comments 
should be sent to the Secretary of the 
Commission, Washington, D.C. 20555. 
Attention: Docketing and Sendee 

Branch. 

Regulatory guides are available for in¬ 
spection at the Commission’s Public Doc¬ 
ument Room, 1717 H Street NW., Wash¬ 
ington, D.C. Requests for single copies of 
issued guides (which may be reproduced) 
or for placement on an automatic distri¬ 
bution list for single copies of future 
guides in specific divisions should be 
made in writing to the U.S, Nuclear 
Regulatory Commission. Washington. 
D.C. 20555, Attention: Director, Division 
of Document Control. Telephone requests 
cannot be accommodated. Regulatory 
guides are not copyrighted, and Commis¬ 
sion approval is not required to repro¬ 
duce them. 

(5U-SC. 552(A).) 

Dated at Rockville. Md.. this 13th day 
of July 1977. 

For the Nuclear Regulatory Com¬ 
mission. 

Robert B. Mjnocue. 

Director, Office of 
Standards Development . 

[PR Doc 77-21035 Plied 7-22-77:8:45 am) 


are set forth in the license amendment. 
Prior public notice of this amendment 
was not required since the amendment 
does not involve a significant hazards 
consideration. 

The Commission has determined that 
the issuance of this amendment will not 
result In any significant environmental 
Impact and that pursuant to 10 CFR 
151.5(d) (4) an environmental impact 
statement, negative declaration, or en¬ 
vironmental impact appraisal need not 
be prepared in connection with issuance 
of this amendment. 

For further details with respect to this 
action, see: (1) Amendment No. 4 to 
License No. NPF-3, (2) the Commission's 
related 8afety Evaluation supporting 
Amendment No, 4 to License No. NPF-3. 
All of these items are available for pub¬ 
lic inspection at the Commission’s Public 
Document Room. 1717 H Street NW.. 
Washington. D.C.. and at the Ida Rupp 
Public Library. 310 Madison Street. Port 
Clinton. Ohio 43452. A, copy of items 
(1) and (2) may be obtained upon re¬ 
quest addressed to the U.S. Nuclear Reg¬ 
ulatory Commission. Washington. D.C. 
20555. Attention: Director, Division of 
Project Management. 

Dated at Bethcsda, Md., this 8th day 
of July 1977. 


For the Nuclear Regulatory Commis¬ 
sion. 


John Stolz, 

Chief, Light Water Reactors 
Branch No. J . Division of 
Project Management. 


|FR Doc.77-21033 Piled 7-22 77:8:45 am| 


ADVISORY COMMITTEE ON REACTOR 
SAFEGUARDS 

Meeting 


(SUBC. 552(a) .) 

Dated at Rockville. Md., this 12th day 

of July 1977. 

For the Nuclear Regulatory Commis¬ 
sion. 

Robert B. Minooue. 

Director. Office of 
Standards Development. 
[FR Doc 77-21035 Filed 7-22-77:8:45 Am| 


REGULATORY GUIDE 
Issuance and Availability 

The Nuclear Regulatory Commission 
«ui issued a guide in its Regulatory 
Sc lies. This series has been devel- 
to describe and make available to 
public methods acceptable to the 
stall of implementing specific parts 
w the Commission's regulations and. in 
cases, to delineate techniques used 
\Lr ie 411 eva luattng specific prob- 
or Postulated accidents and to pro- 
guidance to applicants concerning 
thc Information needed by the 
111 review of applications for Per¬ 
sia and licenses. 

.JkfdftMT Oulde 1.111, Revision 1. 
Trn^ 0 ^! ,or Estimating Atmospheric 
ancl Dispersion of Gaseous 
“wnts in Routine Releases from Light- 


|Docket No 50-346] 

TOLEDO EDISON CO. AND CLEVELAND 
ELECTRIC ILLUMINATING CO. DAVIS- 
BESSE NUCLEAR POWER STATION, 
UNIT NO. 1 

Issuance of Amendment to Facility 
Operating License 

The U.S. Nuclear Regulatory Commis¬ 
sion (the Commission) has issued 
Amendment No. 4 to the Facility Operat¬ 
ing License No. NPF-3, Issued to the 
Toledo Edison Company and the Cleve¬ 
land Electric Illuminating Company, 
which revised Technical Specifications 
for operation of the Davis-Besse Nuclear 
Pow r er Station, Unit No. 1 (the facility) 
located in Ottawa County, Ohio. The 
amendment 1 b effective as of its date of 
Issuance. 

This license is amended by making the 
appropriate changes to the technical 
specifications on pages 3/4 3-25, 3/4 
3-26. 3/4 3-28, 3/4 3-30. 

The amendment complies with the 
standards and requirements of the 
Atomic Energy Act of 1954. as amended 
(the Act), and the Commission’s rules 
and regulations. The Commission has 
made appropriate findings as required by 
the Act and the Commission’s rules and 
regulations in 10 CFR Chapter I. which 


In accordance with the purpo.ses of 
Sections 29 and 182 b. of the Atomic 
Energy Act (42 U.S.C. 2039, 2232 b.). 
the Advisory Committee on Ractor Safe¬ 
guards will hold a meeting on August 
11-13. 1977, in Room 1046. 1717 H Street 
N.W., Washington. DC. 

The agenda for the subject meeting 
will be as follows: 

Thursday. August 11. 1977 

8:30 A.M. TO 9*. 15 AM.I EXECUTIVE SESSION 
(OPEN> 

The Committee will hear and discuss 
the report of the ACRS Chairman re¬ 
garding miscellaneous matters relating 
to ACRS activities. 

The Committee will also har and dis¬ 
cuss the report of the ACRS Subcom¬ 
mittee and consultants who may be 
present related to review of the request 
for Preliminary Design Approval of the 
Babcock and Wilcox Standard Safety 
Analysis Report (BSAR-205). Portions 
of this session will be closed if neces¬ 
sary to discuss Proprietary Information 
and security arrangements applicable to 
this type plant. 

9: is A.M. TO 1U9 PJ€.: BABCOCK and WIL¬ 
COX STANDARD SAFETY ANALYSIS REPORT 

(BSAR-205) (OPEN) 
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The Committee will hear presentations 
and hold discussions with representa¬ 
tives of the NRC Staff and the Appli¬ 
cant related to the request for Pre¬ 
liminary Design Approval for this type 
facility. Portions of this session will be 
dosed If necessary to discuss Proprietary 
Information and security arrangements 
applicable to this type plant. 

2:15 l\M. TO 3 PM.: EXECUTIVE SESSION 

(open) 

The Committee will hear and discuss 
the report of ACRS Subcommittees. 
Working Groups and Members related 
to Regulatory Activities. Including pro¬ 
posed Regulatory Guides, as appropriate: 
integrity of reactor pressure vessels: and 
methodology/criterion for seismic eval¬ 
uation of nuclear facilities. 

3 P.M. TO 5130 PM.: MEETING WITH NRC 
STAFF ( OPEN ) 

The Committee will hear presentations 
and hold discussions with members of 
the NRC Staff regarding recent operating 
experience at nuclear facilities, recent 
licensing actions, generic matters related 
to reactor licensing, and the future 
schedule for ACRS activities. Tills dis¬ 
cussion will include: 

Operating occurrences at the Crystal 
River Nuclear Plant and the Browns 
Ferry Nuclear Station proposed chemical 
cleaning of Dresden Nuclear Power Plant 
Unit 1. Probability of occurrence of the 
Design Basts Flood review of fuel damage 
limits. Control room habitability follow¬ 
ing an accident future schedule and an¬ 
ticipated ACRS activities. 

5:30 pj*. to e pm : executive session 
(cm) 

The Committee will hear and discuss 
the report of the ACRS Subcommittee, 
regarding ECCS upper he ad i njection; 
and proposed revision of 10 CFR. Part 50, 
Appendix K ECCS Evaluation Models. 
Portions of this session will be closed If 
necessary to protect Proprietary Infor¬ 
mation related to these matters. 

e P.M. TO 7130 P.M.: ECCS UPPER HEAD 
INJECTION (OPEN) 

The Committee will hear presentations 
by and hold discussions with represent¬ 
atives of the NRC Staff and Westing- 
house Electric Corporation regarding the 
ECC8 Upper Head Injection System pro¬ 
posed for Westlnghouse pressurized 
water reactors. Portions of this session 
will be closed If required to discuss Pro¬ 
prietary Information related to the de¬ 
sign and operation of tills system. 

Friday, August 12.1977 

s:30 A.M. TO 0 A.M.: EXECUTIVE SESSION 

(OPEN) 

The Committee will hear and discuss 
the report of the ACRS Subcommittee 
and consultants who may be present re¬ 
garding the request for review of non- 
selsmic matters related to the request 
for an Operating License for the Diablo 
Canyon Nuclear Power 8tatlon Units 1 
and 2. Portions of this session will be 
closed if necessary to discuss Proprietary 


Information and provisions for physical 
protection of this facility. 

9 AM. TO 1 PJL: DIABLO CANYON NUCLEAR 

POWER STATION UNITS 1 AND 2 (OPEN) 

The Committee will hear presentations 
from and hold discussions with repre¬ 
sentatives of the NRC Staff and the 
Applicant regarding non-seismic matters 
related to the request for an Operating 
License for this plant. Portions of this 
session will be closed if necessary to 
discuss Proprietary Information and pro¬ 
visions for physical protection of this 
facility. 

2 P.M. TO 2:30 P.M.: EXECUTIVE SESSION 
(OPEN) 

The Committee will hear and discuss 
the report of the ACRS Subcommittee 
and consultants who may be present re¬ 
garding the request for a Construction 
Permit for the Shearon Harris Nuclear 
Power Plan Units 1. 2. 3, and 4. Portions 
of this session will be closed if necessary 
to discuss Proprietary Information and 
provisions for physical protection of this 
facility. 

2:30 P.M. to a: so p.m.: shearon Harris 

NUCLEAR POWER PLANT UNITS 1. 2. 3. AND 

4 (OPEN) 

The Committee will hear presentations 
from and hold discussions with repre¬ 
sentatives of the NRC Staff and the 
Applicant regarding the request for a 
Construction Permit for this plant. Por¬ 
tions of this session will be closed If 
necessary to discuss Proprietary Infor¬ 
mation and provisions for physical pro¬ 
tection of this facility. 

5.30 P.M. TO 6:30 P.M. EXECUTIVE SESSION 
tOf’EN/CLOSED) 

The Committee will hear and discuss 
reports of ACRS Subcommittees. Work¬ 
ing Groups and Members related to the 
radioactive waste management program, 
the reevaluation of NRC siting policy and 
practice, the hypothetical core disruptive 
accident for LMFBR's and provisions for 
physical protection of nuclear facilities. 
Portions of this session will be closed 
as required to discuss Proprietary Infor¬ 
mation and National Security Infor¬ 
mation applicable to specific nuclear 
faculties. 

The Committee will also discuss pro¬ 
posed reports to the Nuclear Regulatory 
Commission on the Babcock and Wilcox 
Standard Safety Analysis Report 
(BSARr-250) . the Diablo Canyon Nuclear 
Power Plant Units 1 and 2. the 8hearon 
Harris Nuclear Power Plant Units 1, 2, 3 
and 4. and ECCS Upper Head In¬ 
jection. Portions of this session will be 
closed as required to protect Proprietary 
Information and matters involved in 
NRC adjudicatory proceedings. 

Saturday. August 13. 1977 
b:so a.m. to 12:30 p.m.: executive 

SESSION (OPEN/CLOSED) 

The Committee wUl complete prepara¬ 
tion of its reports to the NRC on matters 
discussed during this meeting. Portions of 
this session will be closed as required to 


protect matters involved in NRC adju¬ 
dicatory proceedings. 

I have determined in accordance with 
Subsection 10(d) of Public Law 92-463 
that it is necessary to close portions of 
the meeting as noted above to protect 
proprietary date (5 U.S.C. 552b.ic) 14>), 
to preserve the confidentiality of infor¬ 
mation related to safeguarding of spe¬ 
cial nuclear material and the physical 
protection of nuclear facilities (5 US.C 
552b.(c> (1) (4). The portions of the 
meeting during which the ACRS reports 
on the Diablo Canyon Nuclear Power 
Station and the Shearon Harris Nuclear 
Power Plant are prepared will be held 
in closed session pursuant to exemption 
(10) of 5 U.6.C. 552b.<c) since it in¬ 
volves the Committee's participation in 
an adjudicatory proceeding. Separation 
of factual information from information 
considered exempt from disclosure under 
exemptions (1), (4>. and < 10> of 5 US.C. 
552b. (c) during these portions of the 
meeting is not considered practical. 

Practical considerations may dictate 
alterations In the above agenda or 
schedule. The Chairman of the Commit¬ 
tee is empowered to conduct the meet¬ 
ing In a manner that in his judgment 
will facilitate the orderly conduct of 
business, including provisions to carry 
over an Incomplcted session from one 
day to the next. 

The Advisory Committee on Reactor 
Safeguards is an independent group es¬ 
tablished by Congress to review and re¬ 
port on each application for a construc¬ 
tion permit and on each application for 
an operating license for a reactor facility 
and on certain other nuclear safety mat¬ 
ters. The Committee's reports become a 
part of the public record Although 
ACRS meetings are ordinarily open to 
the public and provide for oral or 
written statements to be considered as a 
port of the Committee's information 
gathering procedure concerning the 
health and safety of the public, they are 
not adjudicatory type hearings such as 
are conducted by the Nuclear Regulatory 
Commission's Atomic Safety k Licensing 
Board as part of the Commission's li¬ 
censing process. ACRS meetings do not 
normally deal with matters pertaining 
to environmental impacts outside the 
radiological safety area 

With respect to public participation 
in the open portion of the meeting, the 
following requirements shall apply' 

(a) Persons wishing to submit written 
statements regarding the agenda item* 
may do so by providing a readily re¬ 
producible copy to the Committee at the 
beginning of the meeting. Comments 
should be limited to safety related are** 
within the Committee's purview. Penan* 
desiring to mall written comments mar 
do so by mailing a readily reproducible 
copy thereof in time for consideration 
at this meeting. Comments posunortea 
no later than August 3, 1977. to the Ex¬ 
ecutive Director. Advisory Committee on 
Reactor Safeguards, Nuclear Ragtfjwjj 
Commission. Washington. D C. 20555 
normally be received in time to be con¬ 
sidered at this meeting. Background in¬ 
formation concerning items to be eon- 
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skJercd at this meeting can be found in 
documents on file and available for pub¬ 
lic inspection at the Nuclear Regulatory 
Commission's Public Document Room. 
1717 H Street NW., Washington. D.C. 
20555 and at the following Public Docu¬ 
ment Rooms: 

DUblo Canyon Nuclear Station, San Lula 
Obispo County Library. 888 Morro Street, 
San Lul* Obispo, CA 93408. 

Harris Nuclear Power Plant, Wake 
Comity Public Library, 104 Fayetteville 
Street HAielgh. NC 27601. 

<b> Those persons wishing to make 
oral statements regarding agenda items 
at the meeting should make a request to 
do so prior to the meeting, identifying 
the topics and desired presentation time 
to that appropriate arrangements can be 
made. The Committee will receive oral 
statements In safety-related areas 
within the Committee's purview at an 
appropriate time chosen by the Chair¬ 
man of the Committee. 

<c) Further information regarding 
topics to be discussed, whether the meet¬ 
ing or portions of the meeting have been 
cancelled or rescheduled, the Chairman's 
ruling on requests for the opportunity to 
present oral statements, and the time 
allotted therefor, can be obtained by a 
prepaid telephone call on August 10,1977. 
to the Office of the Executive Director 
of the Committee < telephone 202-634- 
1371) between 8:15 a.m. and 5 p.m., East¬ 
ern Time. It should be noted that the 
above schedule Is tentative, based on the 
anticipated availability of related In¬ 
formation. etc. It may be necessary to 
reschedule items to accommodate re¬ 
wired changes. The ACRS Executive Di¬ 
rector will be prepared to describe these 
changes on August 10. 1977. 

fd) Questions may be propounded only 
by members of the Committee, its con- 
tultants and staff, 

<e> The use of still, movie, and telc- 
hsion cameras, the physical Installation 
and presence of which will not interfere 
kith the conduct of the meeting, will 
be permitted both before and after the 
meeting and during any recess. The use 
of such equipment will be allowed while 
the meeting is in session at the discre¬ 
tion of the Chairman to a degree that is 
cot disruptive of the meeting. When use 
of such equipment Is permitted, ap- 
proprlate measures w ill be taken to pro- 
tot proprietary or privileged informa¬ 
tion which may be in documents, fold- 
being used during the meeting, 
of the proceedings will be 
Permitted only during those open ses- 
Bionfl when a transcript is being kept. 

Jl! t f* non3 wlth agreements or orders 
Permitting access to proprietary in- 
orrnatlon other than safeguards in- 
J?H!!. iUon may atl *nd portions of ACRS 
w bere this material is being 
“*^*<*1 upon confirmation that such 
jjjreemcnts are effective and relate to 
bussed. The Execu- 
^ rec . tor of the ACRS should be ln- 
3 25 ? °! 8Uch *** WC’ement at least 
at*^l pr l° r meeting so that the 

foment can be confirmed and a de- 
ca ? 1x5 made regarding the 
SKHfy of this agreement to the 
erial that w ill be discussed during the 
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meeting. Minimum information provided 
should include information regarding the 
date of the agreement, the scope of mate¬ 
rial Included In the agreement, the proj¬ 
ect or projects involved, and the names 
and titles of the persons signing the 
agreement. Additional information may 
be requested to identify the specific 
agreement involved. A copy of the 
executed agreement should be provided 
to the Executive Director at the begin¬ 
ning of the meeting, 

(g) A copy of the transcript of the 
open portion (s) of the meeting where 
factual Information is presented will be 
available for inspection during the fol¬ 
lowing workday at the Nuclear Regula¬ 
tory Commission's Public Document 
Room. 1717 H Street NW.. Washington. 
D.C. Copies of the minutes of the meet¬ 
ing will be made available for inspec¬ 
tion at the Nuclear Regulatory Commis¬ 
sion’s Public Document Room. 1717 H 
8trect NW.. Washington. D.C.. on or after 
November 11. 1977. Copies may be ob¬ 
tained upon payment of appropriate 
charges. 

Dated: July 22. 1977. 

John C. Hoyle. 

Advisory Committee 
Management Officer. 

IFR Doc.77-21515 Filed 7-22 77;8:45 am] 


ADVISORY COMMITTEE ON REACTOR 
SAFEGUARDS 

Proposed Meetings 

In order to provide advance Informa¬ 
tion regarding proposed meetings of the 
ACRS ‘Subcommittees and Working 
Groups and of the full Committee, the 
following preliminary schedule is being 
published. This preliminary schedule 
reflects the current situation, taking into 
account additional meetings which have 
been scheduled and meetings which have 
been postponed or cancelled since the 
last list of proposed meetings published 
in the Federal Register on June 23.1977. 
page 31848. Those meetings which are 
definitely scheduled have had. or will 
have, an Individual notice published in 
the Federal Register approximately 15 
days (or more) prior to the meeting. 
Those Subcommittee and Working Group 
meetings for which it is anticipated that 
there will be a portion or all of the meet¬ 
ing open to the public are indicated by 
an asterisk (•). It is expected that the 
sessions of the full Committee meeting 
designated by on asterisk (• > will be open 
in whole or in part to the public. Infor¬ 
mation as to whether a meeting has been 
firmly scheduled, cancelled or resched¬ 
uled. or whether changes have been 
made in the agenda for the August 11-13. 
1977 ACRS full Committee meeting can 
be obtained by a prepaid telephone call 
to the Office of the Executive Director of 
the Committee (telephone 202-634-1374. 
Attention: Mary E. Vandcrholt) be¬ 
tween 8:15 a m. and 5 pjn.. EDT. 

Subcommittee and Working 
Group Meetings 

• Emergency Core Cooling System , 
July 25,1977. Washington. D.C. The Sub- 
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committee will meet to review calcula- 
tlonal results obtained when using the 
evaluation model for the Westinghouse 
Emergency Core Cooling System with 
upper head injection. Notice of this 
meeting was published in the Federal 
Register on July 7. 1977, on page 34952. 

•Emergency Core Cooling System, 
July 26.1977, Washington. D.C. The Sub¬ 
committee will meet to discuss possible 
changes to the Emergency Core Cooling 
System <ECCS> Rule (10 CFR 50.46 and 
Appendix K to 10 CFR Part 50). Notice 
of this meeting w r os published in the 
Federal Rfcster on July 11, 1977. page 
35707. 

• Babcock and Wilcox Water Reactors , 
July 27. 1977. Washington. D.C. < Post¬ 
poned from July 26. 1977.) The Subcom¬ 
mittee will meet to review the application 
by the Babcock and Wilcox Company for 
preliminary design approval of their pro¬ 
posed standard plant design iBSAR- 
205). Notice of this meeting was pub¬ 
lished in the Federal Register on July 
11. 1977, page 35706. 

'Working Group No. 5 of the Reactor 
Safety Research Subcommittee, July 27, 
1977, Washington, D.C. Postponed to 
August 3. 1977. 

•Shearon Harris Nuclear Power Plant, 
July 27, 1977. Washington, D.C. Post¬ 
poned to August 6. 1977. 

•Working Group No, 3 of the Reactor 
Safety Research Subcommittee, July 28. 
1977, Washington, D.C. The Working 
Oroup will meet to review matters per¬ 
taining to the acoi>e of the site safety 
research currently being performed and 
planned by the NRC. Notice of this meet¬ 
ing was published in the Federal Regis¬ 
ter on July 11. 1977. page 35708. 

•Siting Evaluation. July 28-29. 1977. 
8nn Francisco, CA. Postponed to August 
9. 1977. Washington, D.C, 

•Security of Nuclear Facilities. July 
29. 1977, Washington. D.C. (Current title 
of this Working Group is Physical Pro¬ 
tection of Nuclear Facilities.) The Work¬ 
ing Group will meet to discuss progress 
and needs related to design provisions 
for protection against sabotage and to 
other means of enhancing industrial se¬ 
curity. Notice of this meeting was pub¬ 
lished in the Federal Register on July 
14. 1977. page 36330. 

• Working Group No, 1 of the Reactor 
Safety Research Subcommittee, July 30- 
31. 1977, Idaho Falls, ID. Rescheduled 
from August 5-6. 1977. The Working 
Group will meet to review various re¬ 
search programs being conducted at the 
Idaho Nuclear Engineering Laboratory. 
Notice of this meeting was published in 
the Federal Register on July 14. 1977. 
page 36329. 

•Atlantic Generating Station, August 
2. 1977. Atlantic City. NJ. Postponed to 
August 31, 1977. 

•Diablo Canyon Nuclear Station, Units 
1 and 2. August 2. 1977. Chicago. IL. The 
Subcommittee will meet to continue the 
review of the application of the Pacific 
Gas and Electric Company for a permit 
to operate this Station. Notice of this 
meeting was published in the Federal 
Register on July 18, 1977, page 36898. 

•Working Group No. 5 of the Reactor 
Safety Research Subcommittee. August 
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3. 1977, Washington. D.C. The Working 
Group will meet to review research needs 
and progress in the areas of fuel cycle 
development, health and environmental 
factors, and materials safeguards. No¬ 
tice of tills meeting was published in the 
Federal Register on July 11. 1977, page 
35708. and noUce of the change of date 
appears elsewhere in this Issue. 

•Working Group No. 6 of the Reactor 
Safety Research Subcommittee, August 

4. Washington, D.C. The Working Group 
will meet with representatives of the 
NRC Staff regard a lg programs and plans 
for risk assessment research. Notice of 
this meeting was published in the Fed¬ 
eral Register on July 18. 1977. page 
38900 and notice of a change of time 
appears elsewhere in this issue. 

• Working Group No. 1 of the Reactor 
Safety Research Subcommittee, August 
5-41.1977, Idaho Falls, ID. Rescheduled to 
July 30-31, 1977. 

•Shear on Harris Nuclear Power Plant, 
August 6. 1977, New Hill. NO. The Sub¬ 
committee will meet to continue the re¬ 
view of the application of the Carolina 
Power and Light Company for a permit 
to construct the Shearon Harris Nuclear 
Power Plant. Notice of this meeting was 
published in the Federal Register on 
July 18.1977. page 38899. 

•Working Group No. 2 of the Reactor 
Safety Research Subcommittee , August 
9. 1977. Washington. D.C. (Postponed 
from July 18. 1977. The Working Group 
will meet to review safety research per¬ 
taining to metallurgy and materials and 
fuel behavior in light water reactors. 
Notice of this meeting was published in 
the Federal Register on June 30. 1977. 
page 33388; on July 14. 1977. page 36329 
• regarding the change of date*; and a 
notice regarding the addition of fuel be¬ 
havior to the agenda appears elsewhere 
in this issue. 

• Siting Evaluation , August 9. 1977. 
Washington. D.C. The Subcommittee will 
meet to discuss with representatives of 
the NRC Staff general nuclear facility 
siting considerations. Notice of this 
meeting appears elsewhere in this issue. 

• Regulatory Activities. August 10. 
1977. Washington, D.C. The Subcommit¬ 
tee will meet to review working papers, 
future Regulatory Guides, and changes 
to existing Regulatory Ouides; also, to 
discuss pertinent activities which affect 
the current licensing process and/or re¬ 
actor operations. Notice of this meeting 
appears elsewhere in this issue. 

• Vermont Yankee Nuclear Power 
Plant, August 16. 1977, Washington. D.C. 
The Subcommittee will meet to review 
operating experience and other matters 
pertinent to the Vermont Yankee Nu¬ 
clear Power Plant. 

• Greene County Plant. August 18.1977. 
Albanv, NY. Postponed to September 21- 
22.1977. Albany. NY. 

• Transportation of Radioactive Mate¬ 
rials. August 23. 1977, New York. NY. 
The Working Group will be briefed on 
Sandia Laboratories’ Interim Report. 
“Generic Environmental Assessment on 
Transportation of Radioactive Material 
Near and Through a Large, Densely 
Populated Area.” 

• Working Group No. 1 of the Reactor 
Safety Research Subcommittee. August 


30, 1977. Washington. D.C. The Working 
Group will review various research pro¬ 
grams related to Fire Protection Re¬ 
search. Qualification of Class 1-E Equip¬ 
ment. Human Engineering. Noise Diag¬ 
nostics, and Inspection and Enforcement 
Support. 

•Atlantic Generating Station. August 

31. 1977. Atlantic City. NJ. The Subcom¬ 
mittee will continue its review* of this 
project. 

0 Regulatory Activities. September 7, 
1977, Washington. D.C. The Subcommit¬ 
tee will review working papers, future 
Regulatory Guides, and changes to ex¬ 
isting Regulatory Guides; also, it will 
discuss pertinent activities w*hich affect 
the current licensing process and/or re¬ 
actor operations. 

•Working Group No. 1 of the Reactor 
Safety Research Subcommittee. Septem¬ 
ber 14-15. 1977. Oak Ridge, TN. The 
Working Group will meet to review var¬ 
ious research programs being conducted 
at the Oak Ridge National Laboratory. 

•McGuire Nuclear Station. September 
20, 1977. Washington. D.C. The Subcom¬ 
mittee will meet to continue its review of 
the application of the Duke Power Com¬ 
pany for a license to operate McGuire 
Nuclear Station. 

*Greene County Nuclear Power Plant. 
September 21-22, 1977, Albany. N.Y. The 
Subcommittee will meet to review* the ap¬ 
plication of the Power Authority of the 
State of New York for a permit to con¬ 
struct the Greene County Nuclear Power 
Plant* 

•Pilgrim Nuclear Station. Unit No. 2. 
September 22. 1977. Boston. MA. The 
Subcommittee will meet to begin its re¬ 
view of the application of the Boston Edi¬ 
son Companv for a permit to construct 
Unit No. 2 of the Pilgrim Nuclear Sta¬ 
tion. 

0 Floating Nuclear Plant. September 29, 
1977. Denver. CO. The Subcommittee will 
meet to continue its review* of the Float¬ 
ing Nuclear Plant design. 

Full ACRS Meetings 
AUOUST 11-13, 1977 

A. • Babcock & Wilcox Standard Safety 
Analysis Report (BASARr-205»— Prelim¬ 
inary Design Approval. 

B. ’Diablo Canyon Nuclear Power Sta¬ 
tion. Units 1 and 2—Operating License 
Review. 

C. ’Shearon Harris Nuclear Power 
Plant—Construction Permit Review. 

SEPTEMBER S-10. 1977 

Agenda to be announced. 

Dated: July 22. 1977. 

John C. Hoyle. 

Advisory Committee 
Management Officer. 

|PR Doc, 77-21516 Piled 7-23-77:8:46 am] 


OFFICE OF MANAGEMENT 
AND BUDGET 

CLEARANCE OF REPORTS 
List of Requests 

The following U a list of requests for 
clearance of reports intended for use in 
collecting information from the public 
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received by the Office of Management 
and Budget on July 19. 1977 (44 U&C. 
3509). The purpose of publishing this 
list in the Federal Register is to inform 
the public. 

The list includes the title of each re¬ 
quest received: the name of the agency 
sponsoring the proposed collection of in¬ 
formation; the agency form number< 5 ). 
if applicable; the frequency with which 
the information Ls proposed to be col¬ 
lected; the name of the reviewer or re¬ 
viewing division within OMB. and an In¬ 
dication of who will be the respondents 
to the proposed collection. 

Requests for extension which appear 
to raise no significant issues are to be 
approved after brief notice through this 
release. 

Further Information about the items 
on this daily list may be obtained from 
the Clearance Office. Office of Manage¬ 
ment and Budget. Washington. DC. 
20503. (202-395-4529). or from the re¬ 
viewer listed. 

New Poet ms 


UNITED STATES INTERNATIONAL 
TRADE COM MI SS I ON 

Summaries of Trade and Tariff Informal km 
Producers* Questtonnair*. other (see SP¬ 
SS), domestic manufacturers. Stringer. SK . 
396-3710. 

DEPARTMENT Of AGRICULTURE 

Statistical Reporting 8crvlcc. Labor Stand¬ 
ards Inspection Report. 8CS-A8-26. weekly, 
construction workers. Oaylord Worden. 
398 -4730. 


DEPARTMENT OF COMMERCE 

Bureau of Census: 

Survey of Manufacturer’s AlternatiTe Ku- 
orgy Capabilities: 1977. MA-400. single- 
time, manufacturer*. Gaylord Worden, 
395-4730. 

Economic Development Administration: 
Minority Business Enterprise UtUUAtloo 
Report. ED-530, on oocaslon. State sod 
Local Govt, and Indian Tribes, economic* 
and general government division. Lowry, 
R. L.. 395-3451. 

DEPARTMENT OT HEALTH, EDUCATION, Ah'S 
WELFARE 

Office of the Secretary. Income Survey De¬ 
velopment Program—Site Research Fbrmx 
OS-8-77, single-time. Individual 
households in five urban areas. Bunds* 
haul, M. B., 395-6140. 


Revisions 

GENERAL HEM VICES ADMINISTRATION 

Report on Procurement. Civilian 

Agenda*. 8F37. semi-annually. Ui. Got- 
ernmeut. Office of Federal Procuremrr.i 
Policy. 395-3436, 

VETERANS ADMINISTRATION 

Statement In Support of Claim. 

occasion. Veterans, Warren Topellui. 
6872. 

general service** ADMINISTRATION 

Subcontracting Program Quarterly 
Participating I-argo Company 
tract Commitments, OP-61, quarter y.^ ^ 
ferora on government contracts. 

Federal Procurement Policy. 395-3 *jo 
Extensions 

DEPARTMENT OF DEFENSE 

Department of the Air Puree. 

S7nt and Career Dovsiopm tn 


25. 1977 
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Training Coum. DCPA-435. on occiuilon. 
frdrrjU Stute/locAl omclAU* requesting 
OCPA training. Marsha Trsynhom. 395- 

4B29- 

Phjixxp D. Larsen, 
Budget and Management Officer. 
jfR Doc. 77-31457 Tiled 7-32-77:8:45 ami 

SECURITIES AND EXCHANGE 
COMMISSION 

| Release No. 13758) 

AMERICAN STOCK EXCHANGE 
Order Approving Proposed Rule Change 
July 15. 1977 

In the matter ot American Stock Ex¬ 
change. 86 Trinity Place, New York. 
Nevr York 1C006 (SR- Amex-77-11). 

On May 13. 1077, the American Stock 
Exchange ( *Amcx M ) filed with the Com¬ 
mission, pursuant to Section 19(b) of 
the Securities Exchange Act of 1934 (the 
“Act"), as amended by the Securities 
Acts Amendments of 1975. and Rule 10b- 
4 thereunder, copies of a proposed rule 
change to delete the provision for five- 
person arbitration panels In arbitrations 
between a member and a non-member 
involving $1,000 or more. 

Notice of the proposed rule change 
together with the terms of substance of 
the proposed rule change was given by 
public a ton of a Commission Release (Se¬ 
curities Exchange Ant Release No. 13569 
• May 23. 1977)) and by publication In 
the PtDniAt Rxoistw (42 PR 28B77 (June 
20 . 1077 > ). 

The Commission finds that the pro¬ 
posed rule change is consistent with the 
requirement* of the Act and the rules 
and regulations thereunder applicable 
to registered national securities ex¬ 
changes. and in particular, the require¬ 
ment* ol Section 6 and the rules and reg¬ 
ulations thereunder. 

It la therefore ordered, pursuant to 
Section 19(b)(2) of the Act. that the 
proposed rule change filed with the Com¬ 
mission May 13, 1977. be. and it hereby 

k approved. 

Per the Comm talon by the Division of 
Market Regulation, pursuant to dele¬ 
gated authority. 

George A. PiTzsnmoNs. 

Seer dan/. 

{Fit Doc 77 21140 Tiled 7 -24-77; 8:45 am) 


[Rr|«wieNo. 9652; 812-4132) 

DIVERSIFICATION FUND. INC., ET AL 
Filing of Application foe Exemption 
July 18. 1977. 

hi the matter of Diversification Fund, 
"jc- The Exchange Fund of Boston. Inc., 
jkpositora Fund of Boston. Inc.. Capital 
OfchuiFe Fund. Inc., Fiduciary Ex- 
c *jange Fund. Inc.. Second Fiduciary Ex- 
Fund, Inc., Leverage Fund of 
Sjjjjj 0 * inc.. Vance. Sanders Special 
^d. Inc., Vance. Sanders Common 
Slock Fund. Inc., Vance, Sanders Inves- 
j* 1 * Puncl - Inc.. Vance, Sanders Income 
Inc., Vance, Sanders Municipal 
°nd Trust, Vance. Sanders Exchange 


Fund (a California limited partnership), 
Vance, Sanders & Company. Inc., One 
Beacon Street, Boston. Massachusetts. 
02108. and. William M. Griffin C/O 
Hartford Fire Insurance Company. Hart¬ 
ford Plaza. Hartford, Connecticut 06115; 
(812-4132). 

Notice is hereby given that Diversifica¬ 
tion Fund. Inc., The Exchange Fund of 
Boston, Inc.. Depositors Fund of Boston. 
Inc.. Capital Exchange Fund, Inc,. Fidu¬ 
ciary Exchange Fund. Inc., Second Fi¬ 
duciary Exchange Fund. Inc., Leverage 
Fund of Boston, Inc., Vance. Sanders 
Special Fund. Inc.. Vance, Sanders Com¬ 
mon Stock Fund, Inc.. Vance. 8anders 
Investors Fund. Inc., Vance, Sanders In¬ 
come Fund, Inc., Vance, Sanders Ex¬ 
change Fund (A California Limited 
Partnership) , and Vance, Sanders Mu¬ 
nicipal Bond Trust (collectively, 
••Funds'*), each registered under the In¬ 
vestment Company Act of 1940 (the 
**Act M > as a management Investment 
company, Vance. Sanders and Company. 
Inc. ("Vance Sanders"), presently in¬ 
vestment adviser to each of the Funds 
except Vance, Sanders Municipal Bond 
Trust, which proposes to employ Vance 
Sanders as Investment adviser, and Wil¬ 
liam M Griffin ("Mr. Griffin", referred 
to with the Funds and Vance 8andcrs 
collectively as "Applicants"), filed an ap¬ 
plication on April 29, 1977. and amend¬ 
ments thereto on June 10, 1977. and 
June 24. 1977. for an order of the Com¬ 
mission pursuant to Section 6(c) of the 
Act exempting Mr. Oriffin from the defi¬ 
nition of "interested person** contained 
in Section 2(a) (19) of the Act to the 
effect that Mr. Griffin shall not be 
deemed to be an interested person of the 
Funds, their investment adviser or prin¬ 
cipal underwriter by reason of his sta¬ 
tus as: (t) a director, executive vice 
president and chairman of the finance 
committee of Hartford Fire Insurance 
Company ("Hartford Fire"): (2) a di¬ 
rector and president of Hartford Securi¬ 
ties Company, Inc. ("Hartford Securi¬ 
ties") : <3> A director, vice president and 
chairman of the finance committee of 
Hartford Life Insurance Company 
("Hartford Life"); or (4) A director, 
vice president and chairman of the 
finance committee of Hartford Variable 
Annuity Life Insurance Company 
("Hartford Variable Annuity"). All In¬ 
terested persons are referred to the ap¬ 
plication on file with the Comm talon for 
a statement of the representations con¬ 
tained therein, which are stunmarteed 
below. 

Applicants state that all of the Funds, 
except Leverage Fund of Boston. Inc., 
which is a closed-end investment com¬ 
pany. are open-end investment com¬ 
panies; that Vance. Sanders Investors 
Fund. Inc. Vance. Banders Common 
Stock Fund. Inc.. Vance. Sanders Special 
Fund. Inc., and Vance. Sanders Income 
Fund. Inc , employ Vance Sanders a* 
their principal underwriter: and that 
Vance. Sanders Municipal Bond Trust 
proposes to employ Vance Sanders as 
principal underwriter. According to the 
application, it is contemplated that Mr. 
Griffin will be nominated to be a director 


of Vance. Sanders Investors Fund. Inc., 
at a special meeting scheduled to be held 
shortly and that it Is contemplated that, 
at some future time. Mr. Griffin will be 
nominated to join the boards of directors, 
or to become a trustee or managing gen¬ 
eral partner, of the other Funds. 

Applicant* state that Mr. Griffin'll 
principal occupation is executive vice 
president, director and chairman of the 
finance committee of Hartford Fire, a 
property and liability insurer which is a 
99 percent owned subsidiary of Inter¬ 
national Telephone eud Telegraph Cor¬ 
poration and that he is also an officer and 
director of a number of subsidiary com¬ 
panies of Hartford Fire, including Hart¬ 
ford Securities, Hartford Life. Hartford 
Variable Annuity and Hartford Equity 
8alcs Company, Inc. ("Hartford Equity 
Sales"). According to the application, 
Hartford Securities, a wholly-owned sub¬ 
sidiary of Hartford Fire, is registered 
with the Commission as a broker-dealer 
tinder the Securities Exchange Act of 
1934 ("Exchange Act") solely to enable 
it to engage in securities transactions on 
behalf of Hartford Fire and its affiliates. 
Applicants state that Hartford Life is 
another wholly-owned subsidiary ot 
Hartford Fire, and that Harford Variable 
Annuity is a wholly-owmed subsidiary of 
Hartford Life. According to the applica¬ 
tion. Hartford Equity Sales, a wholly- 
owned subsidiary of Hartford Variable 
Annuity, is registered with the Commis¬ 
sion as a broker-dealer under the Ex¬ 
change Act solely to enable it to engage 
in the business of selling variable annuity* 
contracts issued by Hartford Variable 
Annuity. 

Section 2<a) (19) of the Act. generally, 
defines an "interested person" of (i) an 
investment company, (ID any investment 
adviser of an investment company, and 
Oil) any principal underwriter for an in¬ 
vestment company, to include, inter alia, 
any broker or dealer registered under the 
Exchange Act or any affiliated person of 
such broker or dealer. Section 2(a)(3) 
of the Act defines an "affiliated person" 
of another person to Include, inter alia, 
any director, officer or employee of such 
other person. 

Applicants state that Mr. Griffin, by 
reason of his positions as < 1) a director, 
executive vice president and chairman of 
the finance committee of Hartford Fire: 
(2) president and director of Hartford 
Securities; (3) a director, vice president 
and chairman of the finance committee 
of Hartford Life; and (4) a director, vice 
president and chairman of the finance 
committee of Hartford Variable Annuity, 
would be considered to be an affiliated 
person of Hartford Securities and pos¬ 
sibly of Hartford Equity Sales, and thus 
an interested person of the Funds, and of 
any investment adviser or principal 
underwriter of the Funds. 

Section 6(c) of the Act provides, in 
part, that the Commission may condi¬ 
tionally or unconditionally exempt any 
person, security or transaction, or any 
class or classes of persons, securities or 
transactions, from any provision of the 
Act or of any rule or regulation under 
the Act, If and to the extent that such 
exemption is necessary or appropriate in 
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the public Interest and consistent with 
the protection of Investors and the pur¬ 
poses fairly intended by the policy and 
provisions of the Act. 

Applicants submit that Mr. Griffin’s 
relationships with Hartford Fire and its 
various subsidiary companies will not lm- I 
pair hte Independence in acting on behalf 
of any Funds or their shareholders. They 
state that Hartford Securities has never 
acted as broker-dealer or engaged in 
securities transactions for any client 
other than Hartford Fire and its affili¬ 
ates. and does not intend to act as 
broker-dealer or engage in securities 
transactions for any person which is not 
an affiliate of Hartford Fire. Applicants 
state that Hartford Equity Sales’ busi¬ 
ness relates solely to the marketing of 
variable annuity contracts issued by 
Hartford Variable Annuity and further 
state that (1) Hartford Securities and 
Hartford Equity Sales do not intend to 
sell securities to or purchase securities 
from any of the Funds, (2) the Funds 
will not purchase securities from or 
through, or sell securities to or through 
Hartford Securities or Hartford Equity 
Sales, and (3) this commitment by Ap¬ 
plicants will not cause the Funds to lose 
the benefit of any investment opportu¬ 
nities. 

Applicants submit that Mr. Griffin is 
subject to no conflicts of interest as a 
result of his relationships with Hart¬ 
ford Fire and its subsidiary companies 
and that, in the opinion of the Funds, Mr. 
Griffin is a man of recognized experience, 
integrity and competence in the Invest¬ 
ment Industry and in the area of finan¬ 
cial institutions. Applicants therefore 
submit that it is in the public interest as 
well as In the interests of the Funds and 
their shareholders that Mr. Griffin be 
permitted to serve as a disinterested 
member of the respective boards of di¬ 
rectors, trustees, or managing general 
partners of the Funds. 

Notice is further given that any In¬ 
terested person may. not later than 
August 12. 1977. at 5:30 pjn.. submit to 
the Commission in writing a request for a 
hearing on the matter accompanied by a 
statement as to the nature of his interest, 
the reason for such request, and the is¬ 
sues. if any. of fact or law proposed to be 
controverted, or he may request that he 
be notified if the Commission shall order 
a hearing thereon. Any such communica¬ 
tion should be addressed: Secretary. 
Securities and Exchange Commission. 
Washington, D.C. 20549. A copy of such 
request shall be served personally or by 
mail upon Applicants at the addresses 
stated above. Proof or such service (by 
uffidavit or. in the case of an attorney- 
at-law. by certificate) shall be filed con¬ 
temporaneously with the request As 
provided by Rule 0—5 of the Rules and 
Regulations promulgated under the Act 
an order disposing of the application will 
be issued as of course following said date 
unless the Commission thereafter orders 
a hearing upon request or upon the 
Commission’s own motion. Persons who 
request a hearing, or advice as to whether 
a hearing is ordered, will receive any 
notices and orders issued In this matter. 


including the date of the hearing (if 
ordered) and any postponements 
thereof. 


For the Commission, by the Division 
of Investment Management, pursuant to 
delegated authority. 


Gcovicc A. Fitzsimmons. 

Secretary . 

|PR DOC.77-21141 Piled 7 24-77.6:45 am) 


submissions will be available for Inspec¬ 
tion and copying in the Public Reference 
Room. 1100 L Street NW„ Washington, 
D.C. Copies of such filing will also be 
available for inspection and copying at 
the principal office of the above* 
mentioned self-regulatory organization 
All submissions should refer to the file 
number referenced in the caption above 
and should be submitted by August 24 
1977. 


(Release No. 34-12757 File No, 8R-MSE- 
77-18) 


MIDWEST STOCK EXCHANGE. INC. 

Proposed Rule Change 

Pursuant to Section 19*b)(l> of the 
Securities Exchange Act of 1934, 15 
TJJ3.C. 7&s(b) (1>. as amended by Pub. L. 
No. 94-29 (June 4. 1975)* notice is 
hereby given that on May 31, 1977. the 
above-mentioned self-regulatory organi¬ 
sation filed with the Securities and Ex¬ 
change Commission a proposed rule 
change as follows: 


For the Commission by the Division o! 
Market Regulation, pursuant to dcle- 
gated authority. 


Ocorge A. Fitzsimmons, 

Secretary 

July 15. 1977. 

|FR Doc.77-21145 Filed 7-24 77:8:43 am) 


| Release No. 34-13747; File No. Bit 
PCO-77-IJ 

PACIFIC CLEARING CORP. 


MSE s Statement or the Terms or Sub¬ 
stance or the Proposed Rule Change 


The fee for a Regulation T extension 
filed with the Exchange by broker/ 
dealers will be increased from one dollar 
to two dollars. 

In addition, the fee for a 15c3-3 Buy- 
In extension filed with the Exchange by 
broker/dealers will be increased from 
one dollar to two dollars. 


Proposed Rule Change 

Pursuant to Section 19<b)(l> of the 
Securities Exchange Act of 1934. U 
U.8.C. 78s(b> (1). as amended by Pub. L 
No. 94-29, 16 (June 4. 1975). notice ft 
hereby given that on July 7. 1977, the 
above-mentioned self-regulatory organi¬ 
zation filed with the Securities and Ex¬ 
change Commission a proposed rule 
change as follows: 


MSE’s Statement or Basis and 
Pun pose 


Statement or the Terms or Substanci 
or the Proposed Rule Chance 


The basis and purpose of the foregoing 
proposed rule change is as follows: 

The purpose of the proposed rule 
change is to increase the fees for the 
above-mentioned services due to the in¬ 
crease of C06t in processing the forms. 
This fee has not been increased for ten 
years. 

The proposed rule change represents 
an equitable allocation of reasonable 
dues—the cost being the same for each 
delinquent customer. 

Comments have neither been solicited 
nor received. 

The Midwest Stock Exchange. Incor¬ 
porated believes that no burdens have 
been placed on competition. 

The foregoing rule change has become 
effective, pursuant to Section 19(b)(3) 
of the Securities Exhange Act of 1934. 
At any time within sixty days of the filing 
of such proposed rule change, the Com¬ 
mission may summarily abrogate such 
rule change If it appears to the Commis¬ 
sion that such acUon is necessary or ap¬ 
propriate in the public interest, for the 
protection of investors, or otherwise in 
furtherance of the purposes of the Secu¬ 
rities Exchange Act of 1934. 

Interested persons are invited to sub¬ 
mit written data, views, and arguments 
concerning the foregoing. Persons de¬ 
siring to make written submissions 
should file 6 copies thereof with the 
Secretary of the Commission, Securities 
and Exchange Commission, Washington. 
D.C. 20549. Copies of the filing with re¬ 
spect to the foregoing and of ail written 


The Pacific Clearing Corporation 
CPCC”) hereby requests to amend iu 
fee schedule to increase the physical de¬ 
livery charge payable by its parttelpanb 
from one dollar ($1.00) to one dollar 
fifty cents ($1.50) per item. This in¬ 
crease constitutes the proposed rule 
change. 


Statement or Basis and Purpose 


The basis and purpose of the foregoing 
proposed rule change is as follows: 

The proposed rule change, by changing 
the fees chargeable against participants 
for this transaction, reflects the in¬ 
creased expenses of the clearing 
and relates to the equitable allocation ol 
fees among its participants. . 

Comments on the proposed amcwi 
ment have not been solicited, and noi 
have been received. 

The Pacific Clearing Corporation be 
lleves that the proposed rule changt^ 
not impose any burden on conn* 

The foregoing rule change has 
effective, pursuant to 8ectionl9b 
of the Securities Exchange Act effn '• 
At any time within sixty 
ing of such proposed ruleLi!? ibrofiatf 
Commission may summarib 
such rule change if it 9PP** 1 ? 1>fCt5 . 
Commission that such action ^ 

sary or appropriate In the public j 

wii* »?««">» »' 

wise in furtherance of the pun™" 
the Securities Exchange Act ofi^- 
Interested persons are tavltedW^ 
mit written data, views, and aJ' <),. 


mil written uawt, - ~nriw < 

concerning the foregoing. p 
siring to make written 
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should file six copies thereof with the 
Secretary of the Commission, Securities 
and Exchange Commission, Washington, 
D.C. 20549. Copies of the filing with re¬ 
spect to the foregoing and of All written 
submissions will be available for inspec- 
uon and copying in the Public Refer¬ 
ence Room, 1100 L Street NW.. Wash¬ 
ington. D.C. Copies of such filing will 
also be available for inspection and copy¬ 
ing at the principal office of the above- 
mentioned self-regulatory organization. 
AH submissions should refer to the file 
number referenced in the caption above 
and should be submitted within twenty- 
one days of the date of this publication. 

For the Commission by the Division of 
Market Regulation, pursuant to dele¬ 
gated authority. 

George A. Fitzsimmons, 

Secretary . 

July 13. 1977. 

[FR Doc.77-21146 Filed 7 3* 77;8:45 nmj 


[FUe No. 500-1] 

SCOTT1 COMMERCIAL CORP. 

Suspension of Trading 

July 15. 1977. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the securities of 
Scotti Commercial Corp. being traded on 
a national securities exchange or other¬ 
wise is required in the public interest and 
lor the protection of investors; 

Therefore, pursuant to Section 12<k) 
ol the Securities Exchange Act of 1934. 
lading lu such securities on a national 
securities exchange or otherwise is sus¬ 
pended. for the period from 9:45 a.m., 
e.dt., on July 15. 1977 through July 24, 
1977. 

By the Commission. 

George A. Fitzsimmons. 

Secretary. 

(FR Doc.77-21142 Filed 7-24-77;8:45 am) 


|FUcNo. 500-11 
VERCO ENERGY CORP. 
Suspension of Trading 


July 16,1977. 

It appearing to the Securities and Kx- 
“wiRe Commission that the summary 
^pension of trading in the securities 
r\ v **° F ncr «y Corp. being traded on 
•Rational securities exchange or oth- 
I™® to required In the public interest 
m for the protection of Investors; 
n ^ r l forc ’ * )urs uant to Section 12(k) 
Securities Exchange Act of 1934. 
2™* ln such securities on a national 
oxchan 8e or otherwise is sus- 
«wed. for the i>criod from 9:45 am.. 

0n Jul T 15, 1977 through July 24. 


By the Commission.. 


Ocorok A. Fitzsimmons. 

Secretary . 

|FR Doc 77-21144 Filed 7 24 77;8:45 am] 


1 File No. 500-1J 

WESTERN UNITED RESOURCES, INC. 

Suspension of Trading 

JULY 15.1977. 

It appearing to the Securities and 
Exchange Commission that the sum¬ 
mary suspension of trading in the se¬ 
curities of Western United Resources. 
Inc. being traded on a national securi¬ 
ties exchange or otherwise is required in 
the public interest and for the protec¬ 
tion of Investors; 

Therefore, pursuant to Section 12<k> 
of the Securities Exchange Act of 1934. 
trading in such securities on a national 
securities exchange or otherwise is sus¬ 
pended, for the period from 9:45 a.m., 
e.d.t., on July 15. 1977 through July 24. 
1977. 

By tlie Commission. 

George A. Fitzsimmons. 

Secretary . 

(FR Doc 77-21143 Filed 7-24-77;8:45 om| 


SMALL BUSINESS 
ADMINISTRATION 

(License No. 09/00 02071 

PRODUCERS INVESTMENT CORPORATION 

Notice of Application for a License as a 
Small Business Investment Company 

Notice is hereby given concerning the 
filing of an application with the Small 
Business Administration (SBA) pursu¬ 
ant to Section 107.102 of the Regulations 
governing small business investment 
companies <8BIC*s) <13 CF.R. Section 
107.102 <1977)), under the name of Pro¬ 
ducers Investment Corporation. 1901 
Avenue of the Stars. Suite 1750. Los 
Angeles. California 90067. for a license 
to operate in the State of California as 
an 8BIC under the provisions of the 
Small Business Investment Act of 1958 
<Act). as amended (15U.8.C. 661 etseq.). 

The proposed officers, directors and 
principal shareholder are: 

Mimi Haiti*. Chairman of the Board, Presi¬ 
dent, 100 percent. 1903 Coldwater Canyon 
Drive. Beverly Hills. California 90210. 
Charles Pall. Kxec. Vico President, Treasurer. 
Director, 10540 WiUhire Boulevard. Loa 
Angelas. California 90024. 

Thomas J E1Uworth. Secretary. Director. 1130 
Palomar. San Marino, California 91108. 

The company will begin operations 
with an initial capitalization of $500,000. 
No concentration in any particular in¬ 
dustry is planned. The applicant intends 
to make investments in small business 
concerns with grow th potential, located 
primarily within the State of California. 

Matters involved in SBA's considera¬ 
tion of the application include the gen¬ 
eral business reputation and character 
of the proposed owner and management, 
and the probability of successful opera¬ 
tions of the new company under their 
management, including adequate profit¬ 
ability and financial soundness, in ac¬ 


cordance with the Act and Regulations. 

Notice is further given that any inter¬ 
ested person may submit to SBA. in writ¬ 
ing, relevant comments on the proposed 
company, on or before August 9. 1977. 
Any communication should be addressed 
to: Deputy Associate Administrator for 
Investment. Small Business Administra¬ 
tion. 1441 "L" 8treet NW., Washington. 
D.C, 20416. 

A copy of this Notice shall be published 
in a newspaper of general circulation in 
Ixxs Angeles. California. 

(Catalog of Federal Domestic Assistance Pro¬ 
gram No. 59 011, Small Bn&lnevi Investment 
Companies.) 

Dated: July 15,1077. 

Peter F. McNnsic, 
Deputy Associate Administrator 
for Investment, 
trn Doc 77-21252 Filed 7-22-77; 8:45 amj 

DEPARTMENT OF STATE 

(Public Notice CM 7/941 

SHIPPING COORDINATING COMMITTEE, 
SUBCOMMITTEE ON SAFETY OF LIFE 
AT SEA 

Meeting 

The working group on International 
multimodal transport and containers of 
the Subcommittee on Safety of Life at 
Sea. a subcommittee of the Shipping 
Coordinating Committee, will hold an 
open meeting from 9:30 am. to 5 p.m. 
on Wednesday. August 31. 1977. in Room 
8334 of the Department of Transporta¬ 
tion. 400 Seventh Street 8W„ Washing¬ 
ton, D.C. 

The purpose of the meeting Is to dis- 
cuas matters germane to multimodal 
transport and containers. The following 
specific issues wifi be addressed in the or¬ 
der indicated: 

Discussion of 08. poaltlon for meeting of 
Oroup of Rapporteurs on Container Trans¬ 
port (ORCT) (BCR), September 12-16, 1977, 
in Geneva; 

Debriefing of the meeting of the IMCO 
Subcommittee on Containers and Cargoes 
held ln London, July 11-16, 1977; 

Status of oongreaaional action regarding 
the implementation of the IMCO Interna¬ 
tional Convention on Safe Container?* (CSC); 

Status of VSQ action on the implementa¬ 
tion of the BCE Agreement on the Interna¬ 
tional Carriage of Perishable Foodstuff* and 
on the Special Equipment to be used for 
auch Carriage (ATP). 

Necessary documents will be distrib¬ 
uted as early as possible. 

Any questions concerning this meeting 
should bo directed to either Mr. M. H. 
Allen. United States Coast Guard <202- 
426-1577) or Mr. Richard E. Jobe. De¬ 
partment of State <202-632-1313). 

Comments from the public will be 
welcomed. 

Carl Taylor. Jr., 

Acting Director, 

Office of Maritime Affairs . 

July 18. 1977. 

|FR Doc 77-21282 Filed 7 22-77;8:45 am) 
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Agency for International Development 

MISSION DIRECTOR. USAID/EGYPT 

Amendment to Redelegation of Authority 
No. 162-4 

Pursuant to the authority delegated to 
me by A.I.D. Delegation of Authority No. 
38. dated June 3.1977 <42 FR 31511) with 
respect to Grant Agreements. It is hereby 
ordered as follows: 

1. Redelcgatlon of Authority No. 162-4. 
dated October 20. 1976. is amended by 
deleting In paragraph 3.<e) the words 
"and under such grant agreements 
which are for Capital Projects” and sub¬ 
stituting therefor the words “or grant 
agreements". 

2. Redclegation of Authority No. 
99.1.83 dated January 26. 1977 (42 PR 
8037) is amended by deleting In para¬ 
graph (1) the wordis “and AID grant- 
financed host country contracts for tech¬ 
nical assistance". 

This Amendment is effective imme¬ 
diately. 

Dated: July 12.1977. 

Alfred D. White. 

Acting Assistant Administrator , 

Bureau for Near East. 

(FR Doc.77-21263 Filed 7-22-77:8:45 am | 


DEPARTMENT OF 
TRANSPORTATION 

Coast Guard 

(COD 77-1321 

EQUIPMENT. CONSTRUCTION. AND 

MATERIALS 

Approval Notice 

1. Certain laws and regulations (46 
CFR Chapter I) require that various 
items of lifesaving, firefighting and mis¬ 
cellaneous equipment, construction, and 
materials used on board vessels subject 
to Coast Guard inspection, on certain 
motorboats and other recreational ves¬ 
sels. and on the artificial islands and 
fixed structures on the outer Continental 
Shelf be of types approved by the Com¬ 
mandant. U.S. Coast Guard. The purpose 
of this document is to notify all inter¬ 
ested persons that certain approvals 
have been granted as herein described 
during the period from April 26. 1977 to 
May 18. 1977 (List No. 8-77). These ac¬ 
tions were taken in accordance with the 
procedures set forth in 46 CFR 2.75-1 
to 2.75-50. 

2 The statutory authority for equip¬ 
ment. construction, and material ap¬ 
provals Is generally set forth in sections 
367. 375. 390b. 416. 481, 489. 526p. and 
1333 of Title 46. United States Code, sec¬ 
tion 1333 of Title 43. United States Code, 
and section 198 of Title 50. United States 
Code. The Secretary of Transportation 
has delegated authority to the Com¬ 
mandant, U S. Coast Guard with respect 
to these approvals (49 CFR 1.46(b)). The 
specifications prescribed by the Com¬ 
mandant. UJS. Coast Guard for certain 
types of equipment, construction, and 
materials are set forth in 46 CFR Parts 
160 to 164. 


3. The approvals listed in this docu¬ 
ment shall be in effect for a period of 
5 years from the date of Issuance, unless 
sooner cancelled or suspended by proper 
authority. 

Ladders. Embarkation-Debarkation 
t Flexible >, for Merchant Vessels 

Approval No. 160.017/50/0. Type I, 
embarkation-debarkation 40 feet or less 
ladder, rope suspension, wooden ears, 
spreaders and rungs identified by 
OOMAR dwg. No. 100X dated May 10. 
1977, manufactured by Coast Marine and 
Industrial Supply. Inc.. 398 Jefferson 
Street, San Francisco. California 94133. 
effective May 13. 1977. 

Signals. Distress. Hand Red Flare, 
for Merchant Vessels 

Approval No. 160.021/12/1, Jupiter 
hand red flare distress signal, manu¬ 
factured by Smith & Wesson Chemical 
Company. Inc., general arrangement 
dwg. No. 6-0150-B. revision B dated 
December 23. 1971: parts and materials 
list No. 6-0150-B dated December 23. 
1971, revision B, label dwg. No. 6-0152-A 
dated December 1. 1969. revision B is a 
change in handle design and striker, 
manufactured by Smith & Wesson 
Chemical Company. Inc., P.O. Box 208. 
2399 Forman Road, Rock Creek, Ohio 
44084. effective May 9. 1977. (It is an 
extension of Approval No. 160,021/12/1 
dated June 9. 1972.) 

Lifeboats 

Approval No. 160.035/211/5. 22.0' x 
7.5* x 3.17' steel, oar-propelled lifeboat, 
30-person capacity, identified by general 
arrangement dwg. No. 22-2 Rev. D dated 
May 9, 1972, approved for 31-person 
capacity as a replacement In kind for an 
existing lifeboat requiring 31-person 
capacity, 46 CFR 160.035-13(0 Marking. 
Weights: Condition "A*'=2.345 pounds: 
Condition "B”:=8.060 pounds, manufac¬ 
tured by Marine Safety Equipment 
Corporation. Foot of Wyckoff Road. 
Farmlngdale, New Jersey 07727, effec¬ 
tive May 9. 1977. <It is an extension of 
Approval No. 160.035/211/5 dated July 
31. 1972.) 

Approval No. 160.035/214/5, 20.0' x 6.5' 
x 2.67* aluminum, oar-propelled lifeboat, 
18-person capacity identified by con¬ 
struction and arrangement dwg. No. 20-2 
Alt. O dated May 12, 1972, approved for 
20-person capacity as a replacement in 
kind for an existing lifeboat requiring 
20-person capacity, 46 CFR 160.035-13 
<c> Marking. Weights: Condition ”A"= 
980 pounds; Condition '^"“4,542 
pounds, manufactured by Marine Safety 
Equipment Corporation. Foot of Wyckoff 
Roud. Farmlngdale. New Jersey 07727, 
effective May 9. 1977. (It is an extension 
of Approval No. 160.035./214/5 dated 
July 28. 1972.) 

Approval No. 160.035/258/4. 20.0’ x 
6.5' x 2.67* steel, oar-propelled lifeboat, 
18-person* capacity, identified by con¬ 
struction and arrangement dwg. No. 20- 
3. Rev. F dated July 31, 1972, 46 CFR 
160.035-13(0 Marking. Weights: Condi¬ 
tion "A' ,= =1.725 pounds; Condition "B* — 
5.278 pounds, if mechanical disengaging 


apparatus is fitted, it shall be of hh ap¬ 
proved type and installed in accordance 
with drawings approved by the Comman¬ 
dant. • approved for 10-person capaci¬ 
ty as a replacement in kind for an exist¬ 
ing lifeboat requiring 20-person capacity 
manufactured by Marine Safety Equip¬ 
ment Corporation, Foot of Wyckoff Road. 
Farmlngdale, New Jersey 07727. effective 
May 9. 1977. (It is an extension of Ap¬ 
proval No. 160.035/258/4 dated July 31 
1972.) 

Marine Buoyant Device 

Approval No. 160.064/12/0, 18-mch 
unicellular plastic foam ring buoy, model 
KS-18, manufactured in accordance 
with UB.C.G. Specification Subpart 
160.064 and UL/MD report file No. MQ- 
12. Type IV PFD. manufactured by Car- 
Ion Rubber Products Company, i Nei 
Haven Avenue. Derby. Connecticut 06418 
effective May 4. 1977. (It reinstates and I 
supersedes Approval No. 160.064 12 o 
terminated March 7, 1977.» 

Approval No. 160.064/76 0, Model No 
920 and 1020, cloth covered foam "Horse- I 
shoe Buoy", manufactured in accordant* 
with U-S.C.G. Specification Subpurt 160 - 
064 and UL/MD report file No. MQ 10 
Type IV PFD. manufactured by Cal-June 
Corporation, P.O. Box 9551, North Holly- I 
wood. California 91606. effective May 
1977. at Is an extension of Approval Nn 
160.064/76/0 dated May 25, 1972 and ad¬ 
dition of Model No.) 

Approval No. 160.064/185 0 , 19-inch 
Model No. 0-19, vinyl dipped foam **Rm}. 
Life Buoy", manufactured In accordance 
with U-S.C.O. Specification Subpart 160 - 
064 and UL/MD report file No MQ 10. 
Type IV PFD. manufactured by Cul-Jun* 
Corporation, P.O. Box 9551, North Holly¬ 
wood. California 91608, effective May 18 
1977. (It is an extension of Approval No 
160.064/185/0 dated May 25, 1972 an" 
change of Model No. > 

Approval No. 160.064 228 0. Pony S I 
Model Nos. 940 and 1040, cloth covered 
foam, "Horseshoe Buoy*’, manufactured 
In accordance with UJ3.C.G. Specification 
Subpart 160.064 and UL/MD report file 
No. MQ 10. Type IV PFD. manufactured 
by Cal-June Corporation. P.O. Box 9551. 
North Hollywood. California 91606, effec¬ 
tive May 18, 1977. (It is an extension o! 
Approval No. 160.064/228/0 dated Ma> 
25. 1972 and addition of Model No > 

Sound-Powered Telephone StuioN 

Approval No. 161.005/68/0. sound-pow¬ 
ered telephone station, selective nngms- | 
common talking. 11 stations maximum, 
panel board or console type, 

126-01 dated March 25, 1963. tor 
SP flush mounting; Model SFR ul 
mounting with a relay: M°d cl 
flush mounting with a light Bnd ™ 
for use In locations not expand 
weather, manufactured by 
Telephone Company. Inc . 524 w. 
Street, New York. New' York 10011. 1 en« 
live May 12, 1977. (It is an ® 

Approval No. 161.005'68 0 dated 
20. 1972.) 

Safety Valves (Power Boilers * 

Approval No. 162.001/231/1. Style »«£j 
66-MS and HC-55W-MS carbon stec 
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body pop safety valve, nozzle type, ex¬ 
posed spring fitted with spring cover, 
poo primary service pressure rating, 
175 * f maximum temperature, dwg. No. 
HV-44-MS. revised February 23, 1977. 
approved for sizes lft" 2", 2 ft" and 
3 ” willi flanged inlet <HC) or adding 
end inlet «HC-W), manufactured by 
Crosby Valve and Gage Company, Wren- 
dam, Massachusetts 02093, effective 
April 28, 1977. <It is an extension of Ap¬ 
proval No. 162.001/231/1 dated May 9, 
1971) 

Approval No. 162.001/232/1, Sty le HC- 
5 *-MS and HC-56W-MS carbon steel 
body pop safety valve, nozzle type, ex¬ 
posed spring fitted with spring cover, 
1200 psl primary service pressure rating 
750* P maximum temperature, dwg. No. 
HV-44-MS, revised February 23. 1977. 
approved for sizes lft" 2". 2*4", and 
3° with flanged inlet »HC> or welding 
eid inlet (HC-W>, manufactured by 
Crosby Valve and Gage Company, Wren- 
lham. Massachusetts 02093, effective 
Apnl 28, 1977. (It Is an extension of Ap¬ 
proval No. 162.001/232/1 dated May 9. 
1972.) 

■ Approval No. 162.001/237/1, Style 
HCA-57-MS and HCA-57W-MS alloy 
Heel body pop safety valve, nozzle type, 
exposed spring fitted with spring cover, 
1200 ps.t primary service pressure rat¬ 
ing. 900' F maximum temperature with 
nandard inlet flange and welded inlet 
flange; 1050 p.s.1. primary service pres- 
wre rating. 900* F maximum tempera¬ 
ture with optional inlet flange, dwg. No. 
HV-47-MS. revised February 23. 1977, 
approved for sizes lft", 2", 2ft, and 
y\ manufactured by Crosby Valve and 
Gage Company, Wrentham, Massachu- 
leits 02093, effective April 28. 1977. (It Is 
w extension of Approval No. 162.001/ 
237/1 dated May 9.1972.) 

Approval No. 162.001/238/1. Style 
HCA-58-MS and HCA-58W-MS alloy 
iu»l body pop safety valve, nozzle type, 
exposed spring fitted with spring cover. 
W5 ps.i. rating. 1,050* F maximum tem¬ 
perature with standard inlet flange, 595 
PJl. rating. 1,050* F maximum tem¬ 
perature with optional inlet flange. 1,200 
rating, 1.050* F maximum tempera- 
Jure with welded inlet flange, dwg. No. 
nV-47-MS, revised February 23, 1977, 
|V\ 3", 2*4", and 3" sizes, manu¬ 
factured by Crosby Valve and Gage 
Company. Wrentham, Massachusetts 
**•&. effective April 28. 1977. (It is an 
ttletuion of Approval No. 162.001/238/1 
toted May 9.1972.) 

Approval No. 162.001/241/2, Style HS- 
*5-35 carbon steel body pop safety valve. 
»rj8ed nozzle type, exposed spring fitted 
•Ho spring cover. 800 p jlL primary serv- 
**pressure rating, $50* F maximum tem- 
J^ture, dwg. No. HV-35-MS revised 
Wruaiy 23. 1977, approved for sizes 
1 * • 2", 2*4", 3", and 4", revised spring 
roser construction from cast malleable 
i® Perforated sheet steel, manu- 
Crosby Valve and Gage Com- 
52;. Wrentham. Massachusetts 02093, 
Motive April 28.1977. (It supersedes Ap- 
N ?* 162 001/241/1 dated May 23. 
itriic’v show mo <Nfled spring cover con- 


Approval No. 162.001/242/2, Style HS- 
MS-36 carbon steel body pop safety valve, 
flanged nozzle type, exposed spring fitted 
with spring cover, 800 p.s.l. primary serv¬ 
ice pressure rating, 750* F maximum 
temperature, dwg. No. HV-35-MS revised 
February 23. 1977, approved for sizes 
lft", 2". 2*4", 3" and 4". revised 
spring cover construction from cast 
malleable iron to perforated sheet steel, 
manufactured by Crosby Valve and Gage 
Company, Wrentham. Massachusetts 
02093, effective April 28. 1977. fit super¬ 
sedes Approval No. 162.001/242/1 dated 
May 23. 1972 to show modified spring 
cover construction.) 

Approval No. 162.001/243/2. Style 
HSA-MB-37 alloy steel body pop safety 
valve, flanged nozzle type, exposed spring 
fitted with spring cover. 700 p.s.1. primary 
service pressure rating. 900* F maximum 
temperature with standard Inlet flange; 
800 p.s.l. primary service pressure rating. 
900* F maximum temperature with op¬ 
tional inlet flange, dwg. No. HV-36-MS 
revised February 23. 1977. approved for 
sizes lft", 2", 2ft", 3". and 4", revised 
spring cover construction from cast 
malleable iron to perforated sheet steel, 
deleted spindle collar, manufactured by 
Crosby Valve and Gage Company, Wren¬ 
tham, Massachusetts 02093. effective 
April 28. 1977. (It supersedes Approval 
No. 162.001/243/1 dated May 23. 1972 to 
show modified spring cover construction.) 

Approval No. 162.001/244/2, Style 
HSA-MS-38 alloy steel body pop safety 
valve, flanged nozzle type, exposed spring 
fitted with spring cover. 465 p.s.1. pri¬ 
mary service pressure rating, 1,020* F 
maximum temperature with standard 
inlet flange, approved for sizes lft", 2", 
2ft", 3", and 4"; 775 pa i. primary serv¬ 
ice pressure rating 1,020* F maximum 
temperature with optional inlent flange, 
approved for sizes lft", 2", and 2*4"; 
800 p.s.1. primary service pressure rating. 
1,020* F maximum temperature with op¬ 
tional inlet flange, approved for sizes 3" 
and 4"; dwg. No. HV-36-M8 revised 
February 23, 1977, revised cover con¬ 
struction from cast malleable iron to per¬ 
forated sheet steel, deleted spindle collar, 
manufactured by Crosby Valve and Gage 
Company. Wrentham. Massachusetts 
02093, effective April 28, 1977. (It super¬ 
sedes Approval No. 102.001/244 1 dated 
May 23. 1972 to show modified spring 
cover construction.) 

Approval No. 162.001/245/2, Style HS- 
MS-25 carbon steel body pop safety 
valve, flanged nozzle type, exposed spring 
fitted with spring cover. 600 p.s.1. pri¬ 
mary service pressure rating, 650* F 
maximum temperature, dwg. No. HV-37- 
MS revised February 22. 1977, approved 
for sizes lft". 2". 2 ft", 3**. and 4". re¬ 
vised spring cover construction from 
cast malleable iron to perforated sheet 
steel, manufactured by Crosby Valve and 
Gage Company. Wrentham. Massachu¬ 
setts 02093, effective April 28, 1977. (It 
supersedes Approval No. 162.001/245/1 
dated May 23. 1972 to show modified 
spring cover construction.) 

Approval No. 162.001/246/2, Style HS- 
MS-26 carbon steel body pop safety 
valve, flanged nozzle type, exposed spring 


fitted with spring cover. 600 p.s.1. pri¬ 
mary service pressure rating. 750* F 
maximum temperature with standard 
inlet flange; 425 pjs.1. primary service 
pressure rating. 750° F maximum tem¬ 
perature with optional Inlet flange, dwg. 
No. HV-37-MS revised February 22.1977. 
approved for sizes 1ft", 2". 2ft", 3" and 
4", revised spring cover construction 
from cast malleable Iron to perforated 
sheet steel, manufactured by Crosby 
Valve and Gage Company. Wrentham. 
Massachusetts 02093, effective April 28. 
1977. (It supersedes Approval No. 162.- 
001/246/1 dated May 23. 1972 to show 
modified spring cover construction.) 

Approval No. 162.001/247/2. 8tyle 
HSA-MS-27 alloy steel body pop safety 
valve, flanged nozzle type, exposed 
spring fitted with spring cover, 600 
p.s.l. primary service pressure rating, 
900* P maximum temperature with 
standard Inlet flange; 350 p.s.1 pri¬ 
mary service pressure rating, 900 F 
maximum temperature with optional 
inlet flange, dwg. No. HV-38-MS re¬ 
vised February 23. 1977. approved for 
sizes 1ft", 2". 3", and 4". revised sping 
cover construction from cast malleable 
iron to perforated sheet steel, deleted 
spindle collar, manufactured by Crosby 
Valve and Gage Company, Wrentham. 
Massachusetts 02093. effective April 28, 
1977. (It supersedes Approval No. 162- 
001/247/1 dated May 23. 1972 to Fhow 
modified spring cover construction.) 

Approval No. 162.001/288/0. 2500 Se¬ 
ries, Types 258*( )AM and 259* ( ) 

AM. carbon steel body (ASTM A216 Or 
WCB) pop safety valve. 650* F maximum 
temperature, inlet and outlet sizes per 
dw f g. No. 16067, Rev. A. dated January 7, 
1972. maximum set pressure as follows: 
•-type designation Indicating corre¬ 
sponding pressure rating (p.si.g.): 
5= 300. 6— 600, 7*=800, 8 =900. 9 1500. 

manufactured by Tclcdyne Farris Engi¬ 
neering. Palisades Park. New Jersey 
07650. effective April 26. 1977. (It is an 
extension of Approval No. 162.001/288, 0 
dated April 26. 1972.) 

Approval No. 162 001/280/0. 2500 Se¬ 
ries. Types 258*( ) BM and 259M ) 

BM, carbon steel body (ASTM A216 Gr 
WCB) pop safety valve, 750* F maximum 
temperature, inlet and outlet sizes per 
dwg. No. 16067. Rev. A. dated January 7, 
1972, maximum pressures as follows: 
•-type designation Indicating corre¬ 
sponding pressure rating (p^J.g.); 
5=300, 6 - 600, 7- 800. 8=900. 9 1500. 

manufactured by Teledyne Farris Engi¬ 
neering, Palisades Park, New Jersey 
07650. effective April 26. 1977. (It is an 
extension of Approval No. 162.001/289 0 
dated April 26.1972.) 

Approval No. 162.001/290/0, 2500 Se¬ 
ries. Types 258*( ) CM and 259*( ) 

CM. alloy steel body < ASTM A217 Gr 
CS) pop safety valve. 900 3 F maximum 
temperature, inlet and outlet sizes per 
dwg. No. 16067, Rev. A. dated January 7. 
1972, maximum set pressures as follows; 
•-type designation indicating corre¬ 
sponding pressure rating <p.s.i.g.>; 
5 300, 6 = 600, 7= 700, 8 = 900, 9=1500, 
manufactured by Teledyne Farris Engi¬ 
neering. Palisades Park. New Jersey 
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07650. effective April 26. 1977. (It Is an 
extension of Approval No. 162.001/290/0 
dated April 26. 1972. > 

Approval No. 162 001/291/0, 2500 

Scries, Types 258 • C ) CM and 259 * < > CM. 
alloy steel body (ASTM A217 Or C5) pop 
safety valve. 1,000* F maximum tempera¬ 
ture. inlet and outlet sixes per dwg. No. 
16067, Rev. A, dated January 7. 1972, 
maximum set pressure as follows: ‘-type 
designation indicating corresponding 
pressure rating (p.s.i.g.): 5=250. 6=500, 
7 - 500, 8_ 750, 9=1250. manufactured by 
Teledyne Farris Engineering. Palisades 
Park. New Jersey 07650, effective April 
26, 1977. (It Is an extension of Approval 
No. 162.001/291/0 dated April 26. 1972.) 

Safety Valves <Steam Heating Boilers) 

Approval No. 162.012/8/0. Fig 629 pop 
gaiety valve, bronze body, for steam heat¬ 
ing boilers and unfired steam generators 
dwg. No. 64785. dated February 27. 1952, 
approved for a maximum pressure of 30 
p ~ 1 In the following sizes: 

rapacity (pounds per hour) 


FU# (Inclm) 

At WVbAafi 

AtaorbAn* 

4 , .. . 

m 

14* 


163 

246 

IN... . 

afi§ 

307 

.. 

m 

467 

653 

** 

U>J 

1---- 

WO 

U7I 


manufactured by The Lunkenheimer 
Company. P.O. Box 360. Annex Station. 
Cincinnati. Ohio 45214, effective April 
26, 1977. (It is an extension of Approval 
No. 162.012/8/0 dated March 2. 1972.) 

FLAME ARRESTERS FOR TANK VESSELS 

Approval No. 162.016/35/0. Figure No. 
53 BS. VAREC flame arrester, cast steel 
body* stainless steel multiple plate bank, 
horizontal type, flanged connections, fit¬ 
ted with extensible banks and removable 
cover plate, Dwg. No. C-749. Revision C. 
dated November 13. 1964, approved for 
3". 4*'. 6”. 8". 10**. and 12" pipe sizes, 
for use with Inflammable or combustible 
liquids of Grade A or lower, manufac¬ 
tured by VAREC, Division Emerson 
Electric Company, 301 E. Alondra Boule¬ 
vard. Gardena. Calif. 90247. effective 
May 5.1977. 

Approval No. 162.016/36/0. Figure No. 
53 SS. VAREC flame arrester, stainless 
steel body, stainless steel multiple plate 
bank, horizontal type, flanged connec¬ 
tions. fitted with extensible banks and 
removable cover plate, Dwg. No. C-749. 
Revision C, dated November 13. 1964. 
approved Tor 3**. 4". 6". 8". 10" and 
12" pipe sizes, for use with Inflammable 
or combustible liquids of Grade A or 
lower, manufactured by VAREC, Division 
Emerson Electric Company. 301 E. Alon¬ 
dra Boulevard, Gardena. California 
90247. effective May 5,1977. 

Pressure Vacuum Relief Valves rot 
Tank Vessels 

Approval No. 162.017/67/4. Figure No. 
130 pressure vacuum relief valve, enclosed 


NOTICES 


pattern, weight loaded poppets, bronxe. 
nickel, cast Iron or corrosion-resistant 
alloy steel body. dwg. No. 130-A, Rev. 7 
dated February 15. 1963. approved for 
sizes 3", 4". 5". 6". 8". and 10". manu¬ 
factured by Mechanical Marine Division. 
Hayward Manufacturing Company. Inc.. 
900 Fairmount Avenue, Elizabeth. New 
Jersey 07207, formerly Mechanical Ma¬ 
rine Company. Inc., effective April 26. 
1977. (It is on extension of Approval No. 
162.017/67/4 dated April 28. 1972 and 
change of name of manufacturer.) 

Dated: July 18,1977. 

H. G. Lyons, 

Captain . U£. Coast Guard , 

Acting Chief , Office of Mer¬ 
chant Marine Safety . 

I PR Doc 77 21322 Piled 7-22-77:8:45 am] 


Federal Aviation Administration 

RADIO TECHNICAL COMMISSION FOR 
AERONAUTICS (RTCA) SPECIAL COM¬ 
MITTEE 132—AIRBORNE AUDIO SYS¬ 
TEMS AND EQUIPMENT 

Meeting 

Pursuant to section 10(a)(2) of the 
Federal Advisory Committee Act (Pub. L. 
92-463 : 5 U.S.C. App. 1) notice is hereby 
given of a meeting of the RTCA Special 
Committee 132 on Airborne Audio Sys¬ 
tems and Equipment to be held August 
16. 17. 18. 1977. RTCA Conference Room 
261. 1717 H Street NW.. Washington, 
D.C. commencing at 9:30 am. The 
Agenda for this meeting is as follows: 
(1) Chairman’s Comments: (2) Approval 
of Minutes of Second Meeting held 
April 27-28. 1977: (3) Consideration of 
Revised Drafts of RTCA Documents 
DO-78 A ’‘Minimum Performance Stand- 
ards—Aircraft Audio and Interphone 
Amplifiers”. DO-85 “Audio Response of 
Air—Ground Communication Systems’*. 
DO-90 “Minimum Performance Stand¬ 
ards—Aircraft Headsets and Speakers'* 
and DO-91 “Minimum Performance 
Standards—Aircraft Microphones” and, 
(4) Assignment of Tasks. 

Attendance is open to the interested 
public but limited to space available. 
With the approval of the Chairman, 
members of the public may present oral 
statements at the hearing. Person wish¬ 
ing to attend and persons wishing to 
present oral statements should notify, 
not later than the day before the meet¬ 
ing. and information may be obtained 
from. RTCA Secretariat, 1717 H Street 
NW., Washington. D.C. 20006 ; 202- 

296-0484. Any member of the public may 
present a written statement to the com¬ 
mittee at any time. 

Issued in Washington. D.C.. on July 18. 
1977. 

Karl F. Bierach. 

Designated Officer . 

JFR Doc.77-21037 Filed 7-22-77;8:45 am) 


Federal Highway Administration 

|FHWA Docket No. 77-81 

IN THE MATTER OF BRIDGES OWNED BY 
THE DELAWARE RIVER PORT AUTHORITY 

Notice of Response to Proposed Order 

AGENCY: Federal Highway Adminis¬ 
tration, DOT. 

ACTION: Notice of Response to Pro¬ 
posed Order. 

SUMMARY: On May 23. 1977. n pr^ 
posed order to establish a time limit dur¬ 
ing which the Administrator s toll ord« 
will be in effect was published In to* 
Federal Register. Public comment wu 
invited at that time with June 22 being 
established as the last date for comment. 
It was further noted that the failure 
to comment within the time period would 
be a waiver of any right to object or ap¬ 
peal the proposed order should it be 
entered as final. No comments were re¬ 
ceived within the prescribed period. One 
comment was received on June 27. 1977, 

5 days after the last date for filing com¬ 
ment. That comment, which was submit¬ 
ted by Robert Weinberg. Director. Motor- 
ists for Lower Tolls, requested U* 
opportunity to be heard in opposition to 
a revision of the current bridge tofla. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Gerald M. Tierney, Office of the Chief 
Counsel (202-426-0346). Federal High¬ 
way Administration. Office hours are 
7:45 to 4:15 ET, Monday-Friday. 

DISCUSSION: Although it is technically 
unnecessary to address the comments by 
the Motorists for Lower Tblb because 
they were not filed within the prescribed 
period, the following paragraphs do ad¬ 
dress the concerns expressed in those 
comments. 

The comments Imply that the Federal 
Highway Administration should haw 
personally informed all parties of record 
to the administrative proceedings of tor 
intention of entering a proposed order 
Such a course of action was not neces¬ 
sary, however, because the proposed or¬ 
der was suggested in settlement of the 
case entitled “Delaware River Port Au¬ 
thority v. Tiemann,” U.S. Court of Ap¬ 
peals for the Third Circut. 77-1047. and 
was In conformance with the latest re* 
vision of the bridge toll procedural reg¬ 
ulations which requires a ttxne ltmit be 
placed on all Administrator's order?, ( 
FR 2964 (Jan. 14. 1977). All partly 
the oourt proceeding were aware of 11 
proposed order and counsel for the I> : 
ware River Port Authority sent a 
to other individuals and organt/sti 
which he felt would be Interested * 
copy of that letter was sent to Uie ^ 
torists for Lower Tolls. Those 
In addition to the Federal Rrgisti* n- 
tice, were adequate to Inform 
teres ted persons of the proposed oro.r 
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Substantively, the Motorists for Lower 
Tolls requested the opportunity to be 
beard in opposition to any revision of 
Uw* bridge tolls. The proposed order 
does not affect the rate of tolls being 
farced on the bridges, and therefore, it 
unnecessary to grant such a request, 
tf however, upon the expiration of the 
toil order on November 30, 1977. the 
Delaware River Port Authority were to 
r&Lse its tolls, the Motorists for Lower 
Toll* would be entitled to file a com¬ 
plaint and request a hearing under the 
procedures established in the toll bridge 
procedural rules. 49 CFR Part 310. 

FINAL ORDER: The public having re¬ 
ceived notice and the opportunity to 
comment, the proposed order will be en¬ 
tered as a final order of the Federal 
Highway Administrator in this proceed¬ 
ing upon the entry of an order by the 
UjS. Court of Appeals for the Third Cir¬ 
cuit dismissing the appeal of the Dela- 
rare River Port Authority, case number 
T7-1047. “Delaware River Port Authori¬ 
ty v. Tiemann." The following Is the 
Order in this case: 

Order in the Matter or Bridges Owned 
it the Delaw are River Port Authority 

The Administrator’s Toll Order of May 
IS, 1975. Is amended to establish a time 
period during which the Order shall be 
in effect The Order shall be In effect 
far 2 years to be measured from the date 
the Order setting the tolls originally went 
fato effect, December 1. 1975. 

Issued this 15th day of July 1977. In 

Washington, D.C. 

<11 U 8 C. f 526, 49 CFR Part 310) 

William M. Cox. 

Administrator, 

Federal Highway Administration , 

| ;FRDoc 77 2S393 Filed 7-22 77;«:45 am) 


federal Railroad Administration 

frnnoNS for waiver of rear end 
marking devices rules 

As required by 45 UB.C. 431(c). notice 
■ hereby given that three railroads have 
fubenittod waiver petitions to the Fcd- 
Railroad Administration <FRA> rc- 
fcfcshnft permanent waiver of compli¬ 
ance with certain provisions of 49 CFR 
221, Rear End Marking Devices— 
Jwenger. Commuter and Freight 
inins. This regulation was recently 
JOcpted by FRA and was published in 
«• January 11. 1977 issue of the Fed- 
Register i 42 FR 23211. 

ThU safety regulation became effec- 
- c on February 15. 1977 and manda- 
■°ry compliance with its provisions be- 
Wtne * effective on January 1, 1978. The 
r **ulaUon in essence requires that a rall- 
^ Place highly visible marking devices 
the last car of each train it operates. 
Each of the railroads seeking a waiver 
identified below. A brief description 
foe circumstances Involved in each of 
c requests has been provided. 


Interested persons arc Invited to par¬ 
ticipate in these proceedings by submit¬ 
ting written data, views, or comments. 
FRA does not anticipate scheduling an 
opportunity for oral comment on these 
petitions since the facts do not appear 
to warrant it. An opportunity for oral 
comment will be provided, however, if 
requested by an interested person before 
August 3.1977. 

All communications concerning these 
petitions must identify the appropriate 
docket number (e.g. FRA Waiver Peti¬ 
tion No. RSRM-77-1) and should be 
submitted in triplicate to the Docket 
Clerk. Office of Chief Counsel. Federal 
Railroad Administration, 400 Seventh 
Street SW., Washington. DC. 20590. 
Communications received before August 
31, 1977 will be considered by FRA before 
final action Is taken. Comments received 
after that date will be considered as far 
as practicable. Detailed Information con¬ 
cerning each petition is on file with the 
Docket Clerk. Any comments received 
will also be on file. This material is 
available for examination by the public 
during regular business hours in Room 
5101, Nasslf Building. 400 8eventh Street 
SW.. Washington. D C. 

Union Railroad Co, FRA Waiver 
Petition Docket No. RSRM-1 

The Union Railroad Company of East 
Pittsburgh. Pa. (Union) seeks a perma¬ 
nent waiver of compliance with the light 
intensity and horizontal and vertical 
beam width requirements for rear end 
marking devices contained in section 
221.51(a)(1) so that it may continue to 
use flashing devices that comply with 
the requirements of the Pennsylvania 
Public Utilities Commission and comply 
with the other requirements of 221.15 
pertaining to color and flashing rate. 
Rule 20. Paragraph B. Subtopic 15 is¬ 
sued by the Pennsylvania Public Utilities 
Commission reads as follows: 

Each cabin car In uae shall be equipped 
with electric marker light* (either flashing 
or constant burning of auch intensity and 
be equipped with proper lens so as to be 
visible at a distance of 3.000 feet under 
normal atmospheric conditions. 

In support of Us petition. Union con¬ 
tends that because of an extensive auto¬ 
matic block and interlocking system, low 
speed operations, operating rules that 
provide special instructions for back-up 
movements, and its safety record with 
respect to rear-end collisions since 1967, 
compliance with section 221.15<a)<l) 
would have no safety benefit. Moreover, 
the initial cost of compliance would be 
between $60,000 and $80,000 and would 
cost $40,000 annually thereafter because 
Union operates at very low speeds for 
relatively short distances and cannot, 
therefore, use axle driven generator sets 
to power lighted rear end marking de¬ 
vices on its 41 cabooses. 

Vermont Railway Inc., FRA Waiver 
Petition Docket No. RSRM-2 

The Vermont Railway, Inc. (Vermont), 
seeks a permanent waiver of compliance 


with all the requirements of Part 221— 
Rear End Marking Devices—Passenger, 
Commuter and Freight Trains. As justi¬ 
fication for the requested waiver. Ver¬ 
mont indicates that it operates only two 
trains simultaneously for a period of 
three to six hours each day and that 
those trains have positive distance sep¬ 
aration since one operates south of Rut¬ 
land and the other operates north of 
Rutland. Vermont also states that in its 
13 years of operation. It has never had 
a train collision. 

Norfolk and Western Railway Co. FRA 
Waiver Petition Docket No. 77-3 

The Norfolk and Western Railway 
Company <NfcW> seeks a permanent 
waiver of compliance with the 1,000 
candela maximum effective Intensity for 
flashing rear end marking devices pre¬ 
scribed in section 225.15(a) w r ith respect 
to its Chicago commuter trains only. 

These trains are now equipped with a 
Xenon flasher that has a peak candle- 
power of 3.6 million N*W states that 
since this is a flashing device, it w'ould 
not tend to blind other train crews and 
that the high visibility It provides makes 
it a suitable rear end marking device. 

< Author mr: Section 202 of the Federal Rail¬ 
road Safety Act of 1970 (45 U3.C. 431. an 
amended by Sec. 5(b) of the Federal Railroad 
Safety Authorisation Act of 1076. Pub. !♦. 
94-348. 90 Stat. 817. July 8. 1976: f 1 49(n) 
of the regulations of the G®ce of the Secre¬ 
tary. 49 CFB 1.49m) ) 

Issued in Washington. DC., on July 15. 
1977. 

Donald W. Bennett, 
Chairman, 

Railroad Safety Board . 

|FR Doc 77 21231 Filed 7-22-77;8:45 am) 


Materials Transportation Bureau 

OFFICE OF HAZARDOUS MATERIALS 
OPERATIONS 

Hazardous Materials Regulations Exemp¬ 
tion; Grants and Denials of Applications 

AGENCY: Materials Transportation Bu¬ 
reau, DOT. 

ACTION: Notice of Grants and Denials 
of Applications for Exemptions. 

SUMMARY: In accordance with the 
procedures governing the application 
for, and the processing of, exemptions 
from the Department of Transporta¬ 
tion's Hazardous Materials Regulations 
<49 CFR Part 107. Subpart B). notice is 
hereby given of the exemptions granted 
June 1977. The modes of transportation 
Involved are identified by a number In 
the '‘Nature of Exemption Thereof por¬ 
tion of the table below as follows: 1— 
Motor vehicle, 2—Rail freight, 3—Cargo 
vessel. 4—Cargo-only aircraft. 5—Pas¬ 
senger-carrying aircraft. 

Application numbers prefixed by the 
letters EE represent applications for 
Emergency Exemptions. 


FEDERAL REGISTER, VOL 42, NO. 147—MONDAY, JULY 25. 1977 






37891 


NOTICES 


R(*h?woU 


Applica¬ 
tion No. 

E tempt loo 
No- 

3SM-r 

HOT-K 2fi*C 

.TJDX 

HOT-F. MM 

sevx 

UOTKMCF 

CL 1 X 

DOT K 4312 

4T?» X 

l>OT-K 4JL9 

4547 X 

HOT K 1547 

<734 X 

POT-K 1734 

47«r 

HOT K Pta 

4AII X 

|*r»T F (K44 

V43 X 

HOT KM13 - 

57W 1* 

HOT 1C SAC 

0(00 1* 

HOT E 4X0 

eciu x 

DOT kgzu 

aha i* 

hot- K MM 

(V»M X 

HOT KIMnl 

own X 

HOT-K «i/H 

(1531 X 

HOT K CAM 

wo r 

nor r «*o 

ft5A4 X 

ItOT-S WM 

wnr x 

H(»T K a4C 

(All X 

l»OT 7 «RH 

Will 1’ 

HOT F OSH 

IMlft X 

HOT K 4.14 

W5X? X 

HOT K«B3 

07W» X 

IH)T K C7» 

(OKI P 

llOT KKfW 

km;, x 

no r K«*i5 

(*2t X 

|>OT R(WI 

0*44 X 

HOT KWI4 

QMX 

HOT K8e» 

0tf*> I 4 

HOT k i«A> 

nu» i* 

HOT KQUOI 

WW X 

hot icnuna 

rone P 

HOT K 7TWS 

7IT4 X 

|»OT K TOM 

7Ws\ X 

HOT E 7tWS 

.MJ7-X 

HOT-K 7X17 

7K7 P 

HOT-K 772T 

7JfGl‘ 

HOT-K 7700 

74H-X 

HOT-K 7415 

74i5-P 

HOT-F. 7lit 


Applicant 


Rrcnl&t ;«*>(!*'> afleetrd 


Nature uf exemption thereof 


Mm 4ft CFlt l7.t3l.VaKn_To hccnmr a pot1> lo rwtuplbm 2MS7 Ure upidimUon i&C X). ilkdr I j 


_To fisiji mldt arid lit DOT niMilk-Mion XlA potjrjrtyrrni’ cam* iUvd» I \ 


v»iwcM, 1**.. Am4Hoo. Wte.; 

Kouiptuetil (V. Inc.. W«l- 

lintutiKfi. Mn*. aim! T!»c Great 1 'IaUaa 

CV Wm _ 

Allred CNniid Corp-, Murtklown. CFR 177JOD (jm, (b). 

NJ. and MalUnckrudt. Inc.. 8f. 

AtV^wlurls * (*h*micab In r. Alim- *t CFR 173.316 j>)(D . To nhip U/jocftwI bydrmtm In Linda I^H 150 container*.«0UWvacM l« 

um^I^T aiuI L A V MurtMSoZ ComStoM with HOT Uk^UoU 41 MO ow» t H for iiwhr.r W .wi 

rdv lw S U V'lrnn C’olif. Head* container. (Mode I.) 

1 n I Vcwirtiiirnt uf IMetur. Wndiln# 40 C’FR I73J7. C1IU To §lnp aluminum alkxI In i|NYljiny ilcnUrncd ««tt-l><>T alumWntn ft«. 

igtn nr wire v***»l. (Mode I.) 

Unjon CMMa Tarrytmrn. OCfR RtWOJ .177 .01.. 

(NndeLj 

U» Denar Lnteui of Helen*-. W'a*Uu«- 4aCTR najafeha) _ Tn iihip certain nrniflammabiA |wa In a liydmulfciMmkt* ^ 

^1401* |r*C. charred wiib Indium and ?qtupt«d with an oleofrte atuitt. VUk* 

pwvtric ('ft. Wairrfbrd* N.Y 40 CFR IIXISMaW- 17*- To ahlp certain IUnm«ial4« Isolds And encmale* MloMb a HOT 

miA)W. l7a£M>W. n^rthn - - —-— 

Mil port Chemical Co.. Milwaukee. Wit; 40 Cf li IT^SWaKSJ - 
Ihdnti* CluuXJiaal (V. Milwankec. 

Wta.; Alton i'row Co., tlaUWtuu. 

Mao.; CbAWtoAl Pn*hM», Inc., Tiibia. 
ok la; Crimtli LoUtfottirice, Abip. 

111.: Allied CmamJWU Carp , 
lown. NJ.; and *orih Chrmkwl 
(urn.. CJreciiilioro, N.C, 

UrHtol. 


j»]wn fhratlim ItC SSI rarro lank with certain ev «’ii«ion». tklodc I i 
Tn 1<.*itnr a pnitj u> r’cinpllmi *7tLl l>‘«* Uppi* .UilJtt So. 17Hi X 
iklocfc-t t anti ‘i t 


I AmiH. IJ'I M Avrtn. Kiiglni'ri 


l«j CI'R in.;AHkil. I7XJ1C Tu •litp nrlalii ixnnuiuiiuil.k t*j«ii|*vwd kaim*« in inai 1»4»T » 4 #*lhr»- 


nirmplot Co.. RoOhiy MnA*Vm*. IU 


IT 3 ^nt »loolDnl»r I*. (Mudr l.» 

124 CFR KUO, I7k3lk(»)(l;. To rfUp liourfint lirUam i> *u ittaulnlcd Hom-DOT updctilrsllnti portAltW 

tank. <Mo«li‘A I and X> 

IP CFH 1*72.1(11, in.JU44r^_ To l*u»nw a jiiuty to «iaptl«i SJX* i>»e appll. oi..-u N«*. X 
(Mode j.' 

n*r» 4a CFR ITS.HO. ITSAi6<*).... To hmo>c a parly lo *u>j«\|«kxi tar* nppUcUlk<u No. W* Xt 

(Mode |.) 


Northern rrlfodicmUol Co., 

sKS r*? cn ' Mu ' * Co - ,nr - * CKK R1,u '- ?****■-t 

Wnmlnylott. IW- A8J|K lMocJr 

tvanwall C«|w. !■»-» C* R KMi;. JJilttt Totowfmjmn, lo «« <— No. «M> S' 

Group luc.. Tcirr 4 W CFR l 7 X 14 *Urt- To «Wp ollmmoUrtw In HOT ^ * MC * lt 

buik motor vchlrlM. (Model.) . . 4 

To *lilp »«ertaln Clam II f«K*ir« in dwiidytlr Uo plrait^l •t»d«aia 
lMo'kcd in HOT lSRlK)nbomanrd buu^. (Mode I.) 

To »k*|* mintUmiiiohle oon>|tm«r<l aA.'M In * non-UOT «t»- lleni r*r» 
ndlDabk Mr#« liuldo cylimkr. l, S, 4. and i. I .. . 

pi OF R ITJtJlA, 17X717, I7S - Tn t«f*ouM» a j«ui> loi M’inplkaifi^ia intcApplloatioo No. A*a X *«o.k. 

Airyk^l'ullTS ira.P*» To'm^iiufj. tuns, nuirk, anil wll a S^umpoorm poJ)eib>h •* . • 
an OFK 1 17X 17X11 IO nuurn ^ ^ ^ i-jVr <Modo , I. 2. mud X) 

Pi CFR 17 X 217 ia> _ To »!«!• oikllrln* utalerlal canridj ria la a noo-HOl Idikk H w 1 ' ’ 

Iwlf |«ck, ovrriau k.<! in a n<in-HOT UUr»-»rd lio» i MmV I 
CFR irjHJI iTUJlll’aK To »lup oonriaiiunalde duns tu A nou-lH/T apaolfkalimi liwiurrM p-j’ 
v * 1 aide tank dc*lirno<! and cununiHrd In ic>ordai*v a)»l) »»’• A“ M * 

t kale. i MmU I. «»»d X> 


HI CFR ITXSOfgiXI). 17&JL 


IMC Chemical 

Chiv'/w (Saakd ( o.. San InviMk F) CTH 17M»ta)(D- 

Tnveo. Inc., C1uil»aurth. Call! . - - 

MAT f *lrt*iult'jilt, Han Fnu»riAo. CaUf. 

GreU llrotliMA Corp., Cnkm. 

Hlo-Lah. Inc., Hecalur, (la-••* 

Uanlmt t lyoiceiiic#, BdbWm I*A4 
n tmt* IVtndcunt (To., J!artlt*niW\ 
oUa :oj»i 1 Air I’roducUA Chemical*, 

Inc., Alliiilown. Ila. .. 

Jtnvta Cle’micab. Inc., Calc«Uinia, N. l. 
and Outuienlal Chemical Ca, tke^a- 

FonwajTiii^A Jiland, Ma«. and Itoclna U* CFB t7XS0Ca|(t), HTvS 
Co.. Analtle. Wash. 

Ropei CU^Ikx IlM-t Not kv*alk, Cahl 


WCI K n.LJlJ(a* 


HnVinM ClientiraR, C Inrinnah. Ohto..- 

Illekanrt A Wrkrh Ud.. London. 
Ingtoitil 

Mo 4 my ClmuKal CorpL. Kmma CHy. 
Mo. 

IUo-IaIi. Inc.. I reraiur. Oa---- 


H CFH ITAilX 17X135. 
17X245, 17X347, 173.348; «* 
CF R Hklft A i» ax 
Pi CFR 17 X 350 -. 

4V CFR 17X217 (al— - 

F»CFH i;x?hai- 


tt CFR 17X30XaH28), ITX- To • |-ut> In wmt»tlpn 4114 (am amdknlkui S« •*»» x 

2T7UUfAt. (>*®de U 

To ship nnitflartiiiMfebla mui|»rrmrd in a mm-HOT ^ 

Aldirricnl. ilH-l tK*«irr \mm^L (Modta 1. 4, And A) , . 

To iiuum0u~tun\ iiiurk, anti a*3l polyrllitUim pall* for *lt;pi 1 • ,^ 

otidUntiy martial* IH non-UOT ahiKJr trip fail)*lb)lrtt« m*». 

RtCFR 171 '.yta __To Htip hjtinoflnwrtc acid mhtxtrro lit I>OT ■perifW , a(J«Ai M‘ 1 

ktcxij: carair tanka. (Mod* L) x M.k* 

TolMUtnr tt truly lottkrniplUm07M ioea|d^4 |iuti ^ * 

Until A) 

. To Ahlr n ptdHOi U Ihiuld In HOT »|a«iJkfatk».t MC Mi Unk 

Vriie te. iMode l.) t . llT ^ A^i{iw«l 

To Alilp nrtal .1 m»d lah* WlMl l« A ^ . ^ ^ - 

nolyiohylme bmiV oierpat kid in a wai-HOf UlH-rUian! l«^. 

To*b!p lignld itsol tar dye In na^OTa fmiQ** km dMW»y 

*ctn..w«u~ ~S;° ,W ° *“ ?**Z Z’Z'~ ! 

llusl- .VinjWl CX. Cul«f ntj.CM « CPU lajOW^ll). * I**'* •» —W **“ ■ W ' ,hwl ’ ' , , 

IVrR^loUO^. PnirW. N.V.— W CPR .7, S« ( h). 

- ■ 

"VXZu**. -‘cVSc’V^.^- T.J&Mvtvm InUOT '•> ^ 

MUM CMitrol Corn.. *»» W ,S > r J1 ,7X ' £»* M- ** ^ L, t.^ 

I.v mllnonl. IT-MOI.‘lh.nr.f 0 )fO. T " d) ^ .n HI* ^ **** 

t ,r|* wIlIireitoinpicmplkuw. lMndel.) . UnUtt1l 

WCFR 17X315.- To Uccouut a |-»rty In neiuptloo *XZ 7 0»» »W 

_Tn t^Mne a putty In eurmpflnu TM aw*lfcA* llU, N ® ^ ^ i 

CJiUlon Mri ProdurU I* CKR »»»«), I73A ^ 

iio» CUm.iI.tU Co.. Crr^-ort. Tot. »UKUUi U.7u7l 

Hart Mr4ab. Ilie., Twtw|iii», I*n. (WKW i,., 

Kirtdc Munufurliitlnii Co.. Lak*4nj»»-i 
N J.;a«»d Raaltomuch Manalklildt 
Co., Ckvcbuid, Ohio. 
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F. I. dn IS*t*l dc Nonamm A Ca^ int 

MH>unrtMM>ou^flii Corp.. Tula*. Okla 4» CFR |71,30RaHl I 


NX 

Alev© Imliurttta) <«a*ra, Tlomton. TV* 

AIIaa FowOm CV. Halim, Tn. H CTR 174 41A(*UU — 

IW CFH I7X30l(a)(l). 173A To \ 
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iton So. 

limutSkm 

Na 

;<5N 

l»OT*E 7493 

74* N 

DOT E 7495 

VO! X 

DOT -F. 75X7 

750 K 

dot-et&o 

*s*x 

DOT F. 75® 

7*4~N 

DOT-E 7NH 

rms 

DOT-K 75N 

BEX 

DOT-R 7487 

:m x 

DOT-K 7919 

min 

DOT-K mi 

WAX 

DOT-K 7415 

5514-X 

DOT E78M 


DOT-K 7439 

7S7T N 

DOT- E 7457 

*n-\ 

DOT-K 7471 

xo.v 

DOT-K 7600 

7B39X 

DOT-K 7W4 

rrss 

DOT-K IT* 

7BC-N 

DOT-K 77M 

FL’TMPX 

DOT-E 77S0 

KE77XJ-N 

DOT-E 7742 

RK7r*$-N 

DOT-K 7785 


Applicant 


RtgnkUanU) efloctctl 


Nat arc of oiotnptlan thereof 


not^net.R.A.. r»rti ,Tnncr -«CTn««-»;«CFR* 

(Mod** l. 2. and U _ 

0 » 4 Mrml Anwfasa TnuunorUUon IbCFU 17uuU5<a)(l)-~ _ To mAimiWrmr*. mark, and «rfl portable tanka aomporabWi to DOT 

?££. Vh£!£tU' specification MC^Stt canto tanka for thipraeuu of chlorine. (Modes l, 

Lucklol Dtrteton of Pcwnralt Carp. Cl CFK t7O.i&70a> €X>~- To Milo a rosier rwC <piantity of bccuoyl pcnolde in DOT **cWeaik« 

Buffalo N Y OB nbrrbosrd bo turn. (Mod* U 

Mouaauto' Co at Louis Mo ._ 49 CKB 172.1S4. . To ship a flatnmaM* *»ltd In a DOT spaclfirafion QC portable tank #w- 

* ** park**! in a OMKfiffef l»«nprtw bos. (Mode 1.) 

ffoyt Corp.. Robert. A * ___ IS CFR 17L302(a)tI) _ To^jWj^romprrwa air In nao-UOT apoclAcation, stn«t» trip. wImI tanka. 

Uromnw Co.npoun.l 5 Ltd.. Rtct Stisvt, • CFR IJMM- To ihlp liquid wjUtyl bmmid., to • ow-UOT wwIO«lL« mmUi Uuk 

ImatI oomplylni with arc. VU! of the ASM K Codn, (Mortw I and l) 

Puerto likeMaritime Shipping Author- 46CFR VCMft 33; 49 CFRpL Toahip c«tain rotnlmUlWe and flammable liquids In a nim-UOT *p*c- 
ity #un j u *n p ft. 171. IllrslUm »taln)r-» efeel portable tank. (Modra l, 2, and 3.) 

Coirtury tiyitetn* Corp., Arkansas t»CFR 171.101.17A3-To aldp h>dro*'» la a onn-DOT H*«40calluu aearol*** rt ainksa Mr* 

nry KsrtiL cylinder. (Mode 4.) 

Dewey A Alm> Chemical IMrWon, IS CFR 17X119 - To «Wp certain ftamptahir Izolda in non-DOT tank Mp»* 

W, ft. Orwoe A Co., ban Leandro, and eotalntclnl according to aec. VIII of the ASMK Cods. (Modei 1 

KM Food Stem. Ine. KWf- *9 CFR I7M7,17UM-Toiljlp mil nrm, uumunliloo in IiimU. ia.i. W.1 Um* romliMtAd 

Ok0 nd Va. with other artlrlca in non-DOT notyrChykM bow*. (Mode U 

Tlie Nome Co.. Ine., Arosa, Calif_49 CFB 171AA7-To •hipbtfuoyl permldr slurry in a mm-DOT »prclfWwU«wi Uqul pak 

Mwr dram. (Mod# L) 

Missouri Pacific Railroad Ca- Tbs 40 CFR 172.2M (a). (d>_To allow tbs use *>l a matcxncnt toa*«r oertlfUatlon on befwlf of *»ijp|»*r 

- -- - ■ to be eubeliuiud for Uw actual certification on ahiftpinx tupars. tMorie 

,9 CFR 173A4S, 17X.2A To ship hacardous materials In a non-I»OT sprrllkarion vtainliea uteri 

17X247. 17X119, 17X1*5. 49 portable tank. Modes 1 and!) 


Texas A Pacific Railway Co. BU 
Louis, Mo. 

W. I\ Butler tie Id (Engineer*) Ltd.. 
rUdpley Waa* Yorkshire, England. 


CFR 00106 ax 

49CFR 17U0Ka)(l), 171J04 To manufacture, mark, and anil non DOT aw-ciflrailon stainlr a .dI 
(a)(1), l7U0*tb)<ll. eyliudrn for tUiptoenu of corn pressed flats. (Mode* 1 and U 

4a C Y U WU6 a6 ¥t CFR p*. To ship certain luuardoux inatMltUs In a rwm-DOT sp^viHi ation Dl( o 
17X type S InaulaUxl portable lank. CModes 1,2. and X) 


Walker Lncinerrtni; Co,, BeQali* Ter... 

Uucwiinrt. 8.A.. Paris. Fruihce. 8ea Coo- 
Sncn ine.. View Vurk. N.Y • and 
Ovw&oaa Entcrprtere Inc^ New York, 

N Y 

rreelrx Products Co.. St. Paul, Minn... «0 CFR 171.119 (a), (b). To ship certain flammable ttqulda la DOT spcclfimllun ,tl potj»*thylr*Mt 

17X126. containers. (Mods L) 

46 CFR WMW-K; 49 CFR To ship certain htuartioue materiala in a noo-lmT spodOnsliun IVH O 
17X119. 17X245(a). 17X296 lypr 1 insulated portable tank. CModos l and X) 


OrvabManulaullon. Paris, France... 

y. Inc.. 8L Paul, 49%R^f^OlilO(9.__ To allow tha siilpplQi description on shJppinf papers In contain nod*-*! 

Information, (ktodea 1. 2.3,4. and X) _ _ 

ParR, Fiance and 46 CFR W.05-56; 49 CFR pi. To ship certain ltaaardous matortab in a,Wf»-IH>T sperlihatluu Ult O 
Xurotaittfr, Paris, Frsuoca. 17X typo 2 Insulated portable tank. CModes 1.1, aud X) 

BMKM6EXCK EXJUSHIOX—AITUCATIOK* BSC KITED AND &JUVTEO 

Chevron C.SJl. Inc.. Sm Fimccbco. «CFB .. T* «AU wul ship eMoJh'vInosKl OOT n«clAr»UMi rTF. dmn.. rr- 

^ mmaIIiIaJ wkA«ll A«mI ImHiio vwew\a«4Hr«a f lliwla a 

Kastn an Kodak Cow, Rocbnrtor, N.Y... 69CFR ITXSOW- 

l?taii/r«r Chemical Ca., Wwtjort. Conn_ 19 CFR irxi25, 177J»(a). 

177-864. 


quail Ibid under roodlhod teeUitf procedures. (Made Xl 
^ To waivr stowsfe reqolromeoU for shiprorots of h txardom m drriab In 
limited ']inuililies wUeu loaded in Usmsputl sehkJci and firtglit con* 
falntrn (Mods X) 

To prortde tor Use return shipment of 10 dsmspd DOT eprdftratlon 84 
metal portable tanks conUdnliqi pbaepborvsu prntwutKidn. (Mod.- I.) 


ttWl i l B 

4007-X Request by llaiHou Navigation Co.. 
San Fritnclsoo, Calif.—To add a new group 
of tanks to ship certain flammable liquids 
In non -DOT specification atalnies* steel 
portable tanka, dented June 20, 1977, aa 
being uimecewary. 

423d-P Request by The Boeing Co., Seattle, 
WAah—To become a party to Special Per¬ 
mit 4239 authorising shipment of com- 
pressed p?a**a in a modified DOT Specifi¬ 
cation 4D cylinder, denied June 3,1977. 

4997-P Request by Valley Nitrogen Pro¬ 
ducers, Inc,, Fresno. Calif.—TO become a 
party to Exemption 4897 authorising ship¬ 
ment of nitrogen tetroxlde. liquid In DOT 
Specification 110A60O-W stalnlm steel 
tanks, denied June 16, 1977. (HM-139 
obviates the laced.) 

5167-P Request by Rohm St Haas Co. Phila¬ 
delphia. Pa.—To become a party to Exemp¬ 
tion 5167 authurbdag shipment of certain 
guthlon wettablc powder formulations not 
exceeding 87% active Ingredient, denied 
June 9.1077. an being unnecessary. 

5771-X Request by Hooker Chemicals A 
Plastic Corp„ Niagara Folle. N.Y.—To ship 
•odium chlorate In a tank car tank having 
no internal operating valve, denied June 
24.1977, as being unnooessary. 

W 26 -P Request by Cornell Chemical Ac 
Equipment Co., Inc.. Baltimore. Md,—To 
become a party to Exemption 8626 au¬ 
thorising shipment of Clasa B poisonous 
liquids, denied June t. 1077. as being un- 
heceesary. 

WM-X Request by Stauffer Chemical Oo., 
Westport, Conn.— T^e ship certain corro- 
•ire liquids In a non-DOT Specification 


metal/polyethylene drum, denied June 22. 
1077 as belliz unnecessary. 

6584-X Request by Monsanto Co., St. Louis. 
Mo,—To ship certain corrosive liquids In 
a non-DOT specification metal /polyethyl¬ 
ene drum, denied June 23. 1977. as being 
unnecessary. 

6621-P Request by Cornell Chemical Sc 
Equipment Co.. Baltimore, Md.—To be¬ 
come a party to Exemption 6621 author¬ 
izing shipment of certain Class B poison¬ 
ous liquids, denied June 9, 1977. as being 
unnecessary. 

6028-X Request by E. I. du Pont do Nemours 
& Co., Inc.. Wilmington. Del—To ship 
100% sulfuric Add In DOT Specification 
103CW and 111A10OW8 tank cars, denied 
June 17. 1977. as being unnecessary. 

0662-P Request by Union Carbide Cocp. 
Bound Brook, NJ.—To become a party to 
Exemption 0862 authorising shipment of 
certain organic peroxides, denied June 9. 
1977. as being unnecessary. 

6714-X Request by E I. du Pont de Ne¬ 
mours Sc Co.. Inc. Wilmington. Del.—To 
ship dlfiuoroclhane in a DOT Specification 
112A400W tank car. denied June 13, 1977, 
as being unnecessary. 

6710-X Request by Lehigh Valley Chemical 
Co- Easton, Pa.—To allow the use of a 
DOT Specification 17S steel drum for ship¬ 
ment of acetone and amyl acetate, denied 
June 8. 1977. 

EE6889-X Request by McDonnell Douglas 
Corp.. Tulsa. Ok la—TO ship heat pipes 
containing anhydrous ammonts. denied 
June 0.1977. 

7006-X Request by Dow Chemical Oo., Mid¬ 
land. Mich.—To ship a mixture averaging 
48 r c by weight of 1,2-butylene oxide and 


52% by weight of nitromethane under the 
provision# of Exemption 7005. denied June 
22. 1977. 

7045-P Request by X-Ray 8e!«e Sc Services 
Oo.. Fort Worth. Tex.—To become a party 
to Exemption 7045 authorizing shipment 
of certain corroilve solutions In bottles 
having a rated capacity not over five quarts 
each to be packed In the same ouuide 
shipping container with a non-hasardous 
material, denied June 20, 1977 (Docket 
HM-139 obviates the need.) 

7256-P Request by Baker Manufacturing 
Co.. Evansville. WU,—To become a party 
to Exemption 7296 authorising shipment 
of compressed air or nitrogen In non-DOT 
specification, single-trip, welded steel 
tanks, denied June 3. 1077. as being un¬ 
necessary. 

7282-X Request by Hercules Inc., Wilming¬ 
ton. Del.—To ship nitric acid of 98 percent 
concentration by rail under certain con¬ 
ditions. dented June 17. 1977 (Docket HM- 
139 obviates the need.) 

7419 X Request by U8 Department of De¬ 
fense. Washington. D C—To strip high ex¬ 
plosives In COFC-TOFC service as pre¬ 
scribed In Section 174.104(b) except car* 
can be equipped with high phosphorus cast 
iron brakeshoes, denied June 13, 1977. 
< Docket HM-139 obviates the need.) 

7523-N Request by Chcmed Corp., Lako 
Zurich. Ill—For an exception to the re¬ 
quirement to label certain limited quanti¬ 
ties or poison B liquids, denied June 20, 
1977. 

7632 N Request by Fabricated Metals, Ine., 
Modena, Pa.—To allow shipment of nltrlo 
acid over 40%. 98% sulfuric acid, and aqua 
ammonia In DOT Specification 57 portable 
tanks, denied June 90. 1977. 
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7577-N Request by Monitor Labs, Inc., San 
Diego. Calif.—To allow shipment of nitro¬ 
gen dioxide in permeation cylinders by air 
transport, denied June 28,1977. 

7585“N Request by Fabricated Metals. Inc., 
Modena, Pa.—To authorize shipment of 
arsenic acid solutions in DOT Specification 
67 portable tanks, denied June 16. 1977. 

7609-N Request by Ncnana Fuel Co.. Ken- 
ana. Alaska—To authorize shipment of 
flammable and combustible liquids in In¬ 
stalled tanks of over 110 gal capacity in 
cargo-only aircraft, denied June 27. 1977. 

7616-N Request by Mlvtouri Pacific Rail¬ 
road Company, The Texas and Pacific Rail¬ 
road Company. Chicago and Eastern Illi¬ 
nois Railroad. St. Louis. Mo.—For modifi¬ 
cation of buffer car requirements, denied 
June 20.1977. 

7670-N Request by McConnell Drum Serv¬ 
ice. Doravllle. Oa.—To authorize markings 
on the aide, near the top chime, for steel 
drums constructed In accordance to DOT- 
17E drums except for marking, denied 
June 16.1977. 

7672-N Request by Kaiser Aluminum it 
Chemical Corp.. Oakland. Calif.—To allow 
compliance with the old shipping paper 
requirements In lieu of the new regula¬ 
tions prescribed In 49 CFR. denied June 24, 
1977. 

7602-N Request by Trans-Artie Ltd., Fair¬ 
banks. Alaska—To authorize shipment in 
cargo-only aircraft of certain flammable 
and corrosive liquids In quantities greater 
than authorized by 172.101. denied June 23. 
1977. 

7703-N Request by Big Country Flying Serv¬ 
ice. Medfra. Alaska—To authorize reuse of 
single-trip containers for certain flam¬ 
mable and combustible liquids and the 
filling of containers within an aircraft with 
certain flammable and combustible liquids, 
denied June 28.1977. 

7707-N Request by C. 8. Industries. Long 
Beach. Calif.—To authorize construction 
of DOT Specification 3AA cylinders with 
a minimum or 4 threads in the I.D. neck 
area, denied June 9,1977. 

7716- K Request by PRECO. PI a In view, 
K.Y.—To authorize the carriage of toluol 
and ISO-propyl alcohol solutions In 1-plnt 
samples In the cabin of a passenger-carry¬ 
ing aircraft, denied June 14,1977. 

EE778I-N Request by Wilson America Com¬ 
pany. Inc.. Jersey City, NJ.—For an emer¬ 
gency exemption authorizing shipment of 
electric blasting caps. Class A explosives 
via cargo-only aircraft to Norway, denied 
June 22. 1077. 

J. R. Grothe. 

Chief, Exemptions Branch, Of¬ 
fice of Hazardous Materials 
Operations . 

|FR Doc.77-21008 Filed 7 22-77;8 :46 am] 


DEPARTMENT OF THE TREASURY 

Office of Foreign Assets Control 

IMPORTATION FROM AUSTRIA OF FERRO- 
CHROMIUM AND CHROMIUM BEARING 
STEEL PRODUCTS UNDER THE RHODE- 
SIAN SANCTIONS REGULATIONS 

Issuance by the Government of Austria of 
Special Certificates Verifying Non Rhode¬ 
sian Origin of Chromium Content 

Special certificates of origin are now 
available for importation from Austria 
of ferrochromium and specialty steel 
products under Section 530.603 of the 
Rhodesian Sanctions Regulations. These 
certificates are Issued pursuant to a for¬ 
mal certification agreement between the 


Government of Austria and the Gov¬ 
ernment of the United States. They will 
serve to establish that Austrian mate¬ 
rials exported to the United 8tales do not 
contain any chromium of Rhodesian ori¬ 
gin. 

The Government of Austria has full 
responsibility for administration of the 
detailed control measures provided for in 
the certification agreement. The Min¬ 
istry for Trade and Industry of the Gov¬ 
ernment of Austria will authorize pro¬ 
ducers of ferrochromium and specialty 
steel products to state on the commer¬ 
cial Invoice covering products being ex¬ 
ported to the United 8tates that the 
goods have been produced under the 
agreed certification procedures. This 
special certification will be presented to 
Customs at the time of importation. The 
certificate will state that it is issued pur¬ 
suant to special certification procedures 
agreed upon between the Government of 
Austria and the Government of the 
United States. 

The agreement replaces the interim 
arrangements which have been In cfTcct 
since March 18, 1977, to permit importa¬ 
tion of specialty steel products from 
Austria. After July 18. 1977, only ma¬ 
terials certified under this agreement 
may be imported under Section 530.503 
of the Rhodesian Sanctions Regulations 
(31 CFR 530.503). 

Dated: July 18. 1977. 

Stanley L. Sommer field, 

Actinff Director, 

Approved: 

Bette B. Anderson. 

Under Secretary . 

[FR Doc.77-21308 Filed 7-22-77;8:45 am] 


CHROMIUM AND CHROMIUM BEARING 
STEEL PRODUCTS UNDER THE RHODE¬ 
SIAN SANCTIONS REGULATIONS 
IMPORTATION FROM SWEDEN OF FERRO- 

Issuance by the Government of Sweden of 
Special Certificates Verifying Non-Rhode¬ 
sian Origin of Chromium Content 

Special certificates of origin are now 
available for importation from Sweden 
of ferrochromium and specialty steel 
products under Section 530.503 of the 
Rhodesian Sanctions Regulations. These 
certificates are issued pursuant to a for¬ 
mal certification agreement between the 
Government of Sweden and the Govern¬ 
ment of the United States. They will 
serve to establish that Swedish materials 
exported to the United States do not con¬ 
tain any chromium of Rhodesian origin. 

The Government of Sweden has full 
responsibility for administration of the 
detailed control measures provided for 
in the certification agreement. The 
Board of Trade of the Government of 
Sweden will authorize producers of fer¬ 
rochromium and specialty steel products 
to state on the commercial invoice cover¬ 
ing products being exported to the United 
States that the goods have been produced 
under the agreed certification proce¬ 
dures. This special certification will be 
presented to Customs at the time of Im¬ 
portation. The certificate will state that 


it Is issued pursuant to special certifica¬ 
tion procedures agreed upon between the 
Government of Sweden and the Govern¬ 
ment of the United 8tatcs. 

The agreement replaces the interim 
arrangements which have been in effect 
since March 18, 1977, to permit importa¬ 
tion of specialty steel products from 
Sweden. After July 18, 1977, only mate¬ 
rials certified under this agreement may 
be imported under Section 530.503 of the 
Rhodesian Sanctions Regulation-, m 
CFR 530.503). 

Dated: July 15,1977. 

Stanley L. Sommer nru\ 
Actinff Director. 

Approved: 

Bette B. Anderson, 

Under Secretary, 

[FR Doc.77-21307 Filed 7-22-77:8:45 am] 


(Supplement to Department Circular ~ 
Public Debt Series—No 16-771 

Office of the Secretary 
TREASURY NOTES 
Series S-1979 

July 20. 1977 

The Secretary of the Treasury an¬ 
nounced on July 19, 1977, that the in¬ 
terest rate on the notes described in 
Department Circular—Public Debt Se¬ 
ries—No. 16-77, dated July 14. 1977. will 
be percent per annum Accordingly, 
the notes are hereby redesignated 6’, 
percent Treasury’ Notes Scries 5-1979 
Interest on the notes will be payable at 
the rate of 6V< percent per asnura. 

David Mosso, 
Fiscal Assistant Secretary 
[FR Doc.77-21296 Filed 7-22- 77;8:45 am 1 


INTERSTATE COMMERCE 
COMMISSION 


Office of Hearings 
(No 442) 

ASSIGNMENT OF HEARINGS 


July 20, 1977. 


Cases assigned for hearing, postpone¬ 
ment, cancellation or oral argument ap¬ 
pear below and will be published only 
once. This list contains prospective as¬ 
signments only and does not include 
cases previously assigned hearing date?. 
The hearings will be on the issues as 
presently reflected in the Official Docket 
of the Commission. An attempt will be 
mode to publish notices of cancellation 
of hearings as promptly os possible, but 
interested parties should take appropri¬ 
ate step® to insure that they are notified 
of cancellation or postponements of 
hearings in which they arc interested 


No. MC 142484 (Sub-No. I). String fello* 
Transportation Company. Inc, now bolru’ 
aligned September 13. 1077 (1 day). •« 
Brimmgham. Ala., in a hearing room to 


be later designated. 

MC 73615 (Sub-No. 402). Eagle Motor Line* 
Inc., now being assigned September 14, 
1977 (X day), at Birmingham. Ala. In a 
hearing room to be later designated. 
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Mc j 353«7 (Swb-No. 2). H.T.L.. Inc., now 
assigned September 15, 1917. at Bir¬ 
mingham. Ala. In a bearing room to be 

Uter designated <2 days) . 

MC-F 13011, Jack X. Murphree -Continue 
Control -Jlmoo. Inc.. MC 96961 ( 8 ub-No. 
s . Wert Tennessee Motor Express, Inc. 
and MC 142696. Jlmco, Inc., now being 
assigned for continued hearing on Septem¬ 
ber 19, 1977 (1 week), at Nashville. Tenn„ 
in a hearing room to be later designated. 
VJC946 (Sub-No. 7). Ferdinand Anigonl. Inc., 
MC 67340 (Sub-No. 11). Boaort Bus Unis. 
Inc., and MC 142630 ( 8 ub-No. 2). Pioneer 
Bn« Corp., now being assigned October 18. 
1977 #3 days) at New York. New York. In a 
hearing room to be later designated. 
bkSW 20478. Class Rate Restructuring. 
CASMFTA. May 1977 now being assigned 
July 27. 1877 for continued hearing at the 
Oder* of the Interstate Commerce Com¬ 
mission In Washington, D.C. 

MC 1 00633 (Sub-No. 84). Overiilte Transpor¬ 
tation Company, now assigned September 
12. 1977 at Charleston. West Virginia, will 
be held In Parlor "C~. Daniel Boone Hotel. 
Capitol awl Washington Streets. Charles¬ 
ton. West Virginia. 

MC 134755 f 8 ub-No. 103). Charter Express, 
live., now being assigned July 27, 1977 (1 
day), at Omaha, Nebraska. Room 616. 
Union Pacific Plara. 110 N. 14th Street. 

14th and Dodge. 


H. O. Homme, Jr., 
Acting Secretary . 

|KB Doc 77 21354 Filed ? ?-77;8:45 am) 


(Buie 19. Ex Parte No. 241, Exemption 90) 

CAMIN0, PLACERVILLE AND LAKE TAHOE 
RAILROAD CO.. ET AL. 


Exemption Under Provision of the 
Mandatory Car Service Rules 


To all railroads. 

It appearing. That the railroads named 
below own numerous 50-ft. plain box¬ 
cars; that under present conditions there 
are substantial surpluses of these cars on 
their lines; that return of these cars to 
the owners would result in their being 
stored Idle; that such cars can be used by 
other carriers for transporting traffic of¬ 
fered for shipments to points remote 
from the car owners; and that compli¬ 
ance with Car Service rules 1 and 2 pre¬ 
vents such use of these cars, resulting in 
unnecessary loss of utilization of such 
car*. 


It is ordered . That pursuant to the 
authority vested in me by Car Service 
Rule 19, 50-ft. plain boxcars described 
in the Official Railway Equipment Regis¬ 
ter. ICC R.EJi. No. 403, issued by 
w j. Treztse, or successive issues thereof. 
w having mechanical designation M XM". 
and bearing reporting marks assigned to 
the railroads named below, shall be ex¬ 
empt from provisions of Car Service 
Rules 1, 2<a), and 2(b). 


Cxmiiio. PlacenriUe A Lake Tahoe Railroad 

Company. 

Reporting Marks: CPLT. 

City of PrlnevlUe.* 

Reporting Marks: COP. 

™ Clarendon and Plttaford Railroad Com¬ 
pany. 

Reporting Marks: CLP. 

Grenville and Northern Railway Company. 
Reporting Mark*: ORN. 
reenwich u Johnsonville Railway Company. 
Reporting Marks: OJ. 

we Erie. Franklin A Clarion Railroad Com¬ 
pany 

Reporting Marks: LEP, 


Louisville and Wad ley Railway Company. 
Reporting Marks: LW. 

Louisville. New Albany A Corydon Railroad 
Company. 

Reporting Marks: LNAC. 

McCloud River Railroad Company. 

Reporting Marks: MR. 

Mbwourt-Kansas-Texas Railroad Company. 
Reporting Marks: BKTY-MKT. 

• e • e a 

Pearl River Valley Railroad Company. 

Reporting Marks; PRV. 

The Pittsburgh and Lake Erie Railroad Com¬ 
pany. 

Reporting Marks: PALE. 

Providence and Worcester Company. 

Reporting Marks: PW. 

Raritan River Rail Road Company. 

Reporting Marks: RR. 

Sacramento Northern Railway. 

Reporting Marks: 8 N. 

St. Johnsbury A Lamoille County Railroad. 

Reporting Marks: 8 JL. 

St, Lawrence Railroad . 1 

Reporting Marks: NSL. 

Sierra Railroad Company. 

Reporting Marks: SERA. 

Terminal RaUway. Alabama State Docks. 

Reporting Marks: TASD. 

Tidewater Southern Railway Company. 
Reporting Marks: TS. 

Toledo, Peoria A Western Railroad Company. 

Reporting Marks: TPW. 

Vermont Railway. Inc. 

Reporting Marks: VTR. 

WCrrU Railway Company. 

Reporting Marks; WCTR. 

Yreka Western Railroad Company. 

Reporting Marks: YW. 

Effective July 15, 1977. and continuing 
in effect until further order of this Com¬ 
mission. 

Issued at Washington, D.C.. July 8. 
1977. 

Interstate Commerce, 
Commission. 

Joel E. Burns. 

Agent . 

Nora.—Ogdensburg Bridge and Port Au¬ 
thority deleted. (See 8 t. Lawrence Railroad) 

|FR Doc.77-21357 Filed 7-22-77:8:45 am) 


INotlce No. 201) 

MOTOR CARRIER TRANSFER 
PROCEEDINGS 

July 25.1977. 

Application filed for temporary au¬ 
thority under Section 210a <b) In con¬ 
nection with transfer application under 
Section 212(b) and Transfer Hales, 49 
C.F.R. Part 1132; 

No. MC-FC-77215. By application filed 
July 13. 1977, COSTA LINES. INC., d b.o. 
TRINIDAD FREIGHT SERVICE. Santa 
Fe Yards. Trinidad. CO 81082. seeks tem¬ 
porary authority to transfer the oper¬ 
ating rights of Anna Gasperctti and 
John B. Gasperctti, Jr., partnership, 
d.bA. The Trl-C Transfer and Storage. 
Ill West 10th St.. Walsenburg, CO 81089, 
under section 210a(b>. The transfer to 
Costa Lines. Inc., d.b.a. Trinidad Freight 
Service, of the operating rights of Anna 
Gasperctti and John B. Gasperetti. Jr., 


'Addition. 


37837 

partnership, d.ba. The Trl-C Transfer 
and Storage. Is presently pending. 

By the Commission. 

H. O Homme. Jr. v 
Acting Secretary. 

|FR Doc.77-21355 Filed 7-22-77;8:46 am] 


| Notice No. 200| 

MOTOR CARRIER BOARD TRANSFER 
PROCEEDINGS 

The following publications Include 
motor carrier, water carrier, broker, and 
freight forwarder transfer applications 
Hied under Sections 212(b), 206<a>. 211, 
312(b), and 410(g) of the Interstate 
Commerce Act. 

Each application (except ns otherwise 
specifically noted) contains a statement 
by applicants that there will be no sig¬ 
nificant effect on the quality of the 
human environment resulting from ap¬ 
proval of the application. 

Protests against approval of the ap¬ 
plication. which may include a request 
for oral hearing, must be filed with the 
Commission within 30-dnys after the 
date of this publication. Failure season¬ 
ably to flic a protest will be construed 
as a waiver of opposition and partici¬ 
pation In the proceeding. A protest must 
be served upon applicants* representa¬ 
tive (s), or applicants (If no such repre¬ 
sentative is named), and the protestant 
must certify that such service has been 
made. 

Unless otherwise specified, the signed 
original and six copies of the protest 
shall be filed with the Commission. All 
protests must specify with particularity 
the Tactual basis, and the section of the 
Act. or the applicable rule governing the 
proposed transfer which protestant be¬ 
lieves would preclude approval of the 
application. If the protest contains a re¬ 
quest for oral hearing, the request shall 
be supported by an explanation as to 
why the evidence sought to be presented 
cannot reasonably be submitted through 
the use of affidavits. 

The operating rights set forth below' 
are in synopses form, but are deemed 
sufficient to place Interested persons on 
notice of the proposed transfer. 

No. MC-FC-77199. filed July 5. 1977. 
Transferee: JOHN LESTICIAN TRUCK¬ 
ING. INC., 500 Breunlg Avenue. Trenton. 
N.J. 08838. Transferor; John LestlcJon, 
doing business as John Lestlcian Truck¬ 
ing. 500 Brounig Avenue. Trenton. N.J. 
08638. Applicant's representative: John 
Lesticlan, 500 Breunlg Avenue. Trenton, 
N.J. 08638. Authority sought for purchase 
by transferee of the operating rights of 
transferor, as set forth in Certificate No. 
MC 35906 and MC 35906 (Sub-No. 2). 
Issued June 25, 1964. and March 25. 1968, 
as corrected June 28. 1968, respectively, 
as follows: Coal from Trenton. N.J.. and 
Yardley, Pa., to Fort Dix, N.J.. and 
rubber goods, china, earthenware, and 
bathroom fixtures between Trenton, N.J., 
on the one hand. and. on the other. New 
York. N.Y., and Philadelphia. Pa. Trans- 
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force presently holds no authority from 
this Commission, Application has not 
been filed for temporary authority 
under Section 210a<b). 

No. MC-FC-77202. Hied July 5. 1977. 
Transferee: TRIPLE A TRANSPORT, 
INC., Littlefield Road, Springvale, 
Maine 04083. Transferor: Nebraska 
Eastern Express. Inc., P.O. Box 663, Ne¬ 
braska City, Nebr. 68410. Applicant’s 
representative: Mary E. Kelley. Attor¬ 
ney at Law, 11 Riverside Ave., Medford. 
Mass. 02155, and Michael O. Johanns, 
Attorney at Law. 521 South 14th St.. P.O. 
Box 81849. Lincoln. Nebr. 68501. Author¬ 
ity sought for purchase by transferee of 
the operating rights of transferor, as 
set forth in Permits No. MC 136529 and 
MC 136529 <Sub-No. 3>, issued Novem¬ 
ber 26, 1974, and January 22 1975, re¬ 
spectively as follows: Meats, meat prod - 
ucts. and meat by-products, and articles 
distributed by meat packinghouses, as 
described in sections A and C of Appen¬ 
dix I to the report in Descriptions in Mo¬ 
tor Carriers Certificates. 61 M.C.C. 209 


and 766, from points in Illinois. Wiscon¬ 
sin, Minnesota, Iowa. Nebraska. Mis¬ 
souri, Kansas. Texas. Colorado, North 
Dakota. South Dakota. Washington, Ore¬ 
gon, and California to the facilities of 
Missouri Beef Packers. Inc., at or near 
Boise, Idaho, with no transportation for 
compensation on return except as other¬ 
wise authorized. From the facilities of 
Missouri Beef Packers, Inc., at or near 
Boise. Idaho, to points in the United 
States (except Alaska and Hawaii): and 
such commodities as are used by meat 
packers in the conduct of their business 
when destined to and for use by meat 
packers, as described in section D of 
Appendix I to the report in Descriptions 
in Motor Carrier Certificates. 61 M.C.C. 
209 and 766. from points in the United 
States (except Alaska and Hawaii), to 
the facilities of Missouri Beef Packers. 
Inc., at or near Boise. Idaho. Restriction: 
The operations authorized herein are 
limited to a transportation sendee to be 
performed under a continuing contract, 
or contracts, with MBPXL Corporation, 


of Plain view. Tex. Also meat, meat prod¬ 
ucts, meat by-products . and articles tit . 
tributed by meat packinghouses an< j 
such commodities as are used by meat- 
packers. in the conduct of their business 
when destined to and for use by meat- 
packers, as described in Section A c 
and D of Appendix I to the report in be- 
scriptions in Motor Carrier Certiflrau- 
61 M.C.C 209 and 766 (except hides and 
commodities in bulk), with restrict ions 
from the facilities of MBPXL Corpora¬ 
tion at or near Rock Port. Mo., to points 
in New York. New Hampshire. Massa¬ 
chusetts. Pennsylvania. Connecticut 
Rhode Island. Virginia. New Jersey 
Mary land, and the District of Columbia 
with no transportation for compensa¬ 
tion on return except as otherwise au¬ 
thorized. Transferee presently holds no 
authority from this Commission. Appli¬ 
cation has been filed for temporary au¬ 
thority under Section 210a(b). 

H. O. Homme. Jr. 

Acting Secretary 
|FR Doc.77-21356 Piled 7-22-77;8:45 nm] 
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sunshine act meetings 


Gi 


This tectton of the FEDERAL REGISTER contain* notice* of meeting* published under the 
S C 552b<e)(3). 


"Government in the Sunshine Act*' (Pub. L. 94—409), 


CONTENTS 

ltrm$ 

Civil Aeronautics Board .. 1 

Commodity Futures Trading Com¬ 
mission——------- 2.3 

Ewial Employment Opportunity 

Commission --—- 4 

federal Communications Commis¬ 
sion - 7 

Federal Home Loan Bank Board _ . 8 

Federal Maritime Commission.^ 9 

Federal Power Commission - 10. tl 

Renegotiation Board - 12,13 

Securities and Exchange Commis¬ 
sion _ 14 

United States Parole Commission . 15 


1 

CIVIL AERONAUTICS BOARD. 

TIME AND DATE: 10 am. July 26. 1977. 

PLACE: Room 1027. 1825 Connecticut 
Avenue NW.. Washington, D.C. 20428. 

SUBJECT: Docket 29139. Reexamination 
of the Board’s policies concerning delib¬ 
erate overbooking and oversales. 

STATUS Open. 

PERSON TO CONTACT: 

Phyllis T. Kaylor. The Secretary 1 202- 

673 - 5068 >. 

|8 957-77 Filed 7-20 77:4:14 pm| 


2 

COMMODITY FUTURES TRADING 

COMMISSION. 

TIME AND DATE: 10 am, July 26, 1977. 

PLACE 2033 K Street NW.. Washing¬ 
ton D C., 5th Floor Hearing Room. 

STATUS: Part of this meeting will be 
open to the public. The rest of the meet¬ 
ing will be closed to the public, 

MATTERS TO BE CONSIDERED. 
Portions open to the public : 

Third Quarterly Review FY 77. 

Adoption and Monitoring of Minimum 
financial Requirement* by Sclf- 
rceulatory Organizations. 

Portions closed to the public : 

Recommended action on 1.35 petitions. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Jane Stuckey * 202-254-63141, 
i8-080 Piled 7-21-77:8 45 am | 


3 

COMMODITY FUTURES TRADING 
COMMISSION. 

TIME AND DATE: 11 am. July 29, 1977. 


PLACE: 2033 K Street NW,. Washington. 
D.C., 8th Floor Conference Room. 


MATTERS TO BE CONSIDERED Mar¬ 
ket Surveillance Meeting. 

CONTACT PERSON FOR MORE IN¬ 
FORM ATION: 

Jane Stuckey (202-254-6314 • . 

|S 062 77 Filed 7-21-77:11. 21 am | 


4 

EQUAL EMPLOYMENT OPPORTU¬ 
NITY COMMISSION. 

FEDERAL REGISTER" CITATION OF 
PREVIOU8 ANNOUNCEMENT: 42 FR 
36910. July 18. 1977: 42 FR 37276. July 
20. 1977; S-941-77 and S-949-77. 

PREVIOUSLY ANNOUNCED TIME AND 
DATE OF MEETINQ: 1 p.m.. July 20, 
1977. 

STATUS: Parts of the meeting will be 
open to the public. The rest of the meet¬ 
ing will be closed to the public. 

CHANGE IN THE MEETING 

The open portion of this meeting was 
rescheduled to commence at 2 p.m„ and 
the closed portion rescheduled to com¬ 
mence at 1 p.m. 

A majority of the entire membership 
of the Commission determined by record¬ 
ed vote, at the start of the meeting of 
July 20. 1977. 1 p.m.. that this change 
be made In order to accommodate mem¬ 
bers of the public washing to attend the 
open portion of the meeting who were 
unaware that the time of the meeting 
was changed from 2 p.m to 1 p.m.. 
and that no earlier announcement was 
possible. 

The vote was as follows: 

In favor of change: Eleanor Holmes 
Norton. Chair: Ethel Bent Walsh. Vice 
Chair: Daniel E. Leach. Commissioner. 
Opposed: None. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Marie D. Wilson. Executive Officer. Ex¬ 
ecutive Secretariat at (202-634-6748*. 

This Notice Issued July 21.1977. 

(S 964 77 Filed 7-21-77:11 26 *m| 


5 

FEDERAL COMMUNICATIONS COM¬ 
MISSION. 

PREVIOUSLY ANNOUNCED TIMES 
and DATE OF MEETINGS: 9:30 a m. 
• Open), follows the Open meeting 
(Closed), Thursday. July 21, 1977. 

PLACE: Room 856. 1919 M Street NW., 
Washington. D.C, 


STATUS: Open and Closed Commission 
Meetings. 

CHANGES IN THE MEETINGS: The 
following sentence Is added to both Pub¬ 
lic Notices: ‘'The above meeting may be 
continued as necessary on Friday, July 
22. 1977.*’ 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Samuel M, Sharkey. FCC Public In¬ 
formation Officer, telephone number 
202-632-7260. 

Issued: July 18.1977. 

18 956-77 Filed 7-20-77:3.04 p m.] 


6 

FEDERAL COMMUNICATIONS COM¬ 
MISSION. 

PREVIOUSLY ANNOUNCED TIME 
AND DATE OF MEETING: 2:30 p.m.. 
Wednesday, July 20.1977. 

PLACE: Room 856. 1919 M Street NW . 
Washington, D.C. 

STATUS: Special Open Commission 
Meeting. 

CHANGES IN THE MEETING: The fol¬ 
lowing sentence is added to the Public 
Notice: ’The above meeting may be con¬ 
tinued as necessary on Friday. July 22, 
1977.*‘ 

CONTACT PERSON FOR MORE IN¬ 
FORMATION : 

Samuel M. 8harkey. FCC Public In¬ 
formation Officer, telephone number 
202-632-7260. 

Issued: July 18.1977. 

IS 955 77 Filed 7-20-77;3 04 p m | 


7 

FEDERAL COMMUNICATIONS COM¬ 
MISSION. 

PREVIOUSLY ANNOUNCED TIME 
AND DATE OF MEETING: 9:30 am.. 
Thursday. July 21.1977. 

PLACE: Room 856. 1919 M Street NW., 
Washington. D.C. 

STATUS: Open Commission Meeting, 
CHANGES IN THE MEETINO: A 
change has been made in the Wide Area 
Telecommunications Service »WATS» 
and previously listed as Item No. 1 of the 
Common Carrier Agenda. Tills common 
carrier matter will now be considered 
on the 8pecia] Agenda as Item No. 3. 
Therefore, the revised Special Agendi. for 
the July 21st open meeting reads as 
follows: 


STATUS: Closed. 
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SUNSHINE ACT MEETINGS 


Agendo. Item No., and Subject 

Special—1—Amendment of Part 97 concern¬ 
ing operator claaee*. privileges, and re¬ 
quirement* In the Amateur Radio Sendee 
< Docket No. 20382). 

Special—2—Notice of proposed rule malting 
relating to Part 13 of the Rules to re¬ 
structure the radio operator examination 
and licensing program and to delineate 
operator responubility (Docket No. 20817). 

Special—3—Petitions to suspend and reject 
AT&T Transmittal No. 12746, revising rates 
for Wide Area Telecommunication* Service 
(WATS). 

Special—4—Discussion of rule making In 
Docket No. 21002 concerning possible 
amendment of Section 76 13 relating to the 
certification process, and Section 76.31 re¬ 
lating to the Commission** franchise 
standards. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Samuel M. Sharkey. FCC Public Infor¬ 
mation Officer, telephone number 202- 
632-7260. 

Issued: July 19.1977 

IB-954-77 Plied 7-20-77.3:04 pm] 


8 

FEDERAL HOME LOAN BANK BOARD. 
TIME AND DATE: 10 a.m., July 27.1977. 

PLACE: 320 First Street N.W., Room 630, 
Washington, D.C. 

STATUS: Open Meeting. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Mr. Robert Marshall. (202-376-3012). 
MATTERS TO BE CONSIDERED: 

Branch Office Application—First Fed¬ 
eral Savings and Loan Association of 
Lancaster. Lancaster. Pennsylvania. 

Agency Office Application—First Fed¬ 
eral Savings and Loan Association of San 
Diego, San Diego, California. 

Branch Office Application—Home Fed¬ 
eral Savings and Loan Association of 
Palm Beach. Palm Beach. Florida. 

Concurrent Consideration of Two 
Branch Office Applications—1) First 
Federal Savings and Loan Association of 
Huntsville, Huntsville, Alabama; and 2) 
Security Federal Savings and Loan Asso¬ 
ciation of Huntsville. Huntsville, Ala¬ 
bama. 

Limited Facility Application—Cleve¬ 
land Federal Savings and Loan Associa¬ 
tion of Cuyahoga County, Cleveland. 
Ohio. 

Application for Withdrawal from 
Membership—St Mary’s Bank. Man¬ 
chester, New Hampshire. 

Brandi Office Application—First Fed¬ 
eral Savings and Loun Association of 
Zanesville, Zanesville, Ohio. 

Consideration of Termination of Re¬ 
ceivership—Old Reliable Savings and 
Loan Association, Chicago. Illinois. 

Branch Office Application—Naples 
Federal Savings and Loan Association, 
Naples. Florida. 

Application for Change of Location of 
Limited Facility and Removal of Limita¬ 
tions—Twin City Federal Savings and 


Loan Association, Minneapolis, Minne¬ 
sota. 

Application for Amendment of Char¬ 
ter-Change of Name—First Federal Sav¬ 
ings and Loan Association of Hammon- 
ton. Hamm on ton. New Jersey. 

Application for Amendment of Char¬ 
ter-Change of Name—West Side Federal 
Savings and Loan Association of New 
York City, New York, New York 

Consideration of IRAS and KEOGH 
(H R. 10) Plans. 

No. 52, July 19. 1977. 

(8-950-77 Filed 7-20-77; 11:38 am) 


9 

FEDERAL MARITIME COMMISSION. 
TIME AND DATE: 10 am., July 27. 1977. 

PLACE: Room 12126, 1100 L Street NW„ 
Washington. D.C. 20573. 

STATUS: Parts of this meeting will be 
open to the public. The rest of the meet¬ 
ing will be closed to the public. 

MATTERS TO BE CONSIDERED: 

Portions open to the public: 

!. Notation Items Disposed of by the 
Co mm tea km during June. 1977. 

2. Report on times shortened for sub¬ 
mitting comments on section 15 agree¬ 
ments pursuant to delegated authority. 

3. Report on Applications for Admis¬ 
sion to Practice approved during the 
month of June, 1977. 

4. Assignment of Informal Dockets 
during the month of June. 1977. 

5. Agreements 17-36 and 57-107: 
Modification of the Far East and Pacific 
Westbound Conferences' basic agree¬ 
ments to establish programs regarding 
mis rating caused by unintentional 
failures to apply conference tariffs. 

6. Agreement No. 17-37: Modification 
of the Far East Conference Agreement 
and Agreement No. 57-108: Modification 
of the Pacific Westbound Conference 
Agreement to authorize assessment by 
the neutral body of damages In the 
maximum amount of $120,000 per 
breach. 

7. Agreements Nos. 9648-A-9. 964 8-A- 
10 and 9648-A-ll: Modification of the 
Inter-American Freight Conference 
Agreement to increase admission fee to 
$15,000: double maximum fines which 
may be imposed by the neutral body*, and 
increase the security bond to $30,000. 

8. Agreement No. 10159-5. filed May 12, 
1977: Modification of a Rationalization 
Agreement to add American West 
African Freight Conference as a party 
and related amendments. 

9. La tin van, Inc.—FMC Freight For¬ 
warder License No. 1660—Proposed 
Order to Show Cause regarding suspen¬ 
sion or revocation of license. 

Portions dosed to the public: 

1. Matson Navigation Company—Gen¬ 
eral increase in rates (2%) in the trade 
between U.8. West Coast and Hawaii. 

2. United States Lines—General In¬ 
crease In rates (2%) in the trade between 
UB. West Coast and Hawaii. 

3. Agreement Nos. 9847-3 and 10028- 
5: Modifications of pooling, sailing and 


equal access agreements <U.S./Bradl> 
regarding party alignment, pool carjo 
sailings and extension of term 

4. Docket No. 77-5— Agreement No 
9973-3 and Agreement No. 9863 (voting 
provisions of Johnson/ Scanstar and 
Scanstar); petition for reconsideration 
of the Commission’s May 2. 1977 outer 
establishing schedule for filing of affl. 
davits and memoranda. 

5. Docket Nos. 76-22 and 76-59—Lak w 
and Rivers Transfer Corporation v. In¬ 
diana Port Commission; Request for 
cease and desist order regarding terminal 
agreements between the Port and Ceres. 
Inc. and Tri-State Terminal, Inc. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Joseph C. Polking. Acting Secretary 

(202-523-6727.) 

18-963-77 Filed 7-20-77,2:30 pm) 
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FEDERAL POWER COMMISSION. 

”FEDERAL REGISTER’' CITATION 
OF PREVIOUS ANNOUNCEMENT 
Published July 18. 1977, 42 FR 36911 

PREVIOUSLY ANNOU NCED TIME 
AND DATE OF MEETING: 2 p.m., July 
20.1977. 

CHANGE IN THE MEETING: The fol¬ 
lowing items have been added: 

Item No., Docket No., and Company 

P-17.—ER77-347, Wisconsin Power A L1*M 
Company. 

P-18.—ER76-92, Western Power DWUloa. 
Central Telephone A Utilities Corporation 
P-19.—E877-44, Gulf State* Utilities Com¬ 
pany. 

P-20.—ER77-483, Virginia Electric and 

Power Company. 

0-28—CP77-406. Washington G»» light 
Company. CP77-497, Transcontinental Got 
Pipe Line Corporation. 

Lois D. Cashxu.. 
Acting Secretary 

(S-961-77 Filed 7-20-77; 1:52 pm) 
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FEDERAL POWER COMMISSION, 
July 19, 1977. 

The following notice of meeting is pub¬ 
lished pursuant to Section 3 (a) ol th<? 
Government in the Sunshine Act (Pub. 
L No. 94-409), 5 UJS.C. i 552B: 

TIME AND DATE: 10 a.OL, July 26,1977. 
PLACE: 825 North Capitol Street 
STATUS: Open. 

MATTERS TO BE CONSIDERED 
i Agenda). 

Non — Item* listed on the agenda may 
deleted without further notice. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Lois D. Coshell. Acting Secretary. 
Telephone <202-275-4166) . 

This Is a list of the matter to be con¬ 
sidered by the Commission. It does no 
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include a luting of all papers relevant 
mine items on the agenda. However, all 
«sblic documents may be examined in 
U* Office ol Public Information. Room 

1000. 

pawn Agenda, 7662nd Meeting — JutT 26. 
1977, Rfcjulax Meeting—Pa*t X 


p- 1 —Docket No. ER77-495, PubUc Service 
Company of Indiana. 

P- 2 —Docket No. KR77-427, Minnesota 
Pwrer * Light Company. 

p-3 —Dockot No. E-8641, ct |L, New- Eng- 
uod Power Company. 

P- 4 - Docket No. E7172. Southwestern 
fvttr Administration. 

P i—Docket No. B-9563. US. Deportment 
ol the Interior, Bonneville Power Adminis¬ 
tration 

p-6~ Project No. 2331. Duke Power 

Company 


Git Agenda, 7(132 nd Mutting—July 26. 1977. 
Regular Meeting—Part I 


0-1 Docket No. CI77-329. Texaco Inc., 
Docket No. CP77-304, Docket No. CP64-B7, 
Sabine Pipe Line Company. 

0 2 —Docket No. RP72-6, El Paso Natural 

Go* Company. 

0 3 - Docket Noe. RP74 48 and RP75 3. 
Ttanxoori l mental Gas Pipe Lin* Corporation 
0-4 —Docket No. RP73-110, Natural Gas 
pipeline Company of America. 

0-5 - Docket No. RP72 23. et al.. t>ocket 
No, RP73 35. Trunkline Goa Company. 

G -8 —Docket Nos RP72 23. et al. (AP 
C 14 74). Trunkline Go* Company. 

0-7- Docket Noe RP73 65 (POA75-5), 
Columbia Q&s Transmission Corporation. 

0 8 -Docket No. RP76 31, Loulsiana- 
Nevada Tranalt Company. 

0-9 —Docket No RP76 87, Inter-City Min¬ 
nesota Pipelines, Ltd. 

B -10 —Docket No. RP77-11. Southwest Oae 

Corporation. 

0-11.—Mobile Oil Corporation. 

0-12—Docket No. R177-98. Infill Wells 
Drilled Pursuant to New Mexico Oil Con¬ 
juration Commission Order No. R-1670-T. 

0-13 -Docket No. IU77-48. Elms Brothers 
tod Company. 

0-14.—Docket No. CT7S-173, et al.. Gulf Oil 

Corporation. 

G-13 —Docket No. CP74 314. El Paso Nat¬ 
ural Ojui Company. Docket No. CP70-327, 
Northwest Pipeline Corporation, Docket No. 
0177-528. Sun OH Company, et al. 

O 18 -Docket No. CP70 22. et al.. Michigan 
Wisconsin pip* Line Company. 

0-17 -Docket No. CP77-313. Texas Eastern 
Transmission Corporation. Docket No CP77 
JM. Consol id at mi Gas Supply Corporation. 

0-18-Docket No. CP77 240, Transcon¬ 
tinental Pipe Line Corporation. 

G 19—Docket No. CP70-87, El Paso Nat¬ 
ural Gas Company. 

0-20 —Docket No. CP78—410, El Paso Nat¬ 
ural Gas Company. 

0 21 Docket No. CP69 82. Texas Eastern 
Transmission Corporation. Docket No. CP73- 
34. Texas Eaatorn Transmission Corporation. 
Docket No. CP76-282, Texas Eastern Trans- 
inijsion Corporation and Transcontinental 
Om p.pe Une Corporation. 

° & Docket No. CP77 360. et al., Ten- 
Oaa Pipeline Co. et al. 

G 23 Docket No. CP77 389, et al . Poctfic 
™ Trans minion Co., et al. 

° 24-Docket No. CP77 420, Colorado In¬ 
terstate Oas Co. 

G 25^-Docket No. CP72-64. Tennessee Gas 

P-prlme Company 

0Docket No. CP75-301, Tenncasee 
™ Pipeline Company 

27 Docket No. CP77-298. National Puel 

Da* Supply. 

0 28 —Docket No. CP77-U5. Inter-City 
Minnesota Pipelines. Ltd. Inc, 


0-29.—Docket No. CP77-440. Sea Robin 
Pipe Llue Company. 

0-30— Mississippi Gas Corporation. Gas 
Utility District No. 2 of Pointe Coupee Parish. 
0-31.—Atlantic Richfield Company. 

Power Agenda. 7652nd Meeting—July 26. 
1977. Rsgular Meeting—Part II 

CP-1—-Docket No. ER77-462, Tucson Gas 
A Electric Company. Nevada Power Company. 

CP-2—Dockot No. ER77-484, West Penn 
Power Company. 

CP-3—Docket No. ER77-486. PJM Agree¬ 
ment. 

CP-4—Docket No. ES77-61. Pennsylvania 
Power A Light Company. 

CP-6—Docket No. ID-1473, Lelan F. Slllln. 
Jr. 

CP-6—Docket DA-1124-Callfomla. State 
of California Department of Transportation. 
Lands Withdrawn In Power Site Classifica¬ 
tion No. 425 and Power Site Reserve No. 202. 

CP-7—Project No. 1984, Wisconsin River 
Power Company. 

CP-8—Project No. 803, Pacific Oas and 
Electric Company. 

CP-9—Docket No. ER77-388. Lake Superior 
District Power Company. 

CP- io—Docket No. E-9591, Puget Sound 
Power Sc Light Company. 

Miscellaneous Agenda. 7652nd Meeting— 
July 26, 1977, Regular Meeting—Part II 

CM-1—Block Marlin Pipeline Company. 

Gas Agenda, 7652nd Meeting— July 26, 1977. 
Regular Meeting—Part II 

CGI—Docket No. RP73-43 (PGA No. 
77-3). Mid Louisiana Oas Company. 

CO-2—Docket No. RP72-133, United Gas 
Pipe Line Company. 

CG-3—Docket No RP77-32, South Georgia 
Natural Gas Company. 

CO 4—Docket No. RP72-134 (PGA No«. 
77-5b, 77 6a. 77-7 and DC A No. 77-2a). 
Eastern Shore Natural Gas Company. 

CO~6—Docket No. RP74-100 (POA No. 
77-7), National Fuel Oas supply Corporation 
CG 6—Docket Noe. RP72 156 (POA No. 
77 4). RP72-64 (DCA No. 77-2), RP76-17 
(AP No. 77-2), Texas Gas Transmission Cor¬ 
poration 

CO-7—Docket No CI77-510, McCormick 
1975 011 and Gas Program And the Dow 
Chemical Company. 

CO-8 Docket No. CP7S-270. El Paso Nat¬ 
ural Gas Company. 

CO-9— Docket No. CP77-405. Colorado In¬ 
terstate Gas Company. 

CG-10—Docket No CP75-362, El Paso 
Natural Gas Company. El Paso Abandonment 
Project 

Lois D. Caswell. 
Acting Secretary. 

(8 90! 77 Filed 7-21-T7; 10:41 am] 
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THE RENEGOTIATION BOARD. 

FEDERAL REGISTER CITATION OF 
PREVIOUS ANNOUNCEMENT: 42 FR 
36912. July 18. 1977. 

PREVIOUSLY ANNOUNCED DATE 
AND TIME OF MEETING: Tuesday, 
July 26, 1977 at 10:00 a m. 

CHANGES IN MEETING: Items 7 and 8 
are added to the previously announced 
agenda. 

MATTER TO BE CONSIDERED: 

7. Application for Commercial Ex¬ 
emption (List No. 2997) Pacific Inter¬ 
national Computing Corporation. Fiscal 


years ended December 31.1972.1973,1974 
and 1975. 

8. Court of Claims Case: David B. 
Lilly Inc . ▼. United States , Court of 
Claims No. 332-77. 

STATUS: Matter 7 is open to the public. 
Matter 8 is closed to the public. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Kelvin H. Dickinson. Assistant General 
Counsel-Secretary, 2000 M Street NW„ 
Washington. DC. 20446, <202) 254- 
8277. 

Goodwin Chase, 

Chairman . 

(S' 952-77 Filed 7-20-77:2 :37 pm| 
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THE RENEGOTIATION BOARD. 

DATE AND TIME: Tuesday, August 2, 
1977, 10:00 am. 

PLACE: Conference Room. 4th Floor, 
2000 M Street NW„ Washington, D.C. 
20446. 

STATUS: Matters 1 through 4 will be 
open to the public. Matter 5 will be closed 
to the public. Status is not applicable to 
matters 6 and 7. 

MATTERS TO BE CONSIDERED: 

1. Approval of Minutes of meeting held 
July 26, 1977, and other Board meetings, 
if any. 

2. Partial Mandatory New Durable 
Productive Equipment Exemption: War¬ 
ner St Swasey Company, LPI No. 11476, 
Fiscal Year Ended December 31. 1973. 

3. Report of the Chairman Concern¬ 
ing: a. Budget: b. Personnel Actions: 

c. Organization of the Staff; d. Rulemak¬ 
ing and Regulations. 

4. Recommended Clearances Without 
Assignment, OSC&E List No. 1880: a. 
Brandt Company, Inc., Fiscal year ended 
June 27, 1976. 

b. J. A. Jones Construction Company. 
Fiscal year ended September 30, 1975. 

c. E. Walters and Co., Inc. Fiscal year 
ended March 31. 1974. 

c-1 Accudyne Corporation. Fiscal year 
ended March 31. 1974. 

d. Southwest Truck Body Company. 
Fiscal year ended December 31. 1975. 

e. Dayco Corporation. Fiscal year 
ended October 31. 1974. 

e-1 Flexible Metal Hose Manufac¬ 
ing. Fiscal year ended October 31, 1974. 

o-2 GEA d.b.a. Dayton Plastics. Inc. 
Fiscal year ended October 31, 1974. 

e-3 GJE d.b.a. Cincinnati Plastics. Fis¬ 
cal year ended October 31, 1974. 

e-4 R. M. Holling&head Corporation. 
Fiscal year beginning November 1 and 
ending March 31, 1974. 

f. Inland Steel Company. Fiscal years 
ended December 31, 1974 and 1975. 

5. Court of Claims Case: Martin Man¬ 
ufacturing Company, Inc. Fiscal year 
ended June 30,1967. 

6. Approval of Agenda for meeting to 
be held August 16. 1977. 

7. Approval of agenda for other meet¬ 
ings, if any. 


FE0EKAI REGISTER, VOL 42. NO. 142—MONDAY, JULY 25, 1677 













37902-37926 


SUNSHINE ACT MEETINGS 


CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Kelvin It Dickinson, Assistant General 
Counsel. Secretary. 2000 M Street NW.. 
Washington, DC. 20446, 202-254-6277. 

Dated: July 21,1977. 

GOODWIN Chask, 

Chairman . 

(8900-77 Piled 7-21-77:10:41 nml 
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SECURITIES AND EXCHANGE COM- 
MISSION. 

FEDERAL REGISTER CITATION OF 
PREVIOUS ANNOUNCEMENT: 42 FR 
36362, July 14, 1D77. 

PREVIOUS ANNOUNCEMENT: 42 FR 
DATE: July 21.1977.10 a m. 

PLACE: Room 825. 500 North Capitol 
Street. Washington, D.C. 

CHANGES IN THE MEETING: The 
meeting previously scheduled for 10 am., 
Thursday, July 21, 1977, will be held at 


2:30 p m. The following additional items 
will be discussed: 

Open Agenda 

1. Cons id era Mon of the renewal of the 
Advisory Committee on Corporate Dis¬ 
closure for a period of sixty days. 

2. Consideration of an extension of 
time for the period requesting comments 
regarding Rule 434(d) and amendment 
to Rule 134. which deal with investment 
company advertising. 

Closed Agenda 

Offers of settlement. Consideration of 
the issuance of a report of investigation. 
Access to flies by Special Counsel and 
Special Auditor. Chairman Williams, 
Commissioners loom!?. Evans, and Pol¬ 
lack determined that Commission busi¬ 
ness required consideration of these mat¬ 
ters and that no earlier notice thereof 
was possible. 

July 20. 1977. 

18-756-77 Filed 7-21-77;8:45 *xn| 
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UNITED STATES PAROIE COMMIS¬ 
SION. 

United States Parole Commission—Na- 
tional Commissioners < the three Commis¬ 
sioners presently maintaining officer ot 
Washington. D.C. Headquarters >. 

TIME AND DATE: Tuesday. August 2 
1977; 9:30 a m. 

PLACE: Room 338 Federal Home loan 
Bank Board Building. 320 First Street 
NW.. Washington. D.C. 20537. 

STATUS: Closed—Pursuant to 5 U.S.C. 
552b(C) (10) and 28 C.F.R. 16.205(b) ti). 
MATTERS TO BE CONSIDERED: Re¬ 
ferrals from regional directors of approx¬ 
imately 20 cases in which inmates of 
Federal Prisons have applied for parole 
or ore contesting revocation of parole or 
mandatory release. 

CONTACT PERSON FOR MORE IN- 
FORMATION: 

Lee H. Chait, Analyst. 2O2-724-30SU. 
18-963-77 FlJod 7-21-77:11:2! am| 
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Title 33—Navigation and Navigable Waters 

CHAPTER I—COAST GUARD, 
DEPARTMENT OF TRANSPORTATION 

(COD 76-032) 

PART 161—VESSEL TRAFFIC SERVICES 
Prince William Sound Vessel Traffic Service 

AGENCY: Coast Guard, DOT. 

ACTION: Pinal rule. 

SUMMARY: The Coast Guard is estab¬ 
lishing a Vessel Trade Service <VTS> at 
Prince William Sound. Alaska. This VTS 
is being established because Port Valdez. 
Alaska is the terminus of the Trans- 
Alaska pipeline: as a result of this, large 
tank vessels will transit Prince William 
Sound to ship oil from Port Valdez, 
Alaska to the contiguous states. The ra¬ 
dar surveillance by the Coast Guard and 
the equipment and reporting require¬ 
ments for vessels in the VST area are in¬ 
tended to lessen the potential for colli¬ 
sions and groundings by vessels. 

EFFECTIVE DATE: These amendments 
are effective on July 25.1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Captain George K. Greiner. Marine 
Safety Council (O-CMC/81), Room 
8117, Department of Transportation. 
Na&sif Building. 400 Seventh Street 
SW.. Washington. D.C. 20590 <202- 
426-1477). 

SUPPLEMENTARY INFORMATION: 
A notice of proposed rulemaking was 
published in the Federal Register on 
February 7. 1977, (42 FR 7164>. Written 
comments were requested and all com¬ 
ments received by April 6. 1977. were 
considered in these final rules. Public 
hearings were held in Juneau. Alaska 
on March 18, 1977. and in Anchorage. 
Alaska on March 21. 1977. Several Inter¬ 
ested persons testified at these hearings 
and their comments were also considered 
in these final rules. 

These rules are made effective in less 
than 30 days after publication in the 
Federal Register. Since the first tank 
vessel will ship oil from the Trans- 
Alaska Pipeline Terminal during the last 
week in July, the Coast Guard feels that 
good cause exists to have these regula¬ 
tions effective within the 30 day period. 
It would be contrary to the public in¬ 
terest to have vessels moving oil through 
Prince William Sound before the rules 
establishing the vessel traffic service are 
in effect. 

DRAFTING INFORMATION: The prin¬ 
cipal persons Involved in the drafting of 
this rule are: Commander E. J. Hickey, 
Jr. and Ensign George W. Molessa. Jr., 
Project Managers, Office of Marine En¬ 
vironment and Systems, and Mr. 
Stephen D. Jackson. Project Attorney. 
Office of Chief Counsel. 

Discussion or Major Comments 

There are several minor changes to 
the rules, comments not within the 
scope of the rulemaking, and non-sub¬ 
stantive comments that are not dis¬ 
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cussed in tills document. Except for these 
items the preamble discusses the changes 
to the rules and the comments received. 

Several comments were received ques¬ 
tioning the applicability of the rules ond 
whether vessels must comply with the 
rules or Just the Vessel Traffic Center 
(VTC) directions. Section 161.301 de¬ 
scribes the vessels that must comply 
with these rules. Vessels covered by the 
Vessel Bridge-to-Bridge Radiotelephone 
Act must comply with the reporting, 
communications, and Valdez Narrows 
rules. Commercial fishing vessels towing 
skiffs or workboats are not considered to 
be commercial vessels engaged in towing 
for the purposes of these rules. All ves¬ 
sels navigating in the Traffic Separation 
Scheme <TSS) must comply with the 
TSS navigation rules. Vessels must com¬ 
ply with the applicable rules and also 
obey directions issued by the VTC under 
3 161.307. The rules are generally di¬ 
rected at the master of the vessel; how¬ 
ever, $ 161.304 prohibits any person who 
could authorize the operation of a vessel, 
including owners and pilots, from acting 
or ordering anyone to act contrary to 
these rules. 

A number of comments were received 
regarding the VTS Operating Manual. 
The manual will be primarily explana¬ 
tory and informational Jn nature. It will 
contain, along with the VTS rules, clima¬ 
tological and geographical summaries, 
information on fishing activity in Prince 
William Sound, and other materia] to 
assist the mariner in complying with 
these rules and to familiarize him with 
Prince William Sound. The manual will 
also address operating restrictions which 
the VTC may Impose on vessels in the 
VTS Area. 

A new $ 161.306 is added to the final 
rules to require masters and pilots on 
vessels subject to the Bridge-to-Bridge 
Radiotelephone Act to have a copy of 
the Operating Manual on board before 
entering the VTS Area. This new section 
lists addresses where the manual may be 
obtained and describes the manual. The 
manual's availability will be widely pub¬ 
licized and it will be distributed free of 
charge. 

The manual contains no require¬ 
ments. The VTC might direct vessels to 
comply with provisions in the manual 
but the vessel would be complying with 
the VTC directions, not the manual it¬ 
self. 

A number of comments were received 
recommending that speed limits be 
established and that conditions under 
which the port of Valdez or any other 
portion of the VTS Area would be closed 
should be specified. 

It would be impossible to identify all 
potential conditions of adverse weather 
or other circumstances under which 
port closures or other operating restric¬ 
tions would be imposed. The VTC has 
sufficient flexibility in vessel control to 
adapt to rapidly changing circum¬ 
stances and unforeseen situations. 

The Coast Guard is not establishing 
speed limits in these VTS regulations. 
Under 33 CFR Port 160 the Captain of 
the Port (who is also in charge of the 


VTC) may establish vessel speed limiu 
or other safety measures on a tempo¬ 
rary basis to protect vessels and the 
navigable waters. The Coast Guard con¬ 
templates using this authority to set 
speed limits for laden tank vessels in 
Valdez Narrows. 

Several comments were received con¬ 
cerning deviations from the rules under 
3 161.309. Some recommended no devia¬ 
tions at all. others recommended devia¬ 
tions only during an emergency, and 
others recommended that written re¬ 
quests for continuing deviation under 
proposed 3 161.309(a) be subject to rule- 
making procedures and be published in 
the Local Notice to Mariners. Another 
comment noted that vessels in the VTS 
Area would be unaware of a vessel au¬ 
thorized to deviate from the rates, and 
another comment questioned the Coast 
Guard’s ability to enforce the rule" if 
deviations were allowed. 

Section 161.309(a) is being amended 
by dropping “for a continuing opera¬ 
tion” from the paragraph. This change 
is not in response to the comments and 
the effect of this change is minor. The 
District Commander might, as a result 
of this change, Issue an authorization to 
deviate for a single voyage as well as for 
continuing operations. The deviation* 
from the rules granted under § 161- 
309(a) will only be permitted if the pro¬ 
posed operation can be done safely. 

Authorization of the VTC to deviate 
for a single voyage will only be granted 
under extenuating circumstances, such 
as adverse weather, which threatens the 
safety of a vessel, her crew or cargo, or 
the environment. VesseLs in the system 
will be advised if a vessel is authorized 
to deviate from any rule, and the devia¬ 
tion will be published In the Local No¬ 
tice to Mariners, if possible. However, to 
subject each request under f 161.309ia> 
to rulemaking and require that each 
deviation be published in the Fedeial 
Register for comments is not practical. 
The Coast Guard must be able to 
authorize appropriate deviations in a 
timely manner. Since as the Coast 
Guard must approve any requested de¬ 
viations. there is no lessening of the 
Coast Guard s authority to uphold the 
regulations. The authorization to devi¬ 
ate will be limited to specified require¬ 
ments of the rules. The vessel will be 
required to comply with all other pro¬ 
visions of the rules. 

Several comments were received re¬ 
garding the communications rule* in 
33 161.320 through 161.335 of the pro¬ 
posal. Five of these comments recom¬ 
mended that VHF-FM Channel 13 net 
be used as the VTS operating frequency. 
One comment stated that using the 
bridge-to-bridge frequency would vio¬ 
late the Vessel Bridge-to-Bridge Radio¬ 
telephone Act. Reasons cited were that 
Channel 13 is strictly a navigation 
safety frequency and that its use as the 
VTS operating frequency would over¬ 
load the frequency and impede its pri¬ 
mary use as the brldge-to-bridge fre¬ 
quency. One commentcr specifically 
jected to the Coast Guard’s plan w 
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kfOftdcMt weather Information and 
SSc advisories on Channel 13. 

As stated in the preamble of the no- 
tice It is the Coast Guard's intention to 
.t, Channel 13 as the VTS frequency. 
rpTp Coa5 t Guard feels that the Informa- 
Uon to be exchanged between vessels and 
the VTC Is navigational safety informa¬ 
tion and therefore within the Vessel 
Bndgc-to-Bridge Radiotelephone Act. 
Ccast Guard regulations in 5 26.04(c) of 
th» Chapter published In 1972, include 
communicating with shore Installations 
U, exchange necessary Information for 
ravlgation safety: the Information re¬ 
ared to be reported is this type of In¬ 
forms Uon. Although saturation prob¬ 
lems on Channel 13 have occurred In 
other ports where the Coast Guard op¬ 
erates a VTS. resulting In other fre¬ 
quencies being designated for VTS use. 
Prince William Sound will have a much 
low traffic density. Use of Channel 13 
by the VTS should not preclude Its us© 
for bridge-to-bridge communications. 
Were a separate channel designated for 
VTS use. vess els w ould then have to 
guard three VHF-FM frequencies in 
Prince William Sound; the VTS fre¬ 
quency, Channel 13. and Channel 16. 
While this would probably not be a prob¬ 
lem for larger vessels, smaller vessels 
require to use the system would have 
difficulty complying. Many small craft. 
Including fishing vessels, not subject to 
the VTS communication rules, already 
•reequipped with Channel 13 capability 
and will want to monitor the VTS fre¬ 
quency to avail themselves of traffic ad¬ 
visory information. 

Routine weather broadcasts will not 
be made on Channel 13. They will be 
made on another VHF-FM channel, pre¬ 
ceded by notification call-up on Chan¬ 
nel 13. Weather Information affecting 
navigational safety and traffic advisory 
Information will be broadcast on Chan¬ 
nel 13. 

Several comments were received 
which observed that the radio watch re¬ 
quirements did not extend beyond the 
area of Hinchlnbrook Entrance. It was 
recommended that the watch require¬ 
ment be extended seaward of Hin¬ 
chinbrook. 

Proposed 1 161 328 required vessels in¬ 
bound to Hinchinbrook Entrance to 
make an initial report to the VTC not 
less than one hour before arriving at the 
Entrance. In the final rules, this require¬ 
ment haa been moved to a new 5 161.336. 
and the initial report has been expanded 
to require a vessel to report any alternate 
communications capability. If any. and 
any other information the VTC requires. 
A reporting requirement, three hours be¬ 
fore vessels inbound to Cope Hinchin- 
brook would arrive there, has been added 
as a new f 161.334. 

8evtral comments were received con¬ 
cerning radar surveillance in the VTS 
Area and concerning extending radio 
coverage south of the VTS Area. Other 
comments were received requesting the 
Coast Guard to require Loron-C retrans¬ 
mission capability on vessels. 

Radar surveillance will not cover the 
with* VTS Area. The Coast Guard feels 


that the radar coverage from Port Valdes 
and Potato Point combined with vessels 
reporting movements U ample for the 
VTC to monitor traffic. 

There will be no remote communica¬ 
tions site on Middleton Island. The an¬ 
tennas on Hinchinbrook and Montague 
Islands will provide adequate VHF-FM 
coverage, extending up to 90 miles south 
of Hinchinbrook Entrance depending 
upon the shipboard antenna height and 
transmitter power. 

The Coast Guard Is not adopting the 
comments for requiring Loran-C retrans¬ 
mission at tills time. The Coast Guard 
feels that the present surveillance system 
Is adequate. The Coast Guard is currently 
planning a Loran-C based surveillance 
system for use in Prince William Sound, 
as an enhancement to existing surveil¬ 
lance capabilities. Rules for vessel equip¬ 
ment requirements will be proposed after 
completion of the engineering system de¬ 
sign and evaluation. 

Several comments were received re¬ 
garding radio failure. One commenter 
observed that a vessel w ith an inoperative 
radio could enter the VTS area without 
the knowledge of the VTC or other ves¬ 
sels. The same commenter recommended 
that vessels not be allowed to transit the 
TSS if its radio has failed. Another com¬ 
menter said the radio failure rule was 
too lax and could be used by vessels to 
exempt themselves from the VTS rules. 

The radio failure rule is unchanged 
from the notice except that it is moved 
from proposed 9 161.334 to S 161.328. 
Vessels required to participate in the VTS 
carry a variety of communications equip¬ 
ment. If all communications equipment 
becomes inoperative at a given time, it 
is unsafe and impractical to forbid a ves¬ 
sel to enter Prince William Sound in 
search of a safe haven. In case of a radio 
failure, the vessel would be exempt from 
only the radio guard requirement. f 161.- 
320, and the various reporting require¬ 
ments. The vessel still must comply with 
all other VTS rules, including use of the 
TSS. It Is safer to have the vessel pro¬ 
ceeding in Prtnce William Sound in the 
T88 where it w ill not encounter a meet¬ 
ing situation, than it would be to permit 
the vessel to navigate outside the TSS. 
The requirement to obtain permission 
from the VTC before a vessel may enter 
the Valdez Narrows also applies to vessels 
with radio failure. 

8everal comments were received which 
dealt with the vessel movement report¬ 
ing requirements and reporting points In 
proposed H 161 328. 161 342. and 161 389. 
One commenter recommended that the 
Coast Guard make use of the reports 
which vessels make to the Jackson Point 
terminal. Another suggested that Mid¬ 
dleton Island be added as a reporting 
point. One commenter recommended a 
vessel give 30-60 minutes notification of 
it* intention to cross the TS8 instead of 
the 10 minutes notification specified in 
proposed 9 161.342. Another recom¬ 
mended a vessel report when actually be¬ 
ginning to Join, cross, or leave a traffic 
lane, and again when the maneuver is 
completed. Also related to movement re¬ 
ports was a recommendation that vessels 


not be allowed to enter the VTS area 
without providing or receiving certain 
critical information regarding traflic. 
weather conditions, and ice conditions. 

The Communications Rules have been 
reorganized and renumbered In the final 
rules. The initial report and final report 
in proposed f| 161.328 and 161.331, have 
been moved from tills subject area, and 
In the final rules are moved to the Vessel 
Movement Reporting Rules as SI 161.336 
and 161.342 respectively. 

The Coast Guard will be in frequent 
contact with the Jackson Point terminal. 
Any vessel movement information re¬ 
ceived at that terminal will be relayed 
to the VTC. In S 161.334 of the final rule, 
a new requirement is added for a vessel 
inbound to Cape Hinchinbrook to make a 
preliminary report three hours before ar¬ 
rival at Hinchinbrook Entrance. Due to 
the distance and vessel speeds involved, 
tankers inbound from west coast ports 
would, in fact, bo making this report in 
the vicinity of Middleton Island. How¬ 
ever. other vessels, particularly tugs with 
tows, will not normally be approaching 
Cape Hinchinbrook from Middleton Is¬ 
land. but from Uic vicinity of Cape St. 
Elias to the east: therefore, the timing 
of the report la more appropriate than 
the location. 

The TSS is well inside the limits of 
the VTS Area. Before entering the VTS 
Area, a vessel must make an initial re¬ 
port This report, moved from proposed 
I 161.328 to I 161.336. requires a vessel 
to report its position, destination, speed, 
and time and place of entering the TSS. 
The report must be made at least thirty 
minutes before entering the VTS Area, 
and in the case of vessels entering via 
Hinchinbrook Entrance, 60 minutes be¬ 
fore entering. Thus an additional noti¬ 
fication requirement 30-60 minutes be¬ 
fore the vessel will join, cross, or leave 
the TSS is not necessary. The ten 
minute notification requirement in pro¬ 
posed I 161.342 renumbered 5 161.338 in 
the final rules, is essentially an update; 
therefore, an additional notification at 
the time of the maneuver is unneces¬ 
sary. Nevertheless, the final rule has 
been changed to include a provision for 
towing vessels to give a 30 minute noti¬ 
fication, so that if the VTC decides to 
prohibit the crossing there will be 
sufficient time for a towing vessel to 
maneuver Its tow clear of the TSS be¬ 
fore entering the TSS. A vessel must 
report when It clears the TSS after 
crossing under 5 161.338. 

The VTC will advise the vessel of 
traffic and weather conditions along the 
vessel's intended route during the initial 
report required by I 161.336. This in¬ 
formation will be updated as necessary 
during the vessel’s transit 

The reporting points have been 
changed and moved from proposed 
I 161 389 to I 161.340 of the final rules. 
The Bligh Reef reporting point has been 
deleted. The Coast Guard feels that a 
report at this point is not necessary 
since the vessel is under radar surveil¬ 
lance at this point. A new reporting 
point has been added at Naked Island. 
Naked Island lies Just beyond the extent 
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of the radar coverage, and this report 
will enable the VTC to identify that ves¬ 
sel on the radar screen w hen it reaches 
the radar coverage. 

Several comments were received 
which addressed the requirement for 
and the extent of operations within a 
one-way traffic area in and around 
Valdez Narrows. Several comments were 
received which recommended that the 
rules contain a specific requirement for 
one-way traffic in Valdez Narrows. Sev¬ 
eral more addressed the length of the 
one-way area with most recommending 
that the southern limit be established 
at Rocky Point rather than a position 
1.3 miles south of Jack Bay. as stated in 
the preamble to the proposal. One com- 
menter recommended that tugs and fish¬ 
ing boats be exempt from any one-way 
restriction. One commenter recom¬ 
mended that vessels with restricted 
navigational ability or maneuverability 
should not be permitted to transit 
Valdez Narrows without tug escort. 

The Valdez Narrows rules have been 
reorganized. Proposed ffi 161.370 and 
161.374 are moved in the final rules 
to fig 161.374 and 161.372 respectively. 
Section 161.372 < Entering Valdez Nar¬ 
rows) distinguishes between vessels un¬ 
der the Vessel Bridge-to-Bridge Radio¬ 
telephone Act and Tank vessels of 20.000 
DWT or more. Each tank vessel must 
comply with all the equipment require¬ 
ments in fi 161.372 plus all the require¬ 
ments in 161.376(a) except for the 
Lorun-C requirement before it may en¬ 
ter the Valdez Narrows One-Way Traffic 
Area. Section 161.374 (formerly fi 161.- 
370) is amended by requiring the per¬ 
son designated by the master to pilot 
or direct the movement of the vessel 
as well as the master to communicate 
with other vessels in the Valdez Nar¬ 
rows. This change reflects the communi¬ 
cation requirements in the Vessel 
Bridge-to-Brldge Radiotelephone Act. 

Sections 161.370 and 161.367 are new; 
they establish and describe the geo¬ 
graphical limits of the Valdez Narrows 
One-Way Traffic Area: Rocky Point in 
the south, and Entrance Island in the 
North. The preamble to the proposal dis¬ 
cussed the traffic limitations in Valdez 
Narrows: however, they were not for¬ 
mally Incorporated in the proposed rules. 
6ection 161.370 prohibits any vessel sub¬ 
ject to the Vessel Bridge-to-Bridge Ra¬ 
diotelephone Act from entering the 
Valdez Narrows One-Way Traffic Area 
when a tank vessel is proceeding in 
Valdez Narrows In the opposite direction. 
These vessels must obtain permission 
from the VTC before they may enter the 
Narrows. The VTC is in a better position 
with its radar and communications capa¬ 
bility to determine when these vessels 
may enter Valdez Narrows, than a vessel 
would be. 

Several comments were received on the 
subject of equipment requirements on 
vessels. One commenter recommended 
that proposed 1 161.376 should apply to 
all tank vessels of 15.000 or more gross 
tons instead of the 35.000 gross tons set 
forth in the proposal. Two others recom¬ 
mended that the requirement for certain 
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tank vessels to have a rate of turn indi¬ 
cator be eliminated. One co nun enter 
recommended two VHF radios on tank 
vessels over 100,000 deadweight tons 
< DWT). Another suggested that tank- 
ships be required to carry a battery oper¬ 
ated VHP radio. One commenter recom¬ 
mended that the requirement for certain 
tank vessels to have tw’o separate operat¬ 
ing marine radars be changed to one op¬ 
erating radar. Two commenters. observ¬ 
ing that the proposal contained require¬ 
ments for two operating radars and an 
operating Loran-C receiver on certain 
tank vessels, recommended the regula¬ 
tions contain provisions regarding what 
action a vessel should take if this equip¬ 
ment is inoperative. 

The recommendation to increase the 
applicability to include all tank vessels 
using the VTS area is adopted: however, 
instead of 15.000 gross tons as recom¬ 
mended the limit will be 20.000 DWT to 
be consistent with President Carter's 
pollution prevention program as ex¬ 
pressed in his message to Congress on 
March 17,1977. 

The recommendation to require two 
VHF-FM radios on certain tankships is 
adopted for tank vessels of 20,000 DWT 
or more. Section 161.376 of the final 
rules, requires tank vessels of 20.000 
DWT or more to carry two VHF-FM 
radios, one of which must be capable of 
battery operation. 

The comments recommending that the 
requirement for a rate of turn indicator 
be dropped noted Coast Guard comments 
in the January 31. 1977 Federal Register 
(42 FR 5956) that further study w r as 
necessary to form a basis for requiring 
this equipment. While the Coast Guard 
w’lll reserve judgment concerning the ef¬ 
ficacy of rate of turn indicators on a na¬ 
tionwide basis, experience in the opera¬ 
tion of this equipment aboard the Arco 
Fairbanks in Valdez Narrows during 
April 1977. has demonstrated the desir¬ 
ability of a rate turn indicator in Valdez 
Narrows. Therefore, the requirement is 
retained in the final rules. 

The proposed requirement for certain 
tank vessels to have two operating ma¬ 
rine radars was intended to insure re¬ 
dundancy of tills important piece of 
navigational equipment. It was not the 
intention of the proposal to require that 
both radars be in full operation and 
manned while the vessel is in the VTS 
Area. The final rule has been re-worded 
to require that two radars be installed, 
one must be in operation and the other 
may be on standby, but capable of im¬ 
mediate operation. 

The recommendation that the rules 
provide for what a tank vessel must do In 
the event of failure of specified equip¬ 
ment is adopted in the final rules. Sec¬ 
tion 161.376 of the final rules requires a 
tank vessel experiencing equipment fail¬ 
ure to immediately notify the VTC. The 
VTC will handle each vessel with equip¬ 
ment problems on an individual basis 
depending on the circumstances at the 
time. 

Proposed fi 161.376(b) required tug 
assistance for tank vessels while docking 
and undocking and when directed by the 


VTC in Valdez Narrows. In the final 
rules these requirements have been 
moved to fi 161.378 with only minor 
changes. A description of what con¬ 
stitutes tug assistance and what the 
tank vessel must do when using tug as¬ 
sistance has been added to this section. 
This docs not add any additional require¬ 
ments since it was Implicit In the Notice 
that these tank vessels would use 
adequate tug assistance. 

Several comments were received con¬ 
cerning additional use of tugs in the VTS 
Area. These comments recommended 
requiring the following: tug assistance 
for tank vessels with restricted maneu¬ 
verability, standby tugs in the Valdez 
Narrows Area, tug escort in Valdez Nar¬ 
rows and Arm for tank vessels, and tug 
assistance for tank vessels of 10.000 DWT 
or more in Valdez Narrows. 

In response to the comment concern¬ 
ing vessels with restricted navigational 
ability or maneuverability, the Coast 
Guard is not establishing a rule which 
requires tugs under specified conditions. 
The VTC will consider all relevant 
factors including the vessel’s maneuver¬ 
ability. weather, and other hazardous 
conditions. In determining whether tug 
assistance is to be required for tank ves¬ 
sels in Valdez Narrows. 

In response to recommendations for 
standby tugs and tug escorts for tank 
vessels for each transit in Valdez Nar¬ 
rows and Arm. the Coast Guard feels 
that these measures would not ap¬ 
preciably prevent a potential grounding 
by a tank vessel in the Narrows under 
normal circumstances. However, there 
are occasions when these measures could 
be effective. Under 5 161.378(b) the VTC 
can direct vessels to have tug escorts or 
standby tugs as the situation warrants. 

In response to recommendations for 
tug assistance for tank vessels of 100.000 
DWT or more In Valdez Narrows, the 
Coast Guard feels that requiring tug as¬ 
sistance for these vessels on every 
transit of Valdez Narrow's is a too re¬ 
strictive approach. Tugs are effective 
only when the tank vessel is proceeding 
at relatively slow speed, yet the tank 
vessel’s maneuverability is less at low 
speeds. At higher speeds there are risks 
involved to both the vessel and the tugs. 
These risks must be weighed against the 
advantages of employing the tugs. Under 
5 161 378 the VTC determines whether 
tug assistance is appropriate on a case 
by case basis taking Into account all 
relevant factors. _ 

The Coast Guard feels that the VIC 
con adequately control vessel movement 
in Valdez Narrows. Under fi 161.370 ves¬ 
sels must obtain permission to enter the 
Narrows, under fi 161.307 the VTC may 
limit vessel movement, under i 101 -3™ 
the VTC may require tugs, and undcr33 
CFR Part 160 the Captain of the Port 
may establish speed limits and other 
vessel movement restrictions. By using 
these controls the VTC should be able 
to protect both vessels and the waters of 
Prince William Sound. 

The Coast Guard recognizes that this 
is an environmentally sensitive art®, ana 
that the Narrows is a potentially 
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, aardous area. These rules represent 
Jr'-* Guard determinations based on 
fhTtnDUt received; however, the Coast 
rlrd realizes that determining the best 
rjplhod lor vessels to transit the Narrows 
zL is a complex question. The Coast 
ouird is considering further action on 
vhrtber to add the following rcqulre- 
xMis for Valdez Narrows to the VTS 
wulations: speed limits, tug assistance 
nth the tugs made up to the vessel), 
t v escort, and standby tugs. Further 
n bUr comments on whether to add any 
of ihese provisions os permanent 
requirements instead of as discretionary 
powers of the VTC is invited. 

Manv comments were received recom¬ 
mending that the VTS Area, or "area of 
control", be extended some miles off- 
jhore from Cape Hinchinbrook. Two of 
these commenters suggested Middleton 
Ld*rvd as the southern limit of the VTS 
Area. 

Tlie Coast Guard establishes and op¬ 
erates Vessel Traffic Services under the 
Ports and Waterways Safety Act of 1972. 
Under that Act. Coast Guard Jurisdic¬ 
tion extends to United States waters 
only. United States waters extend three 
miles from shore; therefore, it would be 
beyond the scope of this act to control 
vessels at sea. 

Several comments wTrc received which 
addressed the description of the TSS in 
Prince William Sound, Six commenters 
recommended that the "dogleg” in the 
TSS between Naked Istand and Bligh 
Reef be eliminated. Three of these stated 
that the “dogleg" required vessels to 
travel further west than a straight course 
ixmld between Hinchinbrook Entrance 
and Bligh Reef and that, as a result, 
vessels were more likely to encounter 
Ice from the Columbia Glacier. Two 
others made specific recommendations 
for the TSS In the form of geographic 
coordinates w hich plot as a straight line 
from Hinchinbrook Entrance to the vi- 
rtaity of Bligh Reef. Several comments 
were received which stated that the out¬ 
bound traffic lane in Valdez Arm was 
too close to the 7-fathom area charted 
off the west shore of Valdez Arm oppo¬ 
site Rocky Point. Another commenter 
uM the TSS was poorly oriented near 
tu termination in upper Valdez Arm, re¬ 
wiring vessels to make awkward course 
changes to negotiate Valdez Narrows. 
Or.e commenter recommended that spe- 
ctfle points of entry and departure from 
the TSS be set forth in the rules. Fi¬ 
nally. one commenter recommended that 
Hinchinbrook Entrance be specified as 
the only way in or out of the VTS Area. 

There Is intense commercial Ashing 
activity in Prince William Sound during 
various times of the year. As it is con¬ 
sistent with navigational safety, inter¬ 
ference with this historical and impor¬ 
tant fishing industry will be minimized; 
the TSS "dogleg" is intended to accom- 
whb this by avoiding as much Ashing 
ffound IU5 passible. The TSS "dogleg" 
“JQstUutes two moderate course changes 
at Nuked Island and Bligh Reef for a 
more severe course change at 
B »gh Reef. 
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There should be little, if any, addi¬ 
tional problem with Columbia Glacier ice 
as a result of the "dogleg" locating the 
TSS slightly further west than a straight 
TS8 from Hinchinbrook Entrance to 
Bligh Reef would. If the ice is a prob¬ 
lem the VTC could temporarily adjust 
the TSS eastward. Tlie "dogleg" in the 
TSS therefore remains. 

The TSS in Valdez Arm has been mod¬ 
ified in the Anal rules. It has been short¬ 
ened to terminate at Rocky Point In¬ 
stead of just south of Jack Bay. As a re¬ 
sult of this and a slight reorientation 
of tlie traffic lane, the 7-fathom area 
west of Rocky Point is now further out¬ 
side the TSS. 

The Coast Guard is not including spe¬ 
cific points of entry to and departure 
from the TSS in the Anal rules. The 
Coast Guard is also not requiring that 
Hinchinbrook Entrance be the only w r ay 
in or out of tlie VTS Area. 

The Coast Guard does not feel that 
there will be enough traffic in the TSS 
to require specific points of entry or de¬ 
parture. Section 161.356 requires ves¬ 
sels to notify the VTC before entering, 
crossing, or leaving the TSS; this re¬ 
quirement. with the radar surveillance, 
and other reporting requirements should 
enable the VTC to prevent any conflicts 
in the TSS. The Coast Guard also feels 
that with this control of the TSS there 
is no reason to prohibit vessels from 
entering the VTS Area through other 
points than Hinchinbrook Entrance, 

Several comments w’ere received con¬ 
cerning tlie offshore approaches to 
Hinchinbrook Entrance. The preamble 
to the proposed rules discussed the mat¬ 
ter of a TSS in the international waters 
approaching Hinchinbrook Entrance. 
This TSS was printed on the most re¬ 
cent editions of nautical charts of the 
area by the National Ocean 8urvey of 
the Department of Commerce. This was 
done so that the mariners could become 
familiar with this TSS. 

Most of the comments received rec¬ 
ommended that the TSS be plotted be¬ 
tween Seal Rocks and Cape Hinchin¬ 
brook. As a result of this response, the 
TSS as discussed in the Notice is being 
withdrawn from consideration, and a 
new TSS outside Hinchinbrook Entrance 
is currently being studied by the Coast 
Guard, As described in the Anal rules, 
the TSS begins at Hinchinbrook En¬ 
trance. The National Ocean Survey will 
be advised of this, and that part of the 
TSS outside Hinchinbrook Entrance as 
shown on the latest charts will be deleted 
In the upcoming editions. 

Several comments were received con¬ 
cerning the designation of anchorage 
areas in Prince William Sound. The 
Coast Guard is studying several possible 
locations for anchorages. A separate 
rulemaking will be proposed and inter¬ 
ested persons will be invited to comment. 

A number of comments were received 
regarding Ashing in the TSS. Article 26 
of the Inland Rules of the Road states 
in part “• • • This section shall not 
give to any vessel or boat engaged in 
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Ashing the right of obstructing a fair¬ 
way used by vessels other than Ashing 
vessels or boats." (Sec. 1, 30 Stat. 102 
(33 U.S.C, 211 >.) For the purposes of 
the Navigation Rules the traffic lanes in 
the TSS are considered to be within a 
fairway. Further, the TSS rules, 99 161.- 
348-161.356. describe how vessels must 
navigate in the TSS; however, there is 
no specific prohibition in the VTS rules 
against fishing in the TSS. 

Several comments W'ere received con¬ 
cerning pilots on vessels and recom¬ 
mended that the VTS regulations set 
forth pilotage requirements. Federal 
pilots are required on U.S. vessels under 
license and enrollment engaged in the 
coastwide trade. These vessels must have 
a federally licensed pilot onboard w'hcn 
the vessel enters the inland waters of 
the United States. The waters of Prince 
William Sound are inland waters. How. 
when, and w f here the pilot boards the 
vessel Is not in the scope of this rule- 
making. 

The Coast Guard filed a supplement 
to the Final Environmental Impact 
Statement (submitted February 12, 
1975) with the Council on Environmen¬ 
tal Quality on June 24,1977. 

In consideration of the foregoing. Part 
161 of Title 33, Code of Federal Regula¬ 
tions, is amended by adding 9 161.301 
through 9 161.387 grouped under a cen¬ 
ter-head reading as follows; 

Ptmct William Sound Vessel Traffic 
Snvtcx 

GENERAL RULES 

Sec. 

101 301 Purpo«e and applicability 

161.303 Definition*. 

161.304 VeMel operation In the VTS Area. 
161 306 Law* and regulation* not affected. 

161.306 VTS Operating Manual. 

101.307 VTC directiona. 

161 300 Authorization to deviate from these 
rules. 

161.311 Emergencies. 

COMMUNICATIONS RULES 

161.320 Radio listening watch. 

161.322 Radiotelephone equipment. 

161.324 Kngllah language 
161.326 Time. 

161 326 Radio failure. 

161.330 Report of emergency or radio failure. 
161.332 Report of Impairment to the opera¬ 
tion of the vessel. 

VESSEL MOVEMENT REPORTING RULES 

161.334 Preliminary report 
161.336 Initial report. 

161.338 Movement reports. 

161.340 Reporting point*. 

161.342 Pinal report 

TRAFFIC SEPARATION SCHEME RULES 

101.348 Vessels required to use the TSS. 
161.350 Vessel operation In the TSS. 

161.352 Direction of traffic 
161.354 Anchoring in the TSS 
161 350 Joining, leaving, and crossing a 
traffic lane. 

VALDES NARROWS RULES 

161.370 One-way traffic for tank vessel*. 
161.372 Entering Valdez Narrows. 

161.374 Communication* In Valdez Narrows. 

SPECIAL REQUIREMENTS FOR TANK VESSELS 

161 376 Tank vessels In the VTS Area 
161.378 Tug assistance for tank vessels. 
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MJClUmOKI AMO CKOGRAFU1C COORDINATES 
Sec. 

101380 VTS Area. 

161.383 Separation iso no. 

101.385 Tronic lAnen. 

161.387 One-Woy Traffic Am. 

Authority : Sec. 403. Pub. L. 03 163. 87 
8t*t. 589 (33 US.C. 1331 nt.); Sec 104, 
Pub. L. 93-840. 86 SUL 424 (33 U.S.C. 1334); 
49 CPU 1 46(n)(4). 

Prince William Sound Vessel Traffic 
Service 

GENERAL RULES 

§ 161.301 Pttrpoif ami applicability. 

(A) Sections 161.301 through 161.387 
prescribe rules for vessel operation in the 
Prince William Sound Vessel Traffic 
Service Area (VTS Area* to prevent col¬ 
lisions and groundings and to protect the 
navigable waters of the VTS Area from 
environmental harm resulting from col¬ 
lisions and groundings. 

(b) The General Rules In IS 161.301 
through 161.311 and the Traffic Separa¬ 
tion 8chcme (TS8) Rules in If 161.348 
through 161.354 and ! 161.336 (b) and 
(c) apply to the operation of all vessels. 

(c) The Communication Rules in 
§1 161.320 through 161.332, the Vessel 
Movement Reporting Rules in II 161.334 
through 161.342. the TSS Rule in | 161.- 
356<a>, and the Valdez Narrows Rules in 
II 161.370 through 161.374 apply only to 
the operation of: 

(1) Each vessel of 300 or more gross 
tons that is propelled by machinery: 

(2) Each vessel of 100 or more gross 
tons that is carrying one or more pas¬ 
sengers for hire; 

13) Each commercial vessel of 26 feet 
or over In length engaged in towing an¬ 
other vessel astern, alongside, or by push¬ 
ing ahead; and 

14) Each dredge and floating plant. 

§ 161.303 Definition*. 

As used in || 161.301 through 161.387: 

•’ETA" means estimated time of ar¬ 
rival. 

“Person” includes an individual, firm, 
corporation, association, partnership, 
and governmental entity. 

‘ Separation zone” means an area of 
the TSS that is located between two traf¬ 
fic lanes to keep vessels proceeding In 
opposite directions a safe distance apart. 

“Traffic lane” means an area of the 
TSS in which all vessels ordinarily pro¬ 
ceed In the same direction. 

“Traffic separation scheme” <T8S> 
means the network of traffic lanes and 
separation zones in the VT8 Area. 

“Vessel traffic center” <VTC> means 
the shore based facility that operates the 
Prince William Sound vessel traffic serv¬ 
ice. 

“Vessel traffic service area” (VTS 
Area) means the area described in 
I 161.380. 

§ 161.304 Vend operation in (lie VTS 
Area. 

No person may cause or authorize the 
operation of a vessel In the VTS Area 
contrary to the rules In || 161.301 
through 161.387. 
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§ 161.303 Low* an«l regulations not 
affected. 

Nothing in ff 161.301 through 161.387 
Is intended to relieve any person from 
complying with; 

(a) The Navigation Rules for Harbors, 
Rivers, and Inland Waters Generally <33 
U.8.C, 151 through 232): 

(b» Vessel Bridge-to-Bridge Radio¬ 
telephone Regulations (Part 26 of this 
chapter); 

<c) Pilot Rules for Inland Waters 
<Part 80 of this chapter); 

<d> The Federal Boat Safety Act of 
1971 <46 UJ5.C. 1451 through 1489); and 
<e) Any other laws or regulations. 


thorizaUon must state the need lor tu 
authorization and describe the ptodqJh 
operations. 


ine viv may. upon request, 
an authorization to deviate fro m * 
rule In H 161.301 through 161.387 « 

voyage or part of a voyage on which i 
vessel is embarked or about to emburt 


§161.311 Kmrrjfrnrirn. 

In an emergency, any master may d*. 
viate from any' rule in IS 161.301 thrown 
161.387 to the extent nece&raxy to avow 
endangering persons, property, or the 
environment. 


COMMUNICATIONS RULES 


§ 161.306 VTS Operating Manual. § 161.320 Radio lUlrtiing miirli, 


<a> The Prince William Sound Ves¬ 
sel Traffic Service Operating Manual is 
published by the Commander. Seven¬ 
teenth Coast Guard District. The operat¬ 
ing manual contains Information in¬ 
tended to facilitate the use of the vessel 
traffic service, such as: 

(1) The Prince William Sound VTS 
regulations. 

<2) A general description of Coast 
Guard facilities and system components. 

(3) Guidelines for establishing alter¬ 
nate communications. 

(4) Guidelines that might be used by 
the VTS In issuing temporary restric¬ 
tions or operating requirements under 
I 161.307. 

<b) The master and pilot of a vessel 
listed in 1161.301(c) shall ensure that 
a copy of the current edition of the 
Prince William 8ound Vessel Traffic 
Service Operating Manual is available 
on board the vessel when in the VTS 
Area. 

(c) Distribution of the operating man¬ 
ual will be made by the Coast Guard. 
Copies may be obtained In person or by 
writing: 

<1) Commanding Officer. Coast Guard 
Vessel Traffic Service, Valdez, AK 99686; 
or 

(2) Commander. Seventeenth Coast 
Guard District, Federal Building. P.O. 
Box 3-5000, Juneau. AK 99802. 

<d> Temporary changes to the operat¬ 
ing manual arc promulgated by the Com¬ 
mander. Seventeenth Coast Guard Dis¬ 
trict, In local notices to mariners. 

§ 161.307 VTC direction*. 

<a) During conditions of vessel con¬ 
gestion, adverse weather, reduced visi¬ 
bility. or other hazardous circumstances 
In the VTS Area, the VTC may issue di¬ 
rections specifying times when vessels 
may enter, move within or through, or 
depart from ports, harbors, or other wa¬ 
ters in the VTS Area. 

<b) The master of n vessel in the VTS 
Area shall comply with each direction 
issued to him under this section. 

§ lt> 1.309 Authorization to doUtc from 
titc»c rule*. 

(a) The Commander. Seventeenth 
Coast Guard District may. upon written 
request, issue an authorization to devi¬ 
ate from any rule in II 161.301 through 
161.387 if he finds that the proposed op¬ 
eration under the authorization can be 
done safely. An application for an au- 


The mas ter of a vessel In the VTS \rci 
shall continuously monitor the radio 
frequency designated in the current edi 
tion of the Prince William Sound VTS 
Operating Manual for the sector of the 
VTS Area In which the vessel is operat¬ 
ing. except when transmitting on that I 
frequency. 

§ 161.322 RodlotclrplioiK* i*|iiijiinrnt. 

Each report required by the Prince 
William Sound VT8 rules to be mode by 
radiotelephone must be made using a I 
radiotelephone that is capable of operat¬ 
ing on the navigational bridge of the ves¬ 
sel. or in the case of a dredge, at iu main 
control station. 

§161.324 English language. 

Each report required by the Prince 
William Sound VT8 rules must be made 
in the English language. 

§ 161.326 Time. 

Each report required by the Prince I 
William Sound VTS rules must specify 
time using: 

(a) The zone time in effect in the VTS 
Area; and 

<b) The 24-hour clock system. 

§ 161.328 Radio failure. 

Whenever a vessel’s radiotelephone 
equipment fails: 

<a> Before entering or while underway 
in the VTS Area— 

41 > Compliance with §1 161.320 and 
161.338 is not required: and 

<2) Compliance with §! 161.334, 161.* 
336, and 161.342 is not required unless the 
reports can be made by oilier means; 

<b) Before getting underway in the 
VTS Area permission to get underway 
must be obtained from the VTC: 

<c) The master shall restore tlve radio¬ 
telephone to operating condition as sooo 
as possible. 

§ 161.330 Report of e m er ge ncy or radio 
failure. 

Whenever Uic master of a vessel devi¬ 
ates from any rule in || 161.301 to 161-* 
387 because of an emergency or radio 
failure, he shall report the deviation to I 
the VTC as soon as possible. 

§ 161.332 Report of Impair..."'! to ihf I 
operation of the vr*»el. 

The master of a vessel in the VTS Area I 
shall report to the VTC as soon as pos¬ 
sible: 
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ia , Any condition on the vessel that 
y impair its navigation, such as flre. 
Scfcctive steering equipment, or defec¬ 
tive propulsion machinery ; and 
<b’ Any tow that the towing vessel is 
unable to control or can control only 
with difficulty. 

VESSEL MOVEMENT REPORTING RULES 
g 161.331 Preliminary report. 

Three hours before a vessel enters or 
tenia* to navigate in the VTS Area 
through H inch inbrook Entrance, the 
master of the vessel shall report to the 

VTC: 

(A i Name. type, and draft of the ves¬ 
sel 

,b> Position of the vessel. 

. c > Course and speed of the vessel. 

•d• ETA at Hinchinbrook Entrance. 

g 161.336 Initial report. 

At least 60 minutes before a vessel 
enters or begins to navigate in the VTS 
Area through Hinchinbrook Entrance 
or at least 30 minutes before a vessel 
enters or begins to navigate in the VTS 
Area from other points, the master of 
the vessel shall report the following in¬ 
formation to the VTC: 

• a* Name. type, and draft of the ves¬ 
sel. 

<b> Position of the vessel. 

<c> Estimated time of entering or be¬ 
ginning to navigate in the VTS Area. 

<d> Destination in the VTS Area. 

(e> ETA of the vessel at its destina¬ 
tion. 

<f) Vessel speed in the VTS Area. 

<g> The time and place the vessel will 

enter the TSS. 

<h) If the vessel Is a towing vessel, the 
overall length of the tow. including the 

tovrtng vessel. 

(1) Whether or not any dangerous 
cargo listed in ft 124.14 of this chapter 
b on board the vessel or its tow. 

(j) Any impairment to the operation 
of the vessel as described in ft 161.332 (a> 
and (b>. 

<k> Alternate communications capa¬ 
bilities. if any. 

il> Any other information requested 

by the VTC. 

i 161.338 Movement report*. 

‘a> While navigating in the VT8 Area 
live master of a vessel shall report the 
following Information to the VTC by 

radiotelephone; 

ID Any increase or decrease in speed 
of more than l knot. 

•2< The intent to cross through the 
TSS at least 10 minutes (for vessels with 
* tow at least 30 minutes) before begin¬ 
ning to cross the TSS. 

<3> When the vessel clears the TSS 
*Jt*r crossing. 

When the vessel passes a reporting 
listed in ft 161.340. the master of 
s vowel shall report the following infor- 
nmtion to the VTC by radiotelephone: 

' 1' The name of the vessel. 

The reporting point. 


§161.310 Reporting point*. 

The reporting points are: 

(a) At Hinchinbrook Entrance, when 
abeam of Schooner Rock off the north¬ 
eastern Up of Montague Island; and 

<b> When abeam of Naked Island. 

§ 161.312 Final rrport. 

Whenever a vessel anchors, moors in. 
or departs from Uie VTS Area. Uie mas¬ 
ter shall report the place and time of 
anchoring, mooring, or departing to the 
VTC. except: 

(a> When mooring or anchoring in 
Port Valdez, unless requested to do so by 
Uie VTC; or 

(b> When departing the VTS Area at 
Hinchinbrook Entrance and the move¬ 
ment report for Uie reporting point in 
ft 161.340(a) Is made. 

TRAFFIC SEPARATION SCHEME RULES 

§ 161.318 Y«u>fb required to u*e tl»e 
TSS. 

All vessels described In ft 161.301(c) 
must use the TSS when en route to or 
from Valdez via Hinchinbrook Entrance 
or navigaUng any portion of that route. 

§ 161.330 Ve**cl operation in tlie TSS. 

The master of a vessel shall operate 
the vessel in accordance with the TSS 
rules prescribed In ftft 161.352 through 
161.354 and ft 161.356 <b> and (c>. 

§ 161.352 Direction of traffic. 

A vessel proceeding In a traffic lane 
must keep the separation zone to port. 

§ 161.354- Anchoring in the TSS. 

No vessel may anchor in the TSS. 

§ 161.356 Joining, leuving. and rrowing 
a traffic lane. 

<a) A vessel described in ft 161.301(e) 
may join, cross, or leave a traffic lane 
only after the VTC has been notified 
of the point at which the vessel will 
Join, cross, or leave the traffic lane. 

<b> A vessel crossing a traffic lane 
shall, to the extent possible, maintain a 
course that is perpendicular to the di¬ 
rection of the flow of traffic in Uie traffic 
lane. 

(c) A vessel Joining or leaving a traffic 
lane shall steer a course to converge on 
or diverge from Uie direction of traffic 
flow in the traffic lane at as small an 
angle as possible. 

VALDEZ NARROWS RULES 

§ 161.370 Onc-^ay traffic in Valtlr* 
Narrows* 

(a* The area described in ft 161.387 
is designated the Valdez Narrows One¬ 
way Traffic Area and is restricted to 
one-way traffic whenever a tank vessel 
of 20.000 deadweight tons *DWT> or 
more Is navigating therein. 

<b) A vessel described in ft 161.301(c) 
may not enter Uie Valdez Narrows One¬ 
way Traffic Area unless: 

(1) Permission to enter Is obtained 
from the VTC; and 


(2) Any dirocUons from the VTC to 
remain separated from another vessel 
are complied with. 

§ 161.372 Entering Valdez Narrow*. 

(a) A vessel described In ft 161.301 <c), 
may not enter the Valdez Narrows One¬ 
way Traffic Area, unless: 

(1) The radio equipment on the ves¬ 
sel that is used to transmit the reports 
required by the Prince William Sound 
VTS rules is in operation; 

(2) The radar on a vessel equipped 
with radar is in operation and manned; 
and 

(3) The vessel is free of any condi¬ 
tions that may impair its navigation, 
such as fire, defective steering equip¬ 
ment. or defective propulsion machin¬ 
ery. 

(b) A tank vessel of 20,000 DWT 
or more may not enter Valdez Narrows 
One-way Traffic Area unless: 

<1 > It compiles with paragraph (a); 
and 

(2) It complies with ft 161.376(a) (1). 
<3>, and (4). 

§ 161.374 Communication* in Valdrz 
Narrow*. 

Before a vessel meets, overtakes, or 
crosses ahead of any vessel In Valdez 
Narrows One-way Traffic Area, the mas¬ 
ter or the person designated by the 
master to pilot or direct the movement 
of the vessel shall transmit the inten¬ 
tions of his vessel to the master or the 
person designated by the master to pilot 
or direct the movement of the other 
vessel on the frequency designated un¬ 
der the Bridge-to-Brldge Radiotele¬ 
phone Act for the purpose of arranging 
safe passage. 

SPECIAL REQUIREMENTS FOR TANK VESSELS 

§ 161.376 Tnnk rf*scb in the VTS Area. 

(a) Each tank vessel of 20.000 DWT 
or more operating in the VTS Area 
must— 

(1) Have two separate marine radar 
systems for surface navigation, one of 
which is operating and the other either 
operating or capable of immediate op¬ 
eration; 

(2> Have an operaUng Loran-C re¬ 
ceiver; 

(3) Have an operaUng rate of turn 
indicator; and 

(4) Have at least two radiotelephones 
capable of operating on the designated 
VTS frequency, one of which Is capable 
of battery operation. 

(b) While in the VTS Area, if Uie 
tank vessel of 20.000 DWT or more is un¬ 
able to comply with paragraph (a) the 
master shall Immediately notify the 
VTC. 

§ 161.378 Tug \sM**tancc for Tank Vc*« 
set*. 

(a) For the purposes of Uiis section, 
tug assistance means Uie use of a suffi¬ 
cient number of tugs properly manned 
and positioned, with enough power and 
maneuverability to enable the vessel to 
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accomplish the Intended maneuvers 
safely. Factors to be considered in deter¬ 
mining the amount of tug assistance 
needed are— 

(1) Existing and expected conditions 
of wind. tide, and current; and 

<2) Size, displacement, and maneu¬ 
vering capability of the ve&se). 

<b> The VTC may direct any tank 
vessel of 20.000 DWT or more to use tug 
assistance in the Valdez Narrows One- 
Way Traffic Area. 

(c) Each tank vessel of 20.000 DWT 
or more must use tug assistance when 
docking and undocking. 

(d> The master of any tank required 
to use tug assistance under paragraph 
Cb) or tc> shall ensure that the num¬ 
ber and capabilities of the tugs are ade¬ 
quate and that there are sufficient per¬ 
sons positioned on the vessel to handle 
lines to tugs as needed. 

PESCWPTIONS AND GEOGRAPHIC COORDINATES 

§ 161.380 VTSarm. 

The VST Area consists of the naviga¬ 
ble waters of the United States inshore 
of the COLREGS Demarcation Lines, 33 
CFR 82.1740. 42 FR 35782, comprising 
the portion of Prince William Sound 
Including Valdez Arm. between longi¬ 
tudes 146*40' West and 147*20' West, 
and also Valdez Narrows and Port Val¬ 
dez. 
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§ 161.383 Separation zone. 

The separation zone is 2,000 yards wide 
from Hinchinbrook Entrance to Valdez 
Arm west of Bllgh Reef and decreases in 
width from 2,000 yards to 1.000 yards 
from the entrance to Valdez Arm to 
where it terminates at the entrance to 
the Valdez Narrows One-Way Traffic 
Area and is bounded by lines connecting 
the following latitudes and longitudes: 
<a> 60*58 43" N., 146*47*50 * W. 

(b) 60*49*47" N . 147 02*06" W. 

<C> 60-34*43" N., 147*05*16" W. 

<d> 60*17*04" N.. 146*40*15" W. 

<e> 60 C 16*56"N.. 146*46*57" W. 

<f) 60*34*53" N.. 147 03*14" W. 
tg) 60 49*23" N. t 147*00*08" W. 

(h> 60*58*26" N., 146*47*02" W. 

§ 161.385 Traffic lanes. 

The traffic lanes are 1.500 yards wide 
from Hinchinbrook Entrance to Valdez 
Arm west of Bligh Reef, and decrease in 
width from 1.500 yards to 1.000 yards 
from the entrance to Valdez Arm to 
where they terminate at the entrance 
to the Valdez Narrows One-Way Traffic 
Area. The traffic lanes are as follows: 

(a) The inward bound traffic lane is 
between the separation zone and a line 
connecting the following latitudes and 
longitudes: 

<1> 60*58*09" N.. 146*46*16" W. 

(2) 60*49*07" N.. 146*46 16" W. 

(3) 60*35*00" N.. 147°01*42" W. 

(4) 60*16*49" N., 146°45'13" W. 


(b> The outward bound traffic Ian* «, 
between the separation zone and a lm- 
connecting the following latitudes uS 
longitudes: 

(1) 60*59*01" N.. 146*48*37** W 

(2) 60*50*04" N. t 147*03*35" W 

(3) 60*34*36" N.. 147*06*48" W 

(4) 60*17*11" N.. 146-50*59 * w! 

§ 161.387 Valilcs Narrow * Onr-XU. 
Traffic Area. 

. The Valdez Narrow's One-Way Traffic 
Area consists of the navigable waters of 
the United States in Valdez Ann, VaJdex 
Narrows and Port Valdez north of a line 
bearing 307 degrees true from Rockr 
Point at 60*57*45" N.. 146*45 07" W 
and west of a line bearing 000 degrees 
true from Entrance Island at eLOS'e?" 
N.. 146*36*40'* W. 

(Sec. 402. Pub. L. 93-153, 87 Stat f >80 <33 
U-SC. 1221 at.); Sec. 104. Pub. L. W-340 
80 Slat. 424 (33 UJ3.C. 1224); 40 CFP. 1 4 « 
(n) (4).) 

Nora.—The Coast Guard ha* dctcnnlned 
that this document does not contain 
a major proposal requiring preparation ot 
an Economic Impact Statement, under Ei. 
ecuttre Order 11821. a a amended, and OMB 
Circular A-107. 

Dated: July 20, 1977. 

O. W. Siixr. 

Admiral, U£. Coast Guard, 
Commandant. 
(FR DOC.77-21324 Filed 7-22-77:8:43 am] 
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Title 40 — Protection of the Environment 

CHAPTER I—ENVIRONMENTAL 
PROTECTION AGENCY 

| FRL 754-31 

PART 60—STANDARDS OF PERFORM¬ 
ANCE FOR NEW STATIONARY SOURCES 

Applicability Dates 

AGENCY: Environmental Protection 
Agency. 

ACTION: Final rule. 

SUMMARY: This action Incorporates 
into the regulations the dates on which 
the standards of performance are applic¬ 
able. The dates were not a part of the 
regulations at the time of their promul¬ 
gation and considerable confusion exists 
over when the standards apply. This ac¬ 
tion removes the confusion and makes 
future enforcement of the standards 
easier. 

E FFE CT IV E DATE: August 24,1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Don. R. Goodwin. Emission Standards 
and Engineering Division. Environ¬ 
mental Protection Agency, Research 
Triangle Park. North Carolina 27711. 
telephone 919-541-5271. 

SUPPLEMENTARY INFORMATION: 
Section 111 of the Clean Air Act provides 
that “new source** under that section 
means ‘‘any stationary source, the con¬ 
struction or modification of which is 
commenced after the publication of reg¬ 
ulations (or. if earlier, proposed regula¬ 
tions) prescribing a standard of perform¬ 
ance which will be applicable to such 
source.** Thus, for standards of perform¬ 
ance under section 111, the proposal date 
(or. in the event there was no proposal, 
the promulgation date) of a standard 
constitutes its applicability date. While 
this information is contained in the 44 Ap- 
plicability** section (8 60.2) of the Gen¬ 
eral Provisions, the Agency has not, until 
now, incorporated in the regulations the 
specific applicability date(s) for each 
standard. 

The absence of these dates from the 
various regulations has led to some con¬ 
fusion. The most frequent mistake is for 
the applicability date to be confused with 
the effective date. The effective date is 
the day on which the regulation becomes 
law (usually the day the final regulation 
is published in the Federal Register). 
The effective date has customarily been 
noted in the preamble to the final regu¬ 
lation when it appears in the Federal 
Register. A regulation, then, usually be¬ 
comes effective upon promulgation and 
applies to sources constructed or modi¬ 
fied after the proposal date. 

In view of past confusion and the 
growing number of regulations. Includ¬ 
ing revisions and amendments, the 
Agency has decided to hereafter incor¬ 
porate the applicability date(s) under 
the “Applicability and designation of af¬ 
fected facility** section of each subpart. 
This action should serve to clarify which 


facilities are affected by these regula¬ 
tions. This amendment provides clarifi¬ 
cation of the applicability dates only for 
the standards promulgated to date. An 
applicability statement will be added to 
regulations under proposal and to future 
regulations at the time of promulgation. 

Miscellaneous 

As this action has no regulatory im¬ 
pact. but only seta forth applicability 
dates for the purpose of clarification, 
public participation was judged un¬ 
necessary. 

(Secs, ill and 301(a) of the Clean Air Act; 
•ec. 4(a) of Pub. I*. 91-804. 34 Stat. 1683; sec. 
2 of Pub. U 90-148. 81 Stat. 504 (42 U.8.C. 
1857C-8, 1857g(a)).) 

Note. —The Environmental Protection 
Agency has determined that this document 
does not contain a major proposal requiring 
preparation of an Economic Impact Analysis 
under Executive Orders 11821 and 11940 and 
OMB Circular A-107. 

Dated: July 18. 1977. 

Barbara Blum, 
Acting Administrator. 

40 CFR Part 60 is amended by revising 
Subparts D through AA as follows: 

Subpart D— Standards of Performance for 
FossilFuelFired Steam Generators 

1. Section 60.40 is revised as follows: 

§ 60.40 Applicability and designation of 
affertrd facility. 

(a) The affected facilities to which the 
provisions of this subpart apply are: 

(1) Each fossil-fuel-fired steam gen¬ 
erating unit of more than 73 megawatts 
heat Input rate (250 million Btu per 
hour). 

(2) Each fossil-fuel and wood-residue- 
flred steam generating unit capable of 
firing fossil fuel at a heat input rate of 
more than 73 megawatts <250 million 
Btu per hour). 

(b) Any change to an existing fossil- 
fuel-flred steam generating unit to 
accommodate the use of combustible 
materials, other than fossil fuels as 
defined in this subpart, shall not bring 
that unit under the applicability of this 
subpart. 

(c) Any facility under paragraph (a) 
of this section that commences con¬ 
struction or modification after August 
17, 1971, is subject to the requirements 
of this subpart. 

Subpart E—Standards of Performance for 
Incinerators 

2. Section 60.50 is revised as follows: 

§ 60.50 Applicability and designation of 
affected facility. 

(a) The provisions of this subpart are 
applicable to each incinerator of more 
than 45 metric tons per day charging 
rate (50 tons/day’. which is the affected 
faculty. 

(b) Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after August 17, 
1971, is subject to the requirements of 
this subpart. 


Subpart F—Standards of Performs nee for I 
Portland Cement Plants 

3. Section 60.60 is revised as follows 

§ 60.60 Applicability and dmi^notion of I 
affected facility. 

(a) The provisions of this subpart are I 
applicable to the foUowing affected fs- I 
cUltles in Portland cement plants kin. I 
clinker cooler, raw mUl system, finish I 
mill system, raw mUl dry er, rau material I 
storage, clinker storage, finished product I 
storage, conveyor transfer points, bag- I 
glng and bulk loading and unloading &y$-1 
terns. 

<b) Any faculty under para -aph <a> I 
of this section that commenc• n true- I 
tion or modification after August 17,1 
1971. is subject to the requirements of I 
this subpart. 

Subpart G—Standards of Performance for I 
Nitric Acid Plants 

4. 8ection 60.70 Is revised as follow. 

g 60.70 Applicability and de»aiut!w*f I 
affected facility. 

(a) The provisions of this subpart are I 
applicable to each nitric acid production I 
unit, which is the affected facility. 

(b) Any facility under parat: »ph tail 
of this section that commoner w.tmc-1 
tion or modification after A' ust 17.1 
1971. is subject to the requirements off 
this subpart. 

Subpart H—Standards of Performance fori 
Sulfuric Acid Plants 

5. 8ection 60.80 1s revised as follows: I 

§ 60.80 Applicability and dr*i*iu»lion of I 
affected farUity. 

(a) The provisions of this subp^rt are I 
applicable to each sulfuric acid pi due-1 
tion unit, which is the affected fac iny. I 

(b) Any faculty under paragraph ai I 
of this section that commences construe-1 
lion or modification after August 17.1 
1971. is subject to the requirements of I 
this subpart. 

Subpart I—Standards of Performance for 
Asphalt Concrete Plants 

6. 8ect!on 60.90 Is revised as follow j 
g 60.90 Applicability and designation of | 

affected facility. 

(a) The affected faculty to whirh tb«| 
provisions of this subpart apply L' e*ctt| 
asphalt concrete plant. For the purpose! 
of this subpart, an asphalt concrete plant I 
Is comprised only of any combination «I 
the following: dryers: *ys^'*.i for| 
screening, handling, storing, and » 
tag hot aggregate; systems for loading.! 
transferring, and storing mlnerai filler; 1 
systems for mixing asphalt concrete:! 
and the loading, transfer, and toragej 
systems associated with emission coo-l 

trol systems. I 

<b> Any facUity under paragr^h '* 
of this section that commence* 
tion or modification after June 11. l » *1 
is subject to the requirements of twii 
subpart. 
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c aboart J — standards of Performance for 
petroleum Refineries 

7 . section 60.100 Is revised as follows: 

.iaiOO Applicability and dnignalion 
5 of allied facility. 

U> Thr provisions of this subpart are 
j^pbcable to the following affected fa- 
ri2ues in petroleum refineries: fluid 
rti*\y t[c. cracking unit catalyst regen- 
^tors, fluid catalytic cracking unit 
tocinerator-waste heat boilers, and fuel 
as combustion devices. 

<b) Any facility under paragraph <a) 
of this section that commences construc- 
tioci or modification after June 11, 1973, 
H subject to the requirements of this 

■' - bps ; f 

Subpart K Standard* of Performance for 
Storage Vessel* for Petroleum Liquids 

8. Section 60.110 is revised as follows: 

166.110 Applicability and designation 
of affected facility. 

(a) Except as provided In 5 60.110(b), 
the affected facility to which this sub¬ 
part applies is each storage vessel for 
petroleum liquids which has a storage 
capacity greater than 151,412 liters 
440.000 KiiUons). 

(b) This rubpart does not apply to 
storage vessels for petroleum or conden¬ 
sate stored, processed, and/or treated at 
a drilling and production facility prior 

to custody transfer. 

(e) 8ubject to the requirements of 
this aubpart is any facility under para¬ 
graph (a) of this section which: 

(1) Has a capacity greater than 
151,412 liters (40,000 gallons). but not 
exceeding 245.000 liters (65,000 gallons, 
i&d commences construction or modifi¬ 
cation after March 8.1974. 

(2> Has a capacity greater than 
345,000 liter <65,000 gallons), and com¬ 
mences j ns traction or modification 
liter June 11, 1973. 

Subpart L— Standards of Performance for 
Secondary Lead Smelters 

9. Section 60.120 is revised as follows: 

(60.120 Applicability and designation 

of affected facility. 

(a) The provisions of this subpart are 
applicable to the following affected fa¬ 
cilities in secondary lead smelters: pot 
furnaces of more than 250 kg (550 lb) 
charging capacity, blast (cupola) fur- 
awes. and reverberatory furnaces. 

<bi Any facility under paragraph (a) 
of this section that commences con¬ 
ation or modification after June il. 
1973. U subject to the requirements of 
tois subpart 

Subpart M— Standard* of Performance for 
Secondary Bras* and Bronze Ingot Pro¬ 
duction Plant* 

10. Section 60.130 is revised as fol¬ 
lows: 

160,130 Applicability and designation 

of affected facility. 

^vision* of this subpart are 
Wicabie to the following affected fa¬ 
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c ill tics in secondary brass or bronze in¬ 
got production plants: reverberatory 
and electric furnaces of 1,000 kg (2.205 
lb) or greater production capacity and 
blast (cupola) furnaces of 250 kg/hr 
(550 lb/hr) or greeter production ca¬ 
pacity. 

(b) Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after June 11, 1973, 
is subject to the requirements of this 
subpart. 

Subpart N—Standards of Performance foe 
Iron and Steel Plants 

11. Section 60.140 is revised as follows: 

§ 60.140 Applicability and designation 
of affected facility. 

fa) The affected facility to which the 
provisions of this subpart apply is each 
basic oxygen process furnace. 

<b) Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after June 11, 1973, 
is subject to the requirements of this 
subpart. 

Subpart O—Standards of Performance for 
Sewage Treatment Plants 

12. Section 60.150 is revised as follows: 

§ 60.150 Applicability and designation 
of affected facility. 

(a) The affected facility to which the 
provisions of this subpart apply is each 
Incinerator which bums the sludge pro¬ 
duced by municipal sewage treatment 
facilities. 

(b) Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after June 11. 1973. 
fe subject to the requirements of this 
subpart. 

Subpart P—Standard* of Performance for 
Primary Copper Smelter* 

13. Section 60.160 is revised as follows: 

g 60.160 Applicability and designation 
of affected facility. 

(a) The provisions of this subpart are 
apllcable to the following affected facili¬ 
ties in primary copper smelters: dryer, 
roaster, smelting furnace, and copper 
converter. 

(b) Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after October 18, 
1974, is subject to the requirements of 
this subpart. 

Subpart Q—Standard* of Performance for 
Primary Zinc Smelter* 

14. Section 60.170 is revised as follows: 

§60.170 Applicability and designation 
of affected facility. 

(a) The provisions of this subpart arc 
applicable to the following affected facili¬ 
ties in primary zinc smelters: roaster and 
sintering machine. 

(b) Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after October 16. 
1974, is subject to the requirements of 
this subpart. 
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Subpart R—Standard* of Performance for 
Primary Lead Smelter* 

15. Section 60,160 is revised as follows: 

§ 60.180 Applicability and designation 
of affected facility. 

(a) The provisions of this subpart are 
applicable to the following affected 
facilities In primary lead smelters: sin¬ 
tering machine, sintering machine dis¬ 
charge end. blast furnace, dross rever¬ 
beratory furnace, electric smelting fur¬ 
nace. and converter. 

(b) Any facility under paragraph (a) 
of this section that commences con¬ 
struction or modification after October 
16, 1974, is subject to the requirements 
of this subpart. 

Subpsrt S—Standard* of Performance for 
Primary Aluminum Reduction Plants 

16. Section 60.190 is revised as fol¬ 
lows: 

§60.190 Applicability and designation 
of affected facility. 

(a) The affected facilities In primary 
aluminum reduction plants to which 
this subpart applies are potroom groups 
and anode bake plants. 

(b) Any facility under paragraph (a) 
of this section that commences con¬ 
struction or modification after October 
23, 1974. is subject to the requirements 
of this sub part. 

Subpart T—Standard* of Performance for 
tha Phosphate Fertilizer Industry: Wet- 
Process Phosphoric Acid Plant* 

17. Section 60.200 is revised as fol¬ 
lows: 

§ 60.200 Applicability and designation 
of affected facility. 

(ft) The affected facility to which the 
provisions of this subpart apply is each 
wet-process phosphoric acid plant. For 
the purpose of this subpart, the affected 
facility includes any combination of: 
reactors, filters, evaporators, and hot- 
wells, 

(b) Any facility under paragraph (a) 
of this section that commences con¬ 
struction or modification after October 
22, 1974, is subject to the requirements 
of this subpart. 

Subpart U—Standards of Perform a nc# for 
the Phosphate Fertilizer Industry: Super- 
phosphoric Acid Plants 

18. Section 60.210 is revised as fol¬ 
lows: 

§60.210 Applicability and designation 
of affected facility. 

(a) The affected facility to which the 
provisions of this sub part apply is each 
superphosphoric acid plant For the 
purpose of this subpart, the affected 
facility Includes any combination of: 
evaporators, hot wells, acid sumps, and 
cooling tanks. 

(b) Any facility under paragraph (a) 
of this section that commences con¬ 
struction or modification after October 
22. 1974, is subject to the requirements 
of this subpart 
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Subpart V—Standards of Performance for 
the Phosphate Fertilizer Industry: Diam¬ 
monium Phosphate Plants 

19. Section 60.220 is revised as fol¬ 
lows: 

§ 60.220 Applicability and designation 
of affected facility. 

(a) The affected facility to which the 
provisions of this sub part apply Is each 
granular diammonium phosphate plant. 
For the purpose of this subpart, the af¬ 
fected facility includes any combination 
of: reactors, granulators, dryers, coolers, 
screens, and mills. 

(b) Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after October 22, 
1974, is subject to the requirements of 
this subpart 

Subpart W—Standards of Performance for 
the Phosphate Fertilizer Industry: Triple 
Superphosphate Plants 

20. Section 60.230 is revised as follows: 

§ 60.230 Applicability and designation 
of affected facility. 

(a) The affected facility to which the 
provisions of this subpart apply is each 
triple superphosphate plant. For the pur¬ 
pose of this subpart, the affected facility 
includes any combination of: mixers, 
curing belts (dens>, reactors, granula¬ 
tors. dryers, cookers, screens, mills, and 
facilities which store run-of-pile triple 
superphosphate. 

<b) Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after October 22. 
1974, is subject to the requirements of 
this subpart. 


Subpart X—Standards of Performance for 
the Phosphate Fertilizer Industry: Gran¬ 
ular Triple Superphosphate Storage 
Facilities 

21. Section 60.240 is revised as follows 

§ 60.240 Applicability and designation 
of affected facility, 

(a) The affected facility to which the 
provisions of this subpart apply is each 
granular triple superphosphate storage 
facility. For the purpose of this subpart, 
the affected facility includes any combi¬ 
nation of: storage or curing piles, con¬ 
veyors, elevators, screens, and mills. 

<b> Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after October 22. 
1974. is subject to the requirements of 
this subpart. 

Subpart Y—Standards of Performance for 
Coal Preparation Plants 

22. Section 60.260 is revised as follows: 

§ 60.2SO Applicability and designation 
of affected facility. 

(a) The provisions of this subpart are 
applicable to any of the following af¬ 
fected facilities in coal preparation 
plants which process more than 200 tons 
per day: thermal dryers, pneumatic ooal- 
cleaning equipment (air tables), coal 
processing and conveying equipment (In¬ 
cluding breakers and crushers), coal 
storage systems, and coal transfer and 
loading systems. 

(b) Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after October 21, 
1974. is subject to the requirements of 
this subpart. 


Subpart 2—Standards of Perform a net for 
Ferroalloy Production Facilities 

23. Section 60.260 is revised as follow*: 

§ 60.260 Applicability and deslmailoa 
of affected faciUty. 

(a) The provisions of this subpart art 
applicable to the following affected ft* 
cllitles: electric submerged arc furnace* 
which produce silicon metal, ferrostllcoo. 
calcium silicon, aiUcomanganr, rircon- 
ium, ferrochrome silicon, silvery 
iron, high-carbon ferrochrome, charge 
chrome, standard ferromangai r ... 
comanganese, ferromanganese silicon, or 
calcium carbide: and dust-handling 
equipment. 

(to) Any facility under paragraph (a) 
of this section that commences construc¬ 
tion or modification after October 21, 
1974, is subject to the requirements of 
this subpart. 

Subpart AA—Standards of Perform a nca for 
Steel Plants: Electric Arc Furnaces 

24. 8ectlon 60.270 Is revised as follows: 

g 60.270 Applicability and designation 
of affected facility. 

(a) The provisions of this subpart are 
applicable to the following affected fa¬ 
cilities in steel plants: electric arc fur¬ 
naces and dust-handling equipment. 

(b) Any faculty under paragraph (a) 
of this section that commences construc¬ 
tion or modification after October 24. 
1974, is subject to the requirement* of 
this subpart. 

(Secs. Ill and 301(a). Clean Air Ac*, m 
amended (42 UA.C 16570-6. 1867g(»)) ) 
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